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ESPRIT  DE  CORPS.— A  TRACT  FOR  THE  TIMES. 
By  Captain  Caspar  Frederick  Goodrich,  U.  S.  N. 


A  careful  search  through  the  Proceedings  of  the  Naval  Insti- 
tute reveals  the  singular  and  instructive  fact  that  they  contain  no 
consideration  of,  if  indeed  any  allusion  to,  the  subject  of  this 
essay.  Papers  and  discussions,  abstracts  from  service  and  techni- 
cal journals,  hints  and  suggestions  abound  which  touch  upon  or 
completely  elucidate  a  multitude  of  topics  incident  to  the  pro- 
fession. They  range  over  the  entire  field  of  naval  thought,  and 
they  form,  taken  together,  an  enduring  monument  to  the  wisdom 
of  the  founders  of  the  Institute,  as  well  as  to  the  capacity  and  de- 
votion of  those  who  have  guided  its  destinies  since  its  formation. 
Without  these  precious  volumes  no  naval  library  is  to-day  com- 
plete. The  student  may  learn  from  them  substantially  all  there 
is  to  know,  in  theory  at  least,  about  administration,  types  of 
ships,  their  armament  and  protection,  their  speed  and  coal  endur- 
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ance,  the  details  of  their  equipment,  their  use  singly  or  in  concert, 
the  best  method  of  educating  officers  and  men,  how  to  care  for 
the  latter  in  sickness  and  in  health,  etc.,  etc.;  but  of  the  necessity 
and  means  of  cultivating  that  solidarity  of  sentiment  which  alone 
can  put  the  breath  of  life  into  the  ship  or  the  fleet,  considered  as 
integers,  never  a  word  is  spoken.  The  subject  of  a  naval  fnarale 
is  not  implicitly  assumed;  on  the  contrary,  its  very  existence  is 
either  forgotten  or  deliberately  ignored.  A  stranger  to  the  ser- 
vice, who  should  seek  diligently  to  acquaint  himself  with  the 
essentials  of  naval  practice,  would  rise  from  the  conscientious 
study  of  these  Proceedings  without  so  much  as  a  suspicion  that 
there  ever  existed  a  body  of  unwritten  law  and  traditions  more 
potent  than  statutes  and  regulations  in  welding  into  a  consistent 
whole  the  somewhat  incongruous  elements  that  go  to  form  an 
organized  navy.  Yet  every  member  of  the  profession  knows, 
almost  intuitively,  that  his  relations  to  his  associates,  whether 
senior  or  junior,  are  governed  by  a  rigid  code  peculiar  to  the 
Navy  and  dating  back  to  time  immemorial.  It  is  a  truism  which, 
like  many  other  truisms,  it  is  well  to  revive  and  to  repeat  on  occa- 
sion, that  ships,  however  formidable  in  themselves,  are  measured 
in  value  by  the  resultant  force  of  those  on  board.  When  officers 
and  men  act  in  harmony  the  result  is  happiness  and  efficiency. 
Where  dissensions  arise,  and  unity  of  effort  g^ves  place  to  the 
disrupting  tendencies  of  opposing  or  selfish  interests,  the  effect 
is  at  once  manifest  in  a  diminution  of  the  fighting  worth  of  the 
vessel  or  of  the  fleet. 

In  the  Navy,  esprit  de  corps  is  "  the  blest  tie  that  binds."  The 
essayist  has  thought  that  an  inquiry  into  the  reasons  why  esprit 
de  corps  has  received  so  little  attention  from  naval  writers,  an  in- 
vestigation into  its  nature  and  obligations,  and  a  consideration  of 
the  consequences  that  attend  its  non-observance  as  well  as  of 
the  profits  that  accrue  from  following  its  dictates,  might  be  both 
timely  and  beneficial. 

I. 

The  overwhelming  necessity  which  has  obtained,  until  a  recent 
period,  of  rehabilitating  our  marine  is  conceded  without  dispute. 
To  such  a  low  ebb  had  our  fleet  fallen  that  the  combined  exer- 
tions and  individual  activities  of  all  officers  were  imperatively 
demanded  that  we  might  build  ships  with  the  utmost  practicable 
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speed  and  equip  them  with  every  device  essential  to  the  proper 
performance  of  their  functions.  We  had  reached  a  point  when 
the  very  life  of  the  Navy  seemed  at  stake.  Not  to  progress  was  to 
die.  To  the  herculean  task  of  reconstruction  every  person  in 
the  service  brought  his  best  energies  and  a  zeal,  an  industry  and 
an  ability  beyond  praise.  What  seemed  almost  impossible  at 
the  outset  was  found  entirely  feasible,  and  to-day  the  work  is 
largely  accomplished.  The  writer  is  unwilling  to  yield  first  place 
in  hearty  recognition  of  both  the  end  itself  and  the  instruments  by 
which  it  was  achieved.  But  an  apprehension  has  arisen  that,  in 
so  entirely  giving  itself  up  to  the  material  needs  of  the  moment, 
the  Navy  may  have  insensibly  drifted  from  its  former  standards  of 
professional  faith  until  the  fact  and  need  of  a  naval  morale  stand 
in  danger  of  being  overlooked.  It  would,  perhaps,  be  inexact  to 
assert  that  this  apprehension  has  grown  into  certainty,  but  the 
vicious  development  of  this  vicious  tendency  is  at  times  but  too 
marked  not  to  call  for  the  serious  attention  of  such  of  us  as  have 
given  their  best  years  and  their  best  thought  to  the  service,  as 
*  well  as  of  those  who,  coming  after,  must  receive  the  sacred  flame 
from  our  hands  and  in  turn  transmit  it  bright  and  pure  to  their 
successors.  Is  it  not,  indeed,  time  to  acknowledge  frankly  to 
ourselves  that,  like  the  Israelites  of  old,  we  have  wandered  away 
to  strange  gods  and  that  we  must  revert  to  the  ancient  and  true 
worship,  lest  we  perish? 

In  the  absorption  occasioned  by  the  building  up  of  our  naval 
edifice  afresh  from  its  very  foundations,  a  reason  may  be  found 
for  our  failure  to  cultivate  the  less  obtrusive  virtues  of  loyalty 
and  self-abnegation,  which,  if  not  altogether  sufficient,  may  yet 
be  urged  in  excuse  with  much  apparent  justice. 

Another  powerful  cause  of  the  present  regrettable  condition  of 
affairs  lies  in  the  distressingly  impeded  flow  of  promotion  which, 
condemning  bright  and  capable  officers  to  spend  the  greater  part 
of  their  lives  in  subordinate  positions,  blights  their  energies  and 
produces  that  most  pitiable  discontent,  bordering  on  despair, 
which  discerns  no  rift  in  the  clouds,  no  prospect  of  near  or  dis- 
tant relief.  The  prize  of  youthful  ambition  has  ceased  to  attract, 
or,  when  gained,  the  palate  is  too  jaded  by  long  waiting  to  appre- 
ciate or  enjoy  it  Like  apples  of  Sodom  it  turns  to  ashes  in  the 
mouth.  It  would  seem  idle  to  quote  Goethe  to  these  unfortunates, 

'•  Entbchren  sollst  du,  sollst  entbehrcn." 
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Even  if  the  Navy  List  continues  to  remain  unduly  congested 
in  places,  the  obligation  still  holds  to  bear  our  fate  like  men,  striv- 
ing to  win  better  things,  yet  ready  and  willing  to  sacrifice  our  indi- 
vidual wishes  and  our  personal  comfort,  working  early  and  late, 
through  doubt  and  discouragement,  for  that  paramount  object, 
the  good  of  the  service. 

A  third  and  hardly  less  potent  occasion  for  this  waning  of 
esprit  de  corps,  unless  it  may  be  conceived  as  standing  rather  in 
the  relation  of  effect  than  cause,  is  the  undue  and  wholly  unpro- 
fessional exaltation  of  service  on  shore  over  service  afloat.  Time 
was  when  the  goal  of  an  officer's  ambition  lay  in  the  commend- 
able performance  of  duty  on  board  ship.  In  the  junior  grades,  to 
be  considered  a  capable  watch  officer  or  navigator  or  executive  or, 
later,  to  command  a  vessel  or  a  fleet  with  ability  and  distinction, 
was  deemed  a  sufficient  recompense  for  toil  and  study,  the  ample 
crown  of  long  years  or  a  lifetime  of  sustained  effort.  The  bril- 
liant career  of  to-day,  however,  is  measured  but  too  often  by  the 
number  of  important  and  desirable  positions  occupied  when  not 
at  sea. 

Some  apology  for  this  erroneous  and  distorted  view  might 
have  been  brought  forward  when  our  ships  were  obsolete  in  type 
— the  laughing-stock  of  the  maritime  world — and,  in  truth,  it  was 
during  that  period  that  sea-going  was  least  in  favor.  A  better 
spirit  is  now  beginning  to  prevail,  and  the  fact  that  sea  duty  is 
our  chief  concern  to  be  generally  admitted;  but  it  is  difficult  to 
overcome  the  evil  results  of  a  false  standard  so  long  tacitly,  if 
not  openly,  acknowledged;  or  to  forget  that  it  was  not  many 
years  since  officers  were  threatened  with  orders  to  sea  as  a  pun- 
ishment. We  are,  unhappily,  still  familiar  with  rather  recent  in- 
stances of  officers  who  have  deliberately  elected  service  on  shore 
in  preference  to  service  afloat,  even  at  the  loss  of  professional 
standing.  Such  cases  should  be  to  us  as  warnings  rather  than 
examples. 

The  long  period  of  uninterrupted  peace  which  the  nation  has 
enjoyed  since  the  Rebellion,  and  for  which  as  patriotic  Americans 
we  should  be  and  are  profoundly  thankful,  has  exerted  a  powerful 
influence  on  service  opinion,  through  the  lack  of  opportunities  for 
the  display  of  personal  prowess  and  professional  skill  in  the 
operations  of  war.     The  ambitions  of  indiv^uals  have   ~>er^'^rce, 

'OUgrb*"   the'*"   out''**'    '"^     »«nf<*rpri«;e<!    -n/^*-*     'r      .'oncQnar"*  *ti        .r« 
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prevailing  sentiment  of  the  hour.  Denied,  unfortunately  as  naval 
officers  however  fortunately  as  citizens,  the  chance  for  honor  and 
advancement  offered  by  hostilities,  we  have  turned  our  activities 
into  other  channels  and  have  found  their  scope  in  the  more  imme- 
diate, yet  vastly  less  important  matters  of  design  and  construc- 
tion, and  particularly  in  the  administration  of  affairs,  the  chief,  if 
not  the  only,  means  to-day  of  achieving  distinction.  No  laurels 
adorn  the  brow  of  the  faithful  and  capable  sea  officer.  He  has 
but  the  reward  of  an  approving  conscience,  and  he  counts  himself 
fortunate  if  he  escapes  condemnation  for  some  trifling  dereliction 
or  for  some  assumed  error  of  judgment.  He  has  but  done  his 
duty. 

Since  the  routine  of  ordinary  cruising  rarely  if  ever  presents 
occasion  for  the  manifesting  of  the  larger  capacities,  he  who 
would  be  reckoned  something  more  than  his  fellows  must,  it 
would  appear,  look  outside  and  beyond  his  ship.  Be  not  de- 
ceived; the  reputation  of  no  naval  officer  can  be  considered 
enviable  or  exemplary  which  is  not  based  upon  an  excellent 
record  at  sea.  Lacking  this  condition,  brilliant  appointments  on 
shore  are  but  as  sounding  brass  and  a  tinkling  cymbal,  as  evanes- 
cent as  the  noise  produced  by  this  scriptural  orchestra.  The 
essayist  looks  confidently  to  the  time,  and  that  in  the  near  future, 
when  the  so-called  prizes  in  the  gift  of  the  Navy  will  be  reserved 
for  those  who  have  well  discharged  their  duties  as  sea  officers,  and 
when  a  large  credit  in  the  column  of  the  Navy  Register  entitled 
"  sea  service  "  will  be  regarded  as  a  token  of  departmental  ap- 
proval. A  general  desire  to  go  to  sea  will  be  followed  by  as  gen- 
eral a  determination  to  make  the  ship  all  of  which  she  is  capable 
in  good  order,  efficiency  and  discipline;  and  by  the  re-adoption  of 
esprit  de  corps  as  the  sole  instrumentality  by  which  this  end  can 
be  reached. 

If  further  proof  were  needed  of  the  comparatively  low  esteem 
in  which  sea-going  has  been  held,  it  would  be  found  in  the  fact 
that  in  years  not  long  past  the  reward  of  the  highest  standing  at 
the  Naval  Academy,  an  institution  founded  for  the  sole  purpose 
of  training  naval  officers,  was  assignment  to  a  corps  which  has 
nothing  whatever  to  do  with  the  handling  of  ships  and  men. 
Such  an  exaggeration  of  the  importance  of  the  tool  itself  over 
that  of  the  man  who  uses  it  is  difficult  to  explain. 

"  Historically,"  says  Mahan,  "  good  men  with  poor  ships  are 
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better  than  poor  men  with  good  ships;  over  and  over  again  the 
French  Revolution  taught  this  lesson,  which  our  own  age,  with 
its  rage  for  the  last  new  thing  in  material  improvement,  has 
largely  dropped  out  of  memory."  * 

While  due  allowance  should  be  made  for  personal  taste,  many 
able  men  possessing  a  marked  and  insuperable  bent  for  mechani- 
cal pursuits,  it  is  unjust  to  the  service  and  to  the  individual  to  en- 
courage the  notion  that  the  human  element  is,  or  ever  can  be, 
subordinate  in  naval  affairs  to  the  machinery  by  which  that  ele- 
ment is  aided  in  its  labors,  and  through  which  it  may  make  or 
mar  the  destinies  of  the  nation.  It  has  been  truly  said,  "The 
ship  is  measured  in  its  value  by  the  value  of  the  man  who  com- 
mands it"  To  pass  voluntarily  into  a  non-military  corps  there- 
fore was  a  tacit  acknowledgment  on  the  part  of  the  graduate  of 
the  Naval  Academy  that,  while  especially  gifted  in  certain  admir- 
able mental  attributes,  he  was  deficient  in  those  more  sturdy  qual- 
ities which  characterize  the  successful  naval  officer,  or  else  that  he 
valued  the  larger  salary  of  the  constructor  above  the  wider  oppor- 
tunities for  power,  distinction  and  usefulness  afforded  by  a  naval 
career. 

In  view  of  the  hearty,  earnest  and,  let  us  hope,  successful  efforts 
now  making  to  remove  by  wise  legislation  some  of  the  unneces- 
sary and  wholly  unpleasing  differences  to  be  found  in  the  naval 
service,  it  has  become  possible,  at  the  very  last  moment  of  writ- 
ing, to  suggest  what  previously  discretion  and  a  regard  for  the 
susceptibilities  of  others  would  have  barred  out  of  the  essayist's 
treatment  of  this  question.  Even  sentiment  requires  something 
tangible  for  its  sustenance,  something  real  to  which  to  cling. 
May  not  one  reason  for  the  rather  lax  condition  of  esprit  de  corps 
be  found  in  the  fact  that  pay  has  been  greater  and  promotion 
more  rapid  in  certain  of  the  non-military  branches  of  the  Navy? 
In  this  sordid  age  when  men  measure  things  and,  alas!  other  men, 
by  their  money  value,  their  financial  equivalent,  the  captain  of  a 
ship  has  not  infrequently  been  less  well  paid  than  a  junior  under 
his  command.  Has  this  been  seemly  in  itself  or  calculated  to  in- 
crease his  self-respect?  Men  are  but  human  after  all.  While  they 
need  not  be  unduly  rewarded  for  the  performance  of  duty,  how- 
ever onerous,  still  the  latter  should   not  be  rend'*'"'*d   tfksom^ 

•  Mahan,  Rev.  and  F*"p.  I,  ic^. 
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through  receiving  less  practical  recompense  than  that  of  a  sub- 
ordinate whose  functions  are  not  in  the  least  military  and  whose 
responsibilities  are,  comparatively  speaking,  insignificant.  The 
military  duties  of  the  profession  ought  to  be  first  and  foremost. 
It  is  for  them  that  the  Navy  exists.  The  morale  of  the  service 
must  necessarily  be  unfavorably  affected  by  every  distorted  appre- 
ciation of  the  importance  of  non-combatant  performance. 

The  causes  briefly  alluded  to,  with  others  less  obvious  which  it 
is  bootless  to  investigate,  have  combined  to  produce  a  faulty  con- 
ception of  the  service  as  a  whole  and  a  notable  diminution  of  the 
force  and  recognition  of  that  sound  and  healthy  esprit  de  corps 
which  it  is  our  duty  singly  and  collectively  to  foster  and  to 
encourage.  No  more  pressing  call  exists  to-day.  None  are  too 
old  to  turn  again  to  the  true  cult,  none  too  young  to  grasp  its 
essentials  and  to  devote  themselves  earnestly  and  faithfully  to  its 
exercise.  It  is  the  soul  of  the  Navy,  and  ours,  from  the  junior 
cadet  to  the  senior  admiral,  the  charge  to  "  save  that  soul  alive." 

II. 

« 

Living  as  we  do  at  the  close  of  the  nineteenth  century,  and  per- 
ceiving on  every  hand  the  signs  of  a  complete  revolution  in  the 
ideas  which  govern  the  relations  of  individuals  to  the  State  and  to 
each  other;  watching  the  growth  of  new  political  doctrines  which 
seek  to  reduce  all  members  of  society  to  one  plane  of  dreary  and 
uniform  equality  irrespective  of  innate  capacity  or  external  con- 
dition; recognizing  the  impatience  with  which  the  few  remaining 
marks  of  differentiation  between  man  and  man  are  regarded,  and 
the  steady  loss  of  influence  on  the  part  of  that  class  of  citizens 
who  on  account  of  their  birth,  education  and  moral  elevation 
would,  in  the  ideal  community,  be  entrusted  with  the  largest 
measure  of  the  powers  of  government,  we  are  unconsciously 
affected  by  the  medium  in  which  we  live,  and  are  likely,  if  unre- 
sisting, to  be  borne  along  by  the  swift  current  of  general  unrest 
towards  the  rocks  upon  which  will  be  shattered  the  little  that  is 
left  of  respect  for  authority  and  reverence  for  our  elders.  It  is 
not  my  purpose  to  discuss  or  even  question  the  soundness  of  this 
new  sociological  development  as  touching  the  world  at  large,  but 
as  to  its  effect  upon  the  organization  to  which  we  belong  there 
can  be  but  one  opinion.  Our  only  safe  guide  is  experience.  The 
history  of  the  French  navy  under  the  Directory  is  conclusive  on 
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this  point.*  Whatever  be  the  conditions  that  hold  in  civil  life, 
the  precedents  of  generations  of  naval  officers  must,  in  the  main, 
be  our  rule  in  the  present  and  for  the  future.  These  precedents 
may,  with  propriety,  be  traced  back  to  and  in  the  British  navy 
from  which  we  drew  our  early  laws  and  usages.  The  physical 
continuity  is  confessedly  interrupted,  for  our  navy  was  not 
formed,  as  naturalists  say,  by  fission — ^the  dividing  of  a  parent 
stem  and  the  splitting  off  of  one  or  more  complete  vital  units — 
but  the  moral  continuity  is  unbroken. 

What  was  the  fundamental  motive  that  governed  England's 
naval  leaders?  The  answer  is  not  far  to  seek.  Loyalty  to  the 
Crown. 

It  is  impossible  to  read  such  of  the  writings  of  England's  great 
sailors  as  have  been  transmitted  to  the  present  day  without  ob- 
serving the  frequent  recurrence  of  expressions  that  breathe  this 
sentiment.  While  these  phrases  may  occasionally  be  a  form  of 
speech  as  common  and  unmeaning  as  the  "  Your  obedient  ser- 
vant "  at  the  end  of  a  letter,  which  is  but  now  disappearing  from 
correspondence,  they  are  often  encountered  in  such  connections 
that  they  can  only  be  interpreted  as  involuntary  outbursts  of 
genuine  feeling.  Thus  Drake,  in  submitting  "  A  Relation  of  the 
Rare  Occurrences  &c  "  to  Queen  Elizabeth,  speaks  of  it  as  "  a 
worke  to  him  no  less  troublesome,  yet  made  pleasant  and  sweete, 
in  that  it  hath  bin,  is,  and  shall  be,  four  your  Ma*"  content,  to 
whom  I  have  devoted  myslefe,  live  or  die."t  The  courtier  in 
Drake  never  overshadowed  the  venturesome  hard-fighting  sailor 
to  whom  God's  truth  and  the  air  of  a  bloody  combat  seemed 
equally  essential  conditions  of  a  Christian  life. 

The  same  devotion  is  to  be  seen  in  his  letter  to  Walsingham 
announcing  his  departure  for  Cadiz.  "  The  wynd  commands  me 
away,  our  shipe  is  under  sayell,  God  graunt  we  may  so  live  in  his 
feare,  as  the  enemy  may  have  cawse  to  say  that  God  doth  fight 
for  her  Majestie  as  well  abrod  as  at  home,  and  geve  her  long  and 
happye  lyfe,  and  ever  victory  agaynst  God's  enemyes  and  her 
Majesties." :{:  It  is  difficult  to  rightly  apportion  the  various  ingre- 
dients in  this  quaint  prayer — ambition,  love  of  fighting,  and  loy- 
alty— yet  that  all  three  are  to  be  found  therein  cannot  be  denied. 

•  See  Mahan,  Sea  Power  in  the  French  Revolution  and  Empire,  vol.  I, 
chap.  II.         f  Barrow's  Drake,  p.  38.         J  Barrow's  Drake,  p.  221. 
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When  Sir  Edward  (afterwards  Lord)  Hawke  was  given  the 
thanks  of  the  House  of  Commons  for  his  splendid  action  at 
Quiberon  he  replied,  "  In  doing  my  utmost,  I  only  did  the  duty 
I  owed  to  my  King  and  my  country,  which  ever  has  been,  and 
shall  be,  my  greatest  ambition  to  perform  faithfully  and  honestly 
to  the  best  of  my  ability." 

With  us,  as  Americans,  it  is  love  of  country  which  should  sup- 
ply the  place  of  a  feudal  or  monarchical  loyalty  and  furnish  an  in- 
centive to  brave  deeds  and  patient  suffering.  That  the  object  of 
the  new  devotion  is  less  worthy  than  that  of  the  old  no  one  can 
fairly  claim.  For  a  sovereign,  possibly  lacking  in  all  the  attri- 
butes of  kingship  save  the  sceptre  and  royal  purple,  we  may  sub- 
stitute our  native  land,  the  seat  of  our  joys  and  sorrows,  the  mis- 
tress whom  we  stand  ready  to  serve  through  good  and  evil  for- 
tune, in  prosperity  and  calamity.  As  a  distinguished  officer  hap- 
pily expresses  it,  "The  bed-rock  of  a  naval  service  is  organization; 
its  soul,  honor;  its  demand,  courage;  its  inspiration,  love  of 
country."  * 

If  we  be  willing  to  offer  up  our  lives  for  our  native  land  unques- 
tioningly  and  as  dutiful  sons,  surely  we  ought  not  to  begrudge 
those  daily  sacrifices  and  minor  offices  which,  distasteful  as  they 
may  be,  are  the  sine  qua  non  of  true  discipline  and  an  efficient 
organization,  f 

This  general  rule  of  conduct  will  be  admitted  by  officers  with- 
out exception  as  admirable  and  exact.  It  is  a  truism  which  none 
can  deny,  and  to  the  inert  it  appears  so  delightfully  vague  as  to 
involve  no  possible  risk  to  comfort  and  peace  of  mind.  Without 
question  then  we  all  agree  to  it.  But  if  we  do,  what  follows  then? 
Does  it  carry  no  mandate  that  shall  control  our  actions?  Such 
a  moral  principle  once  accepted  must  impose  conditions  that  we 
are  powerless  to  evade.  A  little  reflection  will  show  that,  far 
from  being  a  transcendental  speculation  of  no  real  effect,  it  is  or 
should  be  a  living  force  influencing  every  official  thought  and 
deed.  It  commands  us  to  be  diligent  in  making  ourselves  useful 
servants  through  painstaking  study   of  all  that  relates  to  the 

•  Rear- Admiral  Belknap,  U.  S.  N..  in  "Some  Aspects  of  Naval  Admin- 
istration in  War,  with  its  Attendant  Belongings  in  Peace. '  * 

f  The  Secretary  of  the  Navy  says,  •  *  There  arc  men  who  would  count  their 
lives  as  nothing  beside  their  country'^  need,  yet  pull  apart  '  like  a  balky 
team  *  in  the  homely  adjustments  of  ordinary  work. " 
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theory  and  practice  of  our  profession,  and  it  lays  down  certain 
lines  along  which  the  discharge  of  our  several  duties  must  pro- 
ceed if  we  would  be  true  to  ourselves. 

Granting  the  obligation  in  abstract  terms,  how  shall  we  appre- 
hend its  concrete  embodiment?  There  can  be  but  one  answer — 
in  cheerful  obedience  to  and  hearty  co-operation  with  our  inmie- 
diate  superiors.  The  links  in  the  chain  are  complete  and  the 
chain  itself  continuous,  stretching  from  the  President  as  Com- 
mander-in-Chief, through  his  administrator,  the  Secretary  of  the 
Navy,  the  commander-in-chief  of  the  fleet,  the  captain  of  the  ship, 
the  executive  officer  and  the  other  heads  of  departments  and  their 
subordinates,  down  to  the  most  insignificant  person  of  the  crew. 
Upon  each  member  of  the  hierarchy  the  moral  law,  already  de- 
fined, presses  with  an  insistence  which  only  ignorance  or  wilful- 
ness refuses  to  recognize. 

To  every  individual  in  the  naval  profession,  no  matter  what 
be  his  position  and  his  responsibility,  there  is  granted  a  horizon 
of  labor  and  effort  plainly  marked  and  unmistakeable  in  the  sun- 
light of  a  patriotism  which  takes  the  local  guise  of  a  sense  of 
duty.  In  the  words  of  our  great  and  good  Farragut,  "  I  will  do 
my  duty  to  the  best  of  my  ability,  and  let  tlie  rest  take  care  of 
itself."  "  Duty,"  said  Nelson,  "  is  the  great  business  of  a  sea 
officer."  And  in  his  last  hours  his  departing  soul  was  cheered  by 
the  reflection  to  which  he  gave  expression  in  those  noble  words, 
"  Thank  God !  I  have  done  my  duty." 

Nor  was  this  sentiment  confined  in  its  exercise  and  its  bearing 
upon  his  life  to  the  occasional  crises  which  have  rendered  his 
name  immortal.  Even  a  Nelson  had  his  dark  days  when  his  most 
strenuous  efforts  appeared  fruitless  and  unappreciated.  To  his 
ability,  courage  and  perseverance  was  chiefly  due  the  captiu"e  of 
Bastia,  for  which  he  won  from  the  Commander-in-Chief,  Lord 
Hood,  only  an  equal  share  of  praise  with  his  junior  who  com- 
manded a  single  landed  battery.  Yet  Nelson,  suffering  from  the 
keen  disappointment  and  wounded  pride  which  belonged  to  his 
sensitive  nature,  could  write  to  his  wife  in  that  entire  confidence 
which  permits  the  utterance  of  the  inmost  thoughts  of  the  heart, 
"  However  services  may  be  rewarded,  it  is  not  right  in  an  officer 
to  slacken  his  zeal  for  his  country." 

"  Whatsoever  thy  hand  findeth  to  do — do  it  with  all  thy  might." 
As  with  the  servant  in  the  parable,  who  being  faithful  in  a  few 
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things  was  set  over  many  things,  the  reward  is  inevitable.  To 
every  man  a  task  is  allotted  by  his  immediate  superior,  and  he 
serves  his  country  acceptably  and  well  who  performs  that  task 
with  tireless  energy  and  inflexibility  of  purpose. 

The  task  may  not  be  agreeable  in  itself;  it  may  be  opposed  in 
nature  or  method  to  one's  most  cherished  professional  convic- 
tions. If  it  seems  fraught  with  harm,  a  proper  representation  to 
the  senior  is  of  course  obligatory. 

A  hearty  and  prompt  obedience  is  not  only  right  in  itself  but 
right  also  in  its  far-reaching  effects.* 

Be  patient!  to  all  a  day  must  come  when  they  in  turn  shall 
direct.  Happy  for  their  subordinates  if  they  remember  their  for- 
mer woes  and  are  as  considerate  in  the  exercise  of  power  as  they 
once  thought  their  superiors  inconsiderate.  If  they  have  served 
with  loyaky  while  inferiors,  naturally  and  easily  will  come  to  them 
the  enjoyment  of  a  like  loyalty  in  the  hour  of  their  elevation.  But 
if  they  have  previously  failed  in  this  respect,  how  shall  they  expect 
to  be  served  with  a  loyalty  they  were  unwilling  to  render?  They 
have  sinned  against  esf^rit  de  corps  and  their  punishment  will  con- 
sist in  finding  their  orders  executed  to  the  letter,  yet  broken  in 
the  spirit,  and  in  encountering  the  same  sullen  and  dogged  oppo- 
sition which  it  was  previously  their  delight  to  offer. 

The  Golden  Rule  is  not  banished  from  the  Navy.  Quite  the 
contrary.  The  successful  captain  was  g^ded  by  it  in  his  youth 
when  he  did  for  his  superior  what  as  a  superior  himself  he  would 
have  liked  his  subordinates  to  do  for  him,  and  he  reaps  his 
reward  in  that  harmony  of  official  thought  and  deed  exemplified 
in  the  morale  of  the  British  fleet  at  the  Battle  of  the  Nile.  "  I  had 
the  happiness  to  command  a  band  of  brothers,"  said  Nelson  in 
reporting  his  victory — possibly  the  greatest  ever  achieved  afloat. 
This  sentence  is  both  the  embodiment  and  the  exemplification  of 
esprit  de  corps.  Never  have  the  results  of  this  vital  principle  been 
more  happily  illustrated.  To  such  a  fleet,  so  commanded,  with 
officers  and  men  all  animated  by  the  mutual  respect  and  confi- 
dence bom  of  a  sound  naval  morale,  nothing,  absolutely  nothing, 
was  impossible.     The  French  ships  were  doomed  from  the  first 

*As  naval  officers  we  should  be  proud  of  the  cheery  expression  "Ay, 
ay,  sir  !  "  the  finest  ever  invented  for  the  acknowledgment  of  an  order.  It 
is  commended  as  a  fruitful  text  to  the  coming  generation  of  graduates  of  the 
Academy. 
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moment  of  pursuit,  and  their  destruction  would  have  been  equally 
complete  no  matter  where  encountered.  Not  the  least  of  Nel- 
son's qualities  as  a  great  captain  was  this  faculty  of  arousing 
enthusiasm  for  the  common  good — b,  readiness  to  do  and  to  suf- 
fer. In  his  hands  esprit  de  corps  was  a  potent  instrument  to  move 
men's  souls  and  to  elevate  even  the  baser  of  his  confreres  to  the 
highest  plane  of  professional  honor. 

The  essayist  suggests  that  no  better  definition  of  esprit  de  corps 
can  be  found  than  in  the  sympathetic  reading  of  this  famous 
despatch.  We  cannot  all  be  Nelsons,  but  we  can  and  must  be  a 
band  of  brothers. 

III. 

It  is  not  a  pleasant  task  to  hold  the  mirror  up  to  nature  and 
to  reveal  to  their  owner  the  blemishes  which  mar  the  counte- 
nance; still  less  is  it  agreeable  to  acknowledge  our  own  faults 
and  weaknesses;  but  a  frank  recognition  of  our  shortcomings 
must  precede,  indeed  it  is  the  first  step  towards,  their  correction. 

To  run  over  the  gamut  of  official  error  is,  however,  neither 
necessary  nor  desirable.  A  few  instances  that  may  be  described 
in  general  terms  will  abundantly  suffice  for  the  purpose  in  view. 
The  essayist  has  thought  it  inexpedient  to  state  his  case  in  full, 
and,  on  the  other  hand,  he  has  not  felt  at  liberty  to  assume  that 
its  proof  will  be  conceded  without  question  in  the  forum  of 
service  public  opinion.  In  thus  attempting  to  avoid  Charybdis 
without  falling  upon  Scylla,  he  has  ventured  to  rely  upon  a 
friendly  sympathy  with  his  motive,  which  is  to  aid  the  profession 
in  remedying  its  faults  and  yet  not  to  paint  those  faults  in  need- 
lessly sombre  or  alarming  colors.  He  would  indeed  greatly 
deplore  the  application  of  any  remark  of  his,  designed  avowedly 
to  describe  but  an  exception,  to  the  establishment  of  a  general 
rule.  The  majority  of  the  personnel  in  our  own  Navy  is  animated 
by  right  sentiments  in  the  main.  Of  the  minority,  again,  the 
larger  portion  is  readily  amenable  to  influences  that  make  for 
good.  While  the  essayist  is  justly  proud  of  the  profession  of 
which  he  is  a  humble  member,  he  cannot  blind  himself  to  the 
fact  that  some  improvement  still  remains  possible  before  it 
reaches  that  high  plane  of  thought  and  feeling  of  which  it  is 
abundantly  capable.  A  little  of  specific  exposition  of  its  needs 
appears  therefore  desirable  and  pardonable. 
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We  are  all  but  too  familiar  with  a  type  of  officer  which  is  the 
inevitable  product  of  a  systematic,  if  unwitting,  attempt  to  sub- 
stitute narrowly  defined  regulations  for  the  broad  and  compre- 
hensive operations  of  esprit  de  corps  and  service  traditions.  Many 
there  be  who  study  the  letter  of  these  printed  ordinances ;  but  for 
one  who  seeks  in  them  enlightenment  as  to  his  duties  and  respon- 
sibilities, others  will  be  found  who  look  only  for  a  statement  of 
their  rights  and  privileges.  Such  officers,  in  short,  devote  the 
time  spent  over  them  more  especially  to  ascertaining  rather 
what  others  may  not  do  than  what  they  should  do,  and  they  arise 
from  their  investigations  better  equipped  for  blocking  than  for 
facilitating  the  work  which  all  must  execute. 

It  is  not  meant  to  imply  that  the  safeguards  with  which  the 
regulations  surround  the  exercise  of  authority,  in  the  interest 
and  for  the  protection  of  the  subordinate,  are  to  be  disregarded.  ^ 
On  the  contrary,  they  are  wise  and  salutary,  for  the  superior  is 
not  always  exempt  from  the  failings  of  human  nature;  but  they 
can  be  made  harmful  if  the  dominant  fact  be  overlooked  that 
they  need  only  be  appealed  to  when  an  evident  disposition  is 
manifested  to  forget  that  while  great  power  is  given  to  the 
superior  there  is  attached  to  this  great  power  the  obligation  to 
use  it  for  the  good  of  the  service  and  not  to  the  prejudice  of 
the  individual. 

The  officer  of  the  type  developed  through  this  one-sided  study 
of  our  book  of  regulations  sets  up  to  be  an  oracle  on  such  mat- 
ters; he  announces  that  he  will  not  obey  such  and  such  orders 
if  g^ven,  he  is  a  focus  of  incipient  mutiny,  a  thorn  in  the  side  of 
his  superior,  a  nuisance  to  his  messmates,  and  he  is  seldom,  if 
ever,  a  good  officer. 

This  is  no  new  doctrine.  Fifty  years  ago  Captain  Liardet 
wrote  in  his  admirable  "  Professional  Recollections,"  "  Those  who 
cavil  most  at  the  orders  of  their  superiors  while  they  themselves 
are  in  a  subordinate  situation,  are  almost  invariably  the  most 
tenacious  and  overbearing  to  others  when  in  command  them- 
selves. The  heart  and  soul  of  all  good  naval  discipline  is  strict 
obedience  to  orders;  and  when  any  officer  habitually  deviates 
from  this  principle,  whatever  his  rank  or  abilities  may  be,  he 
cannot  be  considered  of  any  value  to  the  public  service.  To 
insure  the  morale  of  the  Navy,  officers  are  now  called  upon  more 
than  ever  to  be  scrupulously  careful  in  their  conduct ;  as  captains 
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and  senior  lieutenants,  in  the  present  day,  have  quite  enough  to 
do  to  uphold  the  discipline  of  their  ships,  without  ha\nng  to  con- 
tend with  insubordination  from  those  who  are  expressly  appointed 
by  the  Admiralty  to  assist  in  canying  out  all  things  for  the 
good  of  the  service  with  energy  and  zeal."  The  officer  under 
study  devotes  so  much  time  and  thought  to  the  pastime  of  pre- 
paring a  pitfall  for  his  seniors  that  he  has  little  or  none  left  in 
which  to  learn  the  duties  of  the  position  he  occupies  on  board. 
Fault  is  found  with  some  minor  negligence  on  his  part,  the  regu- 
lations are  invoked  as  a  shield,  and  friction  arises.  He  is  rarely 
capable  of  separating  his  official  and  personal  relations,  so  that 
a  rebuke  almost  invariably  turns  him  into  an  enemy  watching 
with  the  eye  of  a  hawk  for  the  first  mistake  committed  that  shaD 
furnish  the  occasion  for  a  report  to  a  common  superior. 

Instances  again  are  stated  to  have  occurred  where  one  officer 
profited  by  another's  shortcomings  to  himself  break  the  rules  of 
the  service,  in  conscious  security  against  charges  that  could  be 
met  by  counter-charges  of  equal  or  greater  severity.  To  hold 
over  an  erring  brother  the  threat  of  publishing  his  frailties  or  his 
derelictions  is  an  offense  only  possible  on  the  part  of  an  officer 
lacking  in  the  elementary  notions  of  esprit  de  corps.  He  is  dis- 
loyal to  his  messmate  in  thus  whetting  his  knife  for  a  covert 
thrust,  and  he  is  disloyal  to  his  profession  in  condoning  an 
offense  which,  in  his  judgment,  would,  if  known,  be  visited  with 
severe  punishment  and  which,  therefore,  must  be  of  serious 
nature. 

It  is  of  course  difficult  to  lay  down  a  hard  and  fast  rule  of 
conduct  in  such  cases,  for  esprit  de  corps  has  two  phases,  the 
major  reflecting  the  service  as  a  whole,  the  minor  touching  the 
relations  between  individuals.  If  each  officer  were  constantly 
on  the  alert  to  report  every  infraction  of  the  regulations  on  the 
part  of  others,  life  on  board  ship  would  be  intolerable.  A  gen- 
erous sympathy  is  obligatory  on  all,  but  when  the  safety  of  the 
ship  is  imperiled,  or  when  her  good  name  is  jeopardized  by 
wanton  action  or  notoriously  scandalous  behavior,  the  offender 
forfeits  his  claim  to  consideration  and  he  must  be  sacrificed, 
regretfully  if  you  please,  but  none  the  less  inexorably,  to  the 
necessity  of  maintaining  the  general  reputation  for  high  aims 
and  clean  living.  There  can  be  no  doubt  as  to  what  to  do 
when  the  question  assumes  the  definite  form  of  choosing  between 
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the  individual  or  the  service,  yet  we  can  all  adduce  instances 
wherein  an  undesirable  or  even  a  disreputable  person  has  been 
persistently  screened  by  his  shipmates  under  a  faulty  conception 
of  esprit  de  corps. 

Certain  ships  in  the  Navy  ha>fe  enjoyed  the  unenviable  reputa- 
tion of  being  "  unhappy."*  It  is  believed  that  in  nearly  every 
such  case  the  fault  lies  with  the  officers  themselves.  Instead 
of  devoting  their  energies  to  making  the  vessel  efficient,  each  in 
his  own  way  and  branch,  they  have  sought  to  undermine  the 
central  authority,  and  have  even  gone  to  the  forbidden  length 
of  sitting  in  open  judgment  on  their  seniors.  The  essayist  is 
the  last  person  in  the  world  to  seek  to  deprive  his  colleagues  of 
that  blessed  privilege  of  growling  which  is  dear  to  the  hearts 
of  all  that  go  down  to  the  sea  in  ships.  There  are  indeed  some 
kinds  of  growling  which  furnish  harmless  relief,  like  a  prompt 
safety  valve,  or  which  produce  amusement  and  a  healthy  intel- 
lectual competition  after  the  most  delicately  imaginative  figures 
of  descriptive  speech.  These  are  permissible,  if  not  actually 
necessary  and  salutary.  But  personal  growling  against  the 
superior,  for  example,  and  sarcasm  and  dispraise,  are  under  the 
ban.  These  are  dangerous  and  they  must  be  eliminated.  How 
much  better  is  it  to  recognize  the  necessity  at  the  outset  and 
refrain  from  contracting  habits  that  bring  us  questionable  pleas- 
ure, no  benefit,  and  certain  trouble. 

As  a  matter  of  fact,  the  general  happiness  of  a  ship  depends 
less  upon  the  temper  and  whims  of  the  captain  than  is  generally 
supposed.  Vastly  more  important  in  this  connection  are  the 
good  fellowship  of  the  officers  themselves  and  the  character, 
strength  and  tact  of  the  executive.  Blessed  is  the  ship  where  the 
first  lieutenant  is  strong  and  courteous,  able  and  considerate. 
He  fosters  that  sentiment  of  loyalty  to  the  ship,  the  captain  and 
the  admiral,  without  which  the  cruise  would  be  dreary  indeed, 
and  he  sets  an  example  which  influences  the  professional  life  and 
development  of  every  youngster  on  board.  With  such  an  exe- 
cutive it  matters  little  for  the  atmosphere  of  the  vessel  what 
may  be  the  captain's  idiosyncrasies.  The  coming  generation  of 
officers  can  find  no  better  diversion  than  in  planning  how  they 
shall   shape  their  professional   growth   in   order  to  command, 

*  A  stronger  phrase  is  not  uncommon. 
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when  executive,  the  respect  of  their  equals  and  juniors  and  the 
entire  confidence  of  their  commander. 

There  is,  by  the  way,  no  method  devised  by  Satan  so  infallibly 
certain  to  destroy  the  happiness  of  a  ship,  so  contrary  to  the 
dictates  of  esfnit  de  corps,  as  the  open  discussion  of  superiors. 
Servants  have  been  the  reporters  of  such  conversations  since 
Noah's  time,  carrying  their  accounts  forward  to  the  ship's  com- 
pany, where  nothing  is  lost  in  the  telUng,  with  a  regularity  and 
a  zeal  which  could  well  be  devoted  to  better  employment.  Nor 
is  this  the  only  harm  done.  Such  criticisms  produce  loss  of 
respect  for  the  seniors,  and  a  readiness  to  take  umbrage,  which 
exert  a  baneful  effect  on  the  tone  of  the  entire  vessel.  They  are 
without  justification  in  themselves  and  they  offend  against  esprit 
de  carps.  No  ship  has  ever  been  happy  or  efficient  where  they 
are  tolerated.  Lord  CoUingwood  is  said  to  have  written,  "  All 
mutinies  are  started  at  the  ward-room  table." 

Says  Captain  Griffiths  in  his  work  on  Naval  Economy,  "  But 
that  officers  should  sit  down  in  the  presence  and  hearing  of 
their  servants,  sentinels,  etc.,  and  use  disrespectful  language 
against  their  superiors  (particularly  their  captains)  must  at  once 
appear  so  self-evidently  improper,  so  subversive  of  all  discipline, 
so  calculated  to  provoke  insubordination  and  mutiny,  that  it 
would  be  idle  to  dwell  on  the  subject."  * 

The  essayist  begs  to  be  understood  as  showing  by  his  quota- 
tions from  foreign  writers  that  our  own  Navy  has  by  no  means 
the  monopoly  of  the  defects  mentioned.  Moreover,  from  per- 
sonal experience,  we  are  all  aware  that  other  services  are  sim- 
ilarly affected.  The  reason  may  be  deep-seated  in  the  nature 
of  the  seafaring  man.  None  the  less  would  it  be  gratifying  if 
the  Navy  of  the  United  States  could  claim  the  role  of  exemj^lar 
in  this  matter  of  naval  morale.  To  this  end  a  solemn  sense  of 
duty  should  impel  us.  Nor  is  the  end  remote  or  difficult  of 
attainment.  We  have  but  to  will  it  and  the  prize  shall  lie  in 
our  hands.  This  is  no  figure  of  speech.  Our  case  has  already 
been  passed  upon  in  the  highest  court  and  judgment  pronounced 
upon  us  by  a  keen  yet  kindly  critic. 

Says  the  Secretary  of  the  Navy  in  his  Annual  Report  to  the 
President  for  the  year  1897: 

•Quoted,  with  approval,  in  Liardet's  Professional  Recollections,  p.  288. 
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It  is  a  pleasure  to  report  to  you  the  high  character  and  fine  sense  oi 
duty,  the  professional  attainments,  and  patriotic  spirit  of  the  grreat  body 
of  officers  of  the  line  and  staff  of  the  Navy  and  Marine  Corps.  The 
whole  impulse,  from  their  entrance  into  the  service  at  the  Naval  Academy, 
is  to  develop  not  only  efficiency  in  the  performance  of  duty,  but  variety 
and  breadth  of  ability  and  culture.  They  have  the  liberal  education  of 
extended  foreign  travel.  Their  employment  necessitates  the  study  not 
only  of  international  and  commercial  relations,  but  also  of  modem  scien- 
tific forces  and  their  application  to  the  practical  demands  of  a  grreat 
department  of  the  national  life. 

Naval  service  is  not  limited  to  the  sailing  of  a  ship  and  the  firing  of 
a  gim.  A  modern  man-of-war  is  a  compendium  of  industrial  inventions 
and  appliances;  a  business  and  manufacturing  plant  as  well  as  a  fighting 
machine.  A  large  part  of  its  crew  is  engaged  in  skilled  labor — ^the  run- 
ning of  engines  and  the  movement  of  machinery.  An  officer's  duties, 
and  the  demands  upon  his  professional  resources,  whether  in  the  move- 
ment of  ships  or  in  the  work  of  the  mechanical  departments  connected 
with  their  make  and  repair,  involve  problems  of  construction,  the  use  of 
the  dynamic  forces  of  air,  water,  steam  and  electricity,  and  the  nice 
adjustment  of  batteries,  guns  and  gear  of  enormous  tonnage,  yet  moved 
on  hair  lines  and  by  a  touch  of  the  finger. 

All  this  calls  for  advanced  requirements  on  the  part  alike  of  those  who 
command  and  direct,  and  of  those  who  construct  and  operate.  The 
responsibility  that  attaches  to  the  captain  of  a  single  battle-ship,  or  to 
the  admiral  who  commands  a  fleet,  necessitates  the  greatest  resources 
of  skill,  prudence,  discretion  and  education.  To  these  demands  the  Navy 
rises.  Whether  serving  on  shipboard,  or  in  the  important  work  of  in- 
structing our  naval  youth,  or  studying  war  problems,  its  officers  in  every 
line  of  the  naval  establishment  deserve  the  public  confidence. 

There  are,  of  course,  sporadic  cases  of  demerit.  There  is  now  and 
then  an  officer  guilty  of  excessive  use  of  intoxicating  liquors,  a  fault 
which  is  simply  unpardonable,  in  view, of  his  responsibility  for  life  and 
property  and  of  the  importance  of  his  example  to  the  men  under  his 
command,  and  which  I  know  you  are  determined  to  punish  with  unre- 
lenting severity.  There  is  the  occasional  shirk,  the  seeker  for  soft  place, 
the  nerve-worn  hesitant,  the  petty  despot.  There  are  cases,  happily  rare, 
of  pecuniary  dishonesty  or  untrustworthiness.  It  is  the  function  of  the 
examining  boards  to  weed  out  all  these  elements  and  prevent  their 
promotion. 

There  are  also,  sometimes,  petty  frictions  and  jealousies  which  make 
one  long  for  the  high  mind.  There  is  too  often  an  inclination  on  the 
part  of  some  officers,  when  a  new  question  or  exigency  arises,  to  con- 
sider with  aggressive  and  sometimes  petulant  zeal  its  bearing  upon  their 
special  position,  or  command,  or  corps  or  bureau,  or  station,  lest  they 
lose  or  somebody  else  get  a  thin  slice  of  authority  or  jurisdiction,  whereas 
their  always  first  and  paramount  impulse  should  be  the  best  interests  of 
the  whole  service — a  text  that  ought  to  hang  on  every  eyelid  in  the  Navy. 
There  are  men  who  would  count  their  lives  as  nothing  beside  their 
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country's  need,  yet  pull  apart  "  like  a  balky  team  "  in  the  homely  adjust- 
ments of  ordinary  work. 

The  rigid  economy  which,  in  view  of  the  large  and  g^rowing  expenses 
of  the  Navy,  ought  to  obtain  in  every  detail  of  naval  expendittire,  is 
sometimes  lacking,  and  the  Department  is  making  special  effort  to  keep 
the  importance  of  its  necessity  in  the  mind  of  the  service. 

There  have  been  two  or  three  courts-martial  held  upon  offending  offi- 
cers, the  results  of  which  are  monuments  of  either  stupidity  or  favoritism. 

But  these  exceptions  only  prove  the  rule,  and  the  great  body  of  our 
naval  officers,  especially  the  sifted  wheat  of  it  which  would  be  selected 
for  responsibility  and  command  in  case  of  emergency,  are  men  of  marked 
worth  and  of  the  best  type,  ready  at  any  hazard  of  life  or  fortune  to  go 
anywhere,  brave  any  peril,  do  any  duty — qualified  to  serve  their  country 
not  only  in  war  but  in  the  more  varied  arts  of  peace.  Their  standards 
are  high,  their  zeal  ardent,  their  courage  and  ability  adequate  to  any  de- 
mand, and  no  crisis  can  come  in  which  they  will  not  prove  themselves  in 
every  respect  the  equals  of  the  most  illustrious  names  in  naval  history. 

The  essayist  asks  his  brother  officers  if  praise  could  be  more 
generous  or  blame  more  gently  and  justly  urged  than  in  these 
notable  words?  We  should  be  unworthy  of  the  exalted  place 
which,  as  a  body,  we  are  privileged  to  occupy  in  the  regard  of 
our  official  chief  if  we  failed  to  respond  to  his  demand  to  correct 
our  faults  and  to  weed  out  from  among  our  number  the  shiftless, 
the  drunken  and  the  incompetent,  the  insubordinate — *'  the 
occasional  shirk,  the  seeker  for  soft  place,  the  nerve-worn  hesi- 
tant, the  petty  despot."  When  we  shall  have  done  this  and 
warranted  the  Secretary  of  the  Navy  in  rewriting  this  section 
without  its  qualifications,  we  shall  be  able,  if  our  modesty  does 
not  forbid,  to  pose  as  a  model  to  our  rivals  of  other  flags.  Until 
then,  a  becoming  humility  is  more  in  consonance  with  our  merit. 

The  "  high  mind  "  longed  for  in  the  report,  be  it  remarked, 
is  but  the  wider  manifestation  of  esf^t  de  corps.  It  is  not  often 
than  an  obscure  writer  for  the  Proceedings  of  the  Naval  Institute, 
after  toiling  for  a  year  or  so,  finds,  at  the  eleventh  hour  of  his 
composition,  that  his  plea  is  adopted  by  the  Navy  Department 
itself  and  presented  in  words  so  frank,  cordial  and  forceful  that 
they  must  inevitably  prove  of  immeasurable  and  immediate  effect. 
As  to  the  future,  and  of  his  encomiums,  we  may  indeed  say  with 
Virgil, 

"  Haec  olim  meminisse  juvabit. ' ' 

For  a  rule  of  action,  then,  the  all-sufficient  criterion  when 
doubt  arises  as  to  what  it  is  best  to  do  under  certain  conditions 
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is  the  good  of  the  service.  Whatever  militates  against  that  is 
wrong;  whatever  makes  for  it  is  right.  "  The  best  interests  of 
the  whole  service  are  a  text  that  ought  to  hang  on  every  eyelid 
in  the  Navy."  If  we  are  guided  by  such  a  code  we  cannot  go 
astray.  To  the  good  of  the  service  we  are  bound  by  the  obliga- 
tions of  a  patriotism  which  it  should  be  our  pride  to  acknowledge 
as  the  rule  of  life,  no  less  imperative  now  than  was  the  personal 
loyalty  to  the  sovereign  which  animated  the  great  sailors  of  old. 

IV. 

From  the  instances  briefly  cited,  which,  if  such  multiplication 
were  necessary,  could  be  added  to  from  the  experience  of  those 
who  have  had  the  patience  to  read  these  pages,  it  is  fair  to  draw 
the  inference  that  esprit  de  corps  is  the  moral  foundation  of  the 
edifice  of  naval  efficiency  as  well  as  the  inspiration  of  individual 
success.  Where  esprU  de  corps  is  present  the  ship  is  harmonious 
and  well  disciplined;  where  it  is  absent,  discord  and  inefficiency 
prevail.  Sound  organization  demands  the  concurrent  efforts  of 
all  towards  a  common  end,  the  good  of  the  service;  in  other 
words,  the  recog^tion  and  guidance  of  esprit  de  corps.  The  sea- 
man's art  is  valueless  and  his  education  is  incomplete  without 
it.  There  is  no  part  of  an  officer's  obligations  and  duties  more 
vitally  essential  than  the  cultivation  of  this  cardinal  principle. 
By  precept  and  example  it  should  be  especially  drilled  into  the 
minds  of  those  just  embarking  upon  a  naval  career,  until  it  be- 
comes a  second  nature,  entering  into  and  controlling  every  act. 
Only  to  those  who  carefully  take  its  lessons  to  heart  is  the  full 
fruition  of  a  naval  life  possible.  It  is  the  a  b  c  of  the  profession, 
the  primer  of  our  art. 

Every  ship  is  a  school  that  leaves  the  impress  of  its  tone  and 
teaching  upon  its  graduates.  An  officer  is  either  the  better  or 
the  worse  for  every  cruise  he  makes,  for  official  contact  with 
every  superior.*  Qui  non  proficit,  deficit.  We  must  either  advance 
or  retreat;  we  cannot  stand  still. 

As  has  been  finely  expressed,  in  one  of  those  great  addresses 

*  Thus  Commodore  Charles  Morris,  in  his  Autobiography,  says  of 
Lieutenant  Daniel  Murray:  **  My  subsequent  improvement  may,  in  a  great 
degree,  be  fairly  attributed  to  his  influence,  and  the  elegance  of  his  man- 
ners, his  cheerful  and  amiable  temper,  and  his  high  and  firm  principles 
furnished  an  example  which  excited  a  desire  and  even  an  attempt  to 
imitate." 
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which  have  justly  won  for  their  author  the  admiration  of  all 
privileged  to  listen  to  his  periods  glowing  with  life  and  truth, 
"  The  impression  we  cast  upon  those  that  pass  within  our  shadow 
they  carry  on  forever.  The  very  words  they  speak  have  im- 
mortality. .  .  . 

"And  our  immediate  influence!  This  touch  of  life  upon  life: 
how  wonderful  it  is!  Something  of  character  always  goes  with 
it.  li  the  blacksmith  puts  some  indefinable  quality  of  himself 
into  the  iron  he  shapes,  if  the  printed  page  in  order  to  reach  its 
highest  artistic  perfection  must  come  from  the  direct  touch  of 
the  printer's  hand  upon  the  press,  how  much  more  do  human 
souls  take  from  us  impressions  of  character?  And  that  which 
fixes  the  impression,  that  which  is  the  impression,  is  character. 
The  trade,  the  art,  the  profession,  being  learned,  that  which  more 
than  anything  else  does  the  work  is  character.  Character  is  in 
the  carpenter's  strokes  upon  the  nail,  it  is  in  the  sailor's  pull 
upon  the  rope,  it  is  in  the  officer's  orders  upon  the  deck;  it  com- 
mands the  ship,  it  paints  the  picture,  it  delivers  the  oration,  it 
writes  the  book;  it  is  the  finest  quality  of  gifts  and  of  life.  .  .  . 

"  All  we  do  must  live  on.  Evil  deeds  must  have  a  wicked 
immortality.  ... 

"  But  the  cheering  thought  is  that  whatever  is  good  in  us  shall 
likewise  have  tenacity  of  being.  The  moralities  and  virtues  of 
our  lives,  the  generous  acts,  the  good  dispositions  that  have 
marked  them,  .  .  .  must  all  live  as  seeds  in  the  world.  Not 
seeds  garnered  and  locked  up  in  the  inclosure  of  single  lives;  but 
seeds  scattered  abroad,  that  become  in  their  fruitfulness  the  bless- 
ing of  all."  ♦ 

This  reflection  brings  home  to  all  of  us  the  sense  of  a  grave 
responsibility.  Through  our  example,  if  not  through  our  pre- 
cepts, we  are  unconsciously  instrumental  in  shaping  the  careers 
of  those  around  us.  We  may  stand  for  good  or  we  may  stand 
for  evil.  That  we  should  stand  for  nothing  is  forbidden  us. 
Whether  we  will  or  no,  we  are  apostles  of,  or  apostates  from, 
esprit  de  corps.  It  becomes  our  charge,  then,  "  to  show  in  our- 
selves a  good  example  of  virtue,  honor,  patriotism  and  subordina- 
tion," as  our  n%val  bible  phrases  it,  and  to  indicate  to  others  the 
path  that  leads  to  professional  usefulness  and  honor. 

♦  From  a  sermon  delivered  at  the  Naval  Academy,  by  Chaplain  Henry 
H.  Clark.  U.  S.  Navy. 
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The  theme  is  not  a  new  one.  Our  great  Farragut  illustrated 
it  in  every  act  of  his  life,  as  the  midshipman  ten  years  old  and 
as  the  admiral  of  nearly  seventy.  A  more  painstaking  student 
of  his  calling  never  existed.  His  fund  of  varied  information 
was  astonishingly  extended,  but  whatever  he  learned  was  with 
the  sole  view  to  increasing  his  value  as  a  naval  officer.  Other 
ambition  he  had  none.  His  extreme  modesty  restrained  him 
from  pouring  out  his  soul,  even  in  his  diary  or  intimate  corre- 
spondence, as  did  Lord  Nelson,  his  only  rival  in  our  esteem, 
so  that  we  are  unable  to  quote  his  own  words  in  proof  of  his 
motives  and  must  find  the  mainsprings  of  his  deeds  in  the 
deeds  themselves.  "  The  moral  of  Farrag^t's  life,"  says  his  biog- 
rapher, "is  that  success  is  never  an  accident;  that  the  surest  way 
to  become  great  is  by  rising  to  the  top  of  one's  profession, 
thoroughly  mastering  the  duties  of  each  grade  as  it  is  reached. 
To  such  a  man,  fame,  if  it  comes,  is  but  an  episode ;  his  mind  is 
fixed  solely  upon  the  full  development  of  his  powers  and  effective 
performance  of  his  appropriate  work."  It  would  almost  seem 
as  if  Farragut  had  shaped  his  course  by  that  admirable  code 
laid  down  by  CoUingwood  to  a  protege  in  a  letter  which  all 
young  ofiicers  should  commit  to  memory.  "  A  strict  and  un- 
wearied attention  to  your  duty,"  said  he, ''  and  a  complaisant  and 
respectful  behavior,  not  only  to  your  superiors,  but  to  everybody, 
will  ensure  you  their  regard.  .  .  .  Guard  carefully  against  letting 
discontent  appear  in  you;  it  is  sorrow  to  your  friends  and  triumph 
to  your  competitors,  and  cannot  be  productive  of  any  good. 
Conduct  yourself  so  as  to  deserve  the  best  that  can  come  to  you. 
.  .  .  Let  it  be  your  ambition  to  be  foremost  on  all  duty.  Do  not 
be  a  nice  observer  of  turns,  but  forever  present  yourself  ready  for 
everything;  and  if  your  officers  are  not  very  inattentive  men 
they  will  not  allow  the  others  to  impose  more  duty  on  you  than 
they  should;  but  I  never  knew  one  who  was  exact  not  to  do  more 
than  his  share  of  duty,  who  would  not  neglect  that  when  he  could 
do  so  without  fear  of  punishment  .  .  .  Remember,  Lane,  before 
you  are  five  and  twenty  you  must  establish  a  character  that  will 
serve  you  all  your  life." 

Of  another  he  wrote,  "  If  he  takes  no  more  pains  in  his  profes- 
sion than  he  has  done  he  will  not  be  qualified  for  a  lieutenant  in 
sixteen  years,  and  I  should  be  very  sorry  to  put  the  safety  of  a 
ship  and  the  lives  of  men  into  such  hands.     He  is  of  no  more 
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use  to  us  here  as  an  officer  than  Bounce  ^  is,  and  not  near  so 
entertaining.  .  . .  He  is  living  on  the  navy,  and  not  serving  in  it.** 
Let  ns  hope  that  this  last  remark  is  applicable  to  few,  if  any, 
of  onr  number. 

Commodore  Morris  writes  of  himself:  "  By  great  persever- 
ance I  acquired  the  abflity  to  read  French  with  bcility,  and  then 
used  works  in  that  language  to  read  history  and  study  naval 
tactics  and  other  subjects  connected  with  the  higher  branches 
of  my  profession."  Morris's  careful  devotion  to  the  acquisition 
of  riautical  knowledge  saved  to  our  navy  its  most  famous  frigate, 
for  it  was  by  his  suggestion  that  the  Constitution,  of  which  he  was 
the  first  lieutenant,  was  warped  out  of  gunshot  from  the  diasing 
British  squadron  in  1812.  He  ascribes  the  subsequent  victory 
over  the  Guerriere  to  "  the  unwearied  exertions  of  otu*  officers 
to  devise  and  bring  into  daily  exercise  every  important  improve- 
ment which  might  increase  the  chances  of  success  against  a 
navy,  to  which  we  might  soon  be  opposed  as  an  enemy,  and 
upon  which  there  were  so  many  injuries  and  insults  to  be 
avenged  for  the  honor  of  our  country.  This  expectation  and 
feeling  were  of  general,  almost  of  universal  prevalence  among 
our  officers,  and  led  them  to  a  unit>'  of  purpose  and  action  which 
could  not  fail  of  producing  important  results.  Their  ntunber 
was  so  small  that  each  knew  almost  every  other,  and  there  was 
scarcely  a  feeling  of  unworthy  jealousy,  though  much  of  gen- 
erous emulation,  among  those  of  corresponding  ranks."  It  was 
Nelson's  "  band  of  brothers  "  again,  but  conservatively  expressed 
as  became  Morris's  more  self-contained  and  less  expansive  nature. 

It  is  impossible  to  read  the  lives  of  the  great  sailor  obtains 
of  our  own  as  well  as  of  foreign  navies  without  being  profotmdly 
impressed  with  the  fact  that  their  laurels  were  won  only  through 
the  seizure  of  the  happy  opportunity  for  which  their  whole 
previous  career  had  been  one  long  preparation,  in  careful  study 
and  practice  of  their  profession  and  in  cultivating  that  loyalty 
to  the  service  and  to  each  other  which  alone  could  make  their 
study  productive. 

It  was  the  contemplation  of  Farragut's  character  which  led 
Admiral  Belknap f  to  write:  "Ah!  that  is  the  sort  of  men  we 
want  Annapolis  ...  to  turn  out.  A  man  who  knows  his  own 
mind,  has  the  courage  of  his  convictions,  believes  in  himself » 

•  His  dog.  f  Op.  cit.  sup. 
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and  in  the  loyalty,  devotion  and  intrepidity  of  the  officers  and 
men  he  commands  under  any  circumstances  of  peace  or  war. 
An  officer  whom  to  know  is  to  love,  whose  subordinates,  in  their 
great  trust  and  supreme  devotion,  will  follow  to  the  death." 

The  essayist  suggests  to  his  brother  officers  that  among  the 
many  benefits  that  will  flow  from  a  revival  of  the  ancient  cult 
is  an  improvement  in  their  material  conditions. 

As  a  body,  we  labor  under  many  unnecessary  disadvantages 
and  hardships  from  which  we  ought  to  be  relieved,  that  the  maxi- 
mum efficiency  of  the  fleet  may  be  attained.  Pay  and  promo- 
tion, for  example,  are  legitimate  subjects  upon  which  to  urge 
remedial  legislation.  While,  as  suggested  by  Mr.  Secretary 
Long,  something  is  possible  through  rigid  examinations  that, 
by  weeding  out  the  unworthy,  shall  at  the  same  time  benefit  the 
capable  and  faithful,  the  limit  in  that  direction  is  soon  reached. 
A  reasonable  petition  for  help  out  of  our  troubles  would  then 
be  in  order,  and,  coming  from  the  entire  naval  organization  as  a 
unit,  it  could  not  fail  of  its  purpose.  One  need  not  be  a  prophet 
nor  the  son  of  a  prophet  to  assert  that  there  will  be  no  marked 
change  in  existing  naval  law  under  these  heads  until  the  Navy 
speaks  as  with  one  voice.  * 

If  the  essayist  has  seemed  unduly  strenuous  in  claiming  im- 
portance for  the  efficiency  of  a  naval  morale,  it  is  because,  in  this 
materialistic  age,  the  transcendental  and  less  obvious  condition 
is  overlooked,  and  the  underlying  motives  and  the  indispensable 
medium  of  mutual  confidence,  in  which  these  motives  work  to 
the  desired  end,  are  unacknowledged,  if  not  unperceived.  Just 
as  in  all  human  actions  there  are  the  body,  the  mind  which  guides 
and  the  soul  which  animates — so  in  naval  affairs  there  is  the 
ship  herself,  her  drills  and  discipline,  with  the  education  and 
training  of  her  officers  and  men  as  the  means  by  which  the  ship 
is  controlled  and  directed,  but  it  is  esprit  de  corps  which  furnishes 
the  breath  of  life.  If  we  keep  this  fact  before  our  eyes,  realizing 
that  as  a  man  is  measured  by  his  desires  and  aspirations,  so,  in 
a  ship,  her  general  tone  is  the  index  of  her  efficiency,  we  cannot 
fail  to  practice  and  to  preach  the  doctrine  which  it  has  been  the 
intention  of  this  paper  to  expound. 

We  shall  surely  have  our  reward.     It  may  be  in  the  correction 

•  This  was  written  nearly  a  year  ago. 
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of  some  of  the  many  irregularities  and  anomalies  which  bear 
upon  us  hardly  at  times,  and  for  whose  adjustment  mutual  con- 
fidence and  a  readiness  to  sink  self  for  the  good  of  all  are  pre- 
requisite. This  much,  at  least,  is  certain,  no  relief  to  the  body 
of  officers  and  no  general  improvement  of  the  service  as  a  whole 
can  be  obtained  so  long  as  individual  interests  are  fostered  at  the 
expense  of  the  Navy  at  large,  and  so  long  as  esprit  de  corps  is 
regarded  as  of  antiquarian  or  transcendental  interest  rather  than 
recognized  and  proclaimed  as  a  living  and  compelling  force,  the 
only  bond  by  which  to  unite  all  the  members  of  the  naval  pro- 
fession, whatever  be  their  rank  or  corps,  in  a  homogeneous  body 
of  faithful,  loyal  and  patriotic  servants. 

And  doing  this  we  shall  likewise  gain  the  right  to  use  the 
stirring  words  of  Nelson  when  asked  by  Lord  Barham  to  select 
his  own  officers:  "Choose  yourself,  my  lord;  the  same  spirit 
actuates  the  whole  profession ;  you  cannot  choose  wrong.** 


[COPTMOBTSD.] 

U.   S.  NAVAL  INSTITUTE,   ANNAPOLIS,   MD. 


THE  DEVELOPMENT  OF  SMOKELESS  POWDER. 
By  Lieutenant  John  B.  Bernadou,  U.  S.  N. 

[Continued  front  No.  83.] 


It  was  stated  in  the  preceding  paper  that  the  ballistic  effect 
produced  by  a  progressive  explosive  depended  directly  upon  the 
volume  of  gas  it  evolved  upon  combustion,  but  was  not  directly 
dependent  upon  the  attainment  of  complete  combustion.  Assum- 
ing total  conversion  from  solids  into  gases  and  non-liability  to 
detonation,  pyro-cellulose  was  shown  to  be  the  form  of  nitro- 
cellulose best  ad«^ted  for  conversion  into  smokeless  powder.  As 
this  material  contains  only  enough  oxygen  to  convert  its  carbon 
into  carbonic  oxide,  CO — less  than  g^n-cotton,  which  converts 
its  carbon  partly  into  carbonic  acid  gas,  CO,,  and  partly  into  car- 
bonic oxide,  CO — ^the  attainment  of  maximum  efficiency  from 
nitro-cellulose  was  thus  shown  to  be  accomplished  through  a 
reduction  from  a  maximtun  to  a  mean  in  the  amount  of  oxygen 
capable  of  being  incorporated  into  nitro-cellulose. 

On  the  other  hand,  it  was  stated  that  the  incorporation  of  cer- 
tain amounts  of  oxygen  carriers  (nitro-substitution  compounds 
other  than  nitro-celluloses,  such  as  nitro-glycerine  and  nitrates  of 
metallic  bases)  into  colloid  nitro-cellulose  led  to  the  attainment 
of  an  increase  in  initial  velocity  of  projectile  for  a  given  developed 
bore  pressure.  As  nitro-glycerine  furnishes  a  surplus  of  free 
oxygen  to  aid  in  completing  the  combustion  of  the  gases  from 
the  nitro-cellulose,  while  the  nitrates  surrender  oxygen  on  appli- 
cation of  heat,  it  would  appear  in  this  case  that  the  attainment  of 
a  more  complete  combustion  led  to  improvement  in  ballistic 
effect. 
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We  are  thus  brought  face  to  face  with  a  seeming  contradict 
tion — ^how,  on  the  one  hand,  we  must  remove  oxygen;  how,  on 
the  other,  we  must  add  oxygen  to  a  progressive  explosive,  in 
order  to  obtain  maximum  ballistic  effect  therefrom.  In  order  to 
reconcile  these  apparently  contradictory  statements  we  must  con- 
sider the  manner  of  decomposition  of  the  explosive  in  both  cases. 

One  chief  characteristic  of  pyro-cellulose  is  its  homogeneity. 
It  represents  no  mixture  of  explosives  and  combustibles,  such  as 
are  presented  by  other  forms  of  powders,  and  it  is  converted 
directly  by  combustion  into  a  set  of  gaseous  decomposition  pro- 
ducts that  may  not  be  varied  in  amount  and  kind.  Under  these 
conditions  the  ballistic  effect  of  the  expanding  gases  from  pyro- 
cellulose  may  be  referred  to  amount  of  charge,  area  of  ignition 
surface,  weight  of  projectile,  caliber  of  gun,  and  volume  of  powder 
chamber.  Other  conditions  affecting  developed  pressure  and 
velocity  are  bore  friction  and  resistance  of  the  projectile  to  rota- 
tion through  inertia. 

The  gun  may  be  regarded  as  a  gas  engine  in  which  the  walls 
of  the  chamber  and  bore  form  the  cylinder;  the  projectile,  the 
piston.  The  expanding  powder  gases  perform  work  by  imparting 
velocity  to  the  projectile,  whose  inertia  they  overcome  just  as 
gas  by  its  expansion  in  the  cylinder  overcomes  the  inertia  of  the 
piston  and  the  parts  linked  thereto.  In  the  engine  the  gas  is 
admitted  alternately,  first  at  one  end  of  the  cylinder  and  then  at 
the  other;  in  the  gun  it  is  admitted  in  rear  of  the  projectile  but 
once,  so  that  the  gun  is  an  engine  of  a  single  stroke.  In  the 
engine  the  steam  is  admitted  into  the  cylinder  through  a  valve, 
and,  after  the  lapse  of  a  period  of  time  less  than  that  required  for 
a  full  stroke,  admission  is  cut  off  and  work  for  the  rest  of  the 
stroke  is  performed  expansively;  in  the  gun  the  charge  of  powder 
constitutes  both  the  gas  itself  and  the  valve  that  admits  the  gas. 
For  each  grain  of  powder  may  be  considered  as  a  notch  of  open- 
ing of  a  valve;  the  more  grains  there  are  the  greater  the  ignition 
surface,  the  greater  the  rate  of  emission  of  gas,  or  the  greater 
the  number  of  notches  the  valve  is  open. 

The  action  of  nitro-cellulose  powder  gases  in  imparting  motion 
to  the  projectile  is  that  of  the  gas  in  the  engine  cylinder.  The 
decomposition  products  are  evolved  at  a  high  pressure  and  act 
to  propel  the  projectile,  just  as  the  gas  or  vapor  drives  the  piston 
in  2|T    'ncrinc        "^hiic  fq    -VyQ  f-»-<^  ■»op'*f   "ire  it-  T"*  »i1p1  •  i-Vi<*T    differ 
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in  that  the  space  occupied  by  the  gas  in  the  gun  is  constantly 
increasing,  both  through  the  effect  of  the  motion  of  the  projectile 
along  the  bore  and  from  the  increase  of  chamber  space  due  to 
the  melting  away  of  the  powder  charge,  while  space  in  the  engine 
cylinder  is  increased  through  the  motion  of  the  piston  and 
through  connection  with  the  valve  before  cut-off.  As  shown  in 
Table  I,  the  ballistic  value  of  g^n-cotton  coUoided  in  acetone  (for 
a  given  gun)  was  ii,\\',  that  of  coUoided  soluble  nitro-cellulose, 
containing  not  enough  oxygen  to  convert  its  carbon  wholly  into 
carbonic  oxide,  CO,  was  H^-  Under  similar  conditions  of  firing, 
pyro-cellulose  developed  a  value  of  V/P=:^^.  It  may  be 
urged  that  the  ballistic  superiority  of  the  latter  colloid  as  com- 
pared to  the  two  former  is  not  wholly  attributable  to  character 
and  amotmt  of  evolved  gases,  as  the  acetone  colloid  is  brittle,  and 
that  prepared  from  soluble  nitro-cellulose  is  somewhat  brittle 
and  is  deficient  in  oxygen,  while  pyro-celluloid  is  of  a  tough, 
leathery  consistency,  capable  of  withstanding  high  pressures  with- 
out premature  disintegration.  Nevertheless,  as  these  colloids 
prove  inferior  to  the  pyro-coUoids  for  lower  pressures  of  about 
lo  tons  per  square  inch,  at  which  the  effects  of  brittleness  are 
not  perceptible,  and  for  which  they  all  afford  pressures  regularly 
proportional  to  developed  velocities,  it  remains  that  magnitude 
of  volume  of  evolved  gases  is  a  factor  of  prime  importance  in  the 
attainment  of  ballistic  efficiency. 

Composite  Powders. 

The  results  of  incorporating  an  oxidizing  agent  or  oxygen  car- 
rier into  colloids  merit  special  study.  Suppose  that  a  given 
nitro-cellulose  be  coUoided  and  formed  into  strips  of  a  number  of 
definite  thicknesses.  If  these  strips  be  collected  separately  and 
dried,  we  may  prepare  from  them  series  of  rounds,  each  series 
composed  of  different  weights  of  strips  of  some  one  thickness. 
If  the  length  and  breadth  of  the  strips  be  great  in  relation  to  their 
thickness,  we  need  consider  only  the  latter  element  of  dimension 
in  relation  to  their  mode  of  combustion.* 

*  We  have  (Glennon,  Interior  Ballistics,  chap.  VI,  pp.  59-60) 

where  y  is  the  fractional  part  of  the  least  dimension  of  the  grain  burned  up 
to  any  moment ;  ^  (7) ,  the  fractional  part  of  the  whole  grain  burned  up  to 


28  THE  DEVELOPMENT   OF   SMOKELESS   POWDER. 

Upon  firing  series  of  rounds  of  the  several  powders  from  a 
given  gun  we  obtain  the  following  results  as  to  their  manner 
of  explosive  action: 

1.  Strips  of  over  a  certain  mean  thickness  will  be  only  partly 
consumed  in  the  bore;  the  unconsumed  remnants  will  be  pro- 
jected burning  from  the  gun,  to  be  quenched  in  the  cool  outer 
air,  where  they  fall  unconsumed  to  the  ground  and  may  be 
picked  up  at  various  distances  from  the  piece  in  front  of  the 
muzzle,  possessing  the  original  form  (in  reduced  dimensions)  of 
the  grains  of  which  the  charge  was  originally  composed  Such 
powders  develop  low  bore  pressures  and  aflord  low  muzzle  veloci- 
ties. In  point  of  work  performed  they  are  equivalent  to  smaller 
charges  of  quicker  powders.  It  may  be  remarked  that  no  work 
is  done  in  raising  the  temperature  of  the  unconsumed  portions  of 
the  grains,  for  if  the  temperature  of  the  latter  be  raised  but  a  few 
degrees,  the  ignition  point  of  the  explosive  is  reached  and  its 
substance  would  wholly  disappear. 

2.  Strips  of  under  a  certain  mean  thickness  are  totally  con- 
sumed in  the  g^n.  They  develop  high  pressings  for  low  veloci- 
ties. The  thinner  the  strips  the  less  the  weight  of  charge  re- 
quired to  develop  the  limiting  permissible  pressure,  on  account 
of  the  greater  initial  surface  presented  by  the  thinner  strips, 
which  occasions  a  high  initial  gas  development. 

3.  A  certain  mean  thickness  of  strip  will  be  found,  for  which, 
at  a  set  limit  of  pressure,  a  minimum  weight  of  powder  will 
develop  the  greatest  velocity  that  can  be  developed  at  that  pres- 
sure. If  strips  of  other  thicknesses  develop  practically  identical 
velocities  and  pressures  for  the  same  pressure  limits,  it  will  be  by 

the  same  moment ;  and  a,  7  and  fi^  constants  depending  upon  the  form  of 
the  grain. 

If  the  grain  be  a  rectangular  parallelopiped  with  a  square  base,  and  the 
altitude  as  the  least  dimension,  we  have 

.   ,  ^  ^      2jr-|-jr*  X* 


I-I-2X    •  ^""l-f  2X' 

where  x  is  the  ratio  of  the  altitude  to  the  side  of  the  base.** 

Applying  the  above  to  the  present  case  we  find  that  if  the  altitude  be  con- 
siderably diminished  {x  approaches  zero)  we  have  the  case  of  the  thin 
plate  ;  and  that  the  constants  approach  the  values 

a  =1 1 ,  X  =  o,  fi'zzo^ 

or  ^(7)  =  y. 

But  y  depends  alone  on  the  thickness  of  the  plate,  therefore  the  speed  of 
combustion  of  a  plate  is  a  linear  function  of  its  least  dimension. 
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burning  greater  weights  of  powder.  Such  a  powder  may  be 
designated  a  maximum  powder,  for  the  material  from  which  it 
is  prepared  and  for  the  g^n  from  which  it  is  fired. 

Suppose,  then,  that  colloided  gun-cotton  of  nitration  N  =  13.3 
develops  in  a  given  gun  a  maximum  value  V/Pzn  ^|^-,  what  will 
be  the  effect  of  incorporating  into  such  powder  a  certain  amount 
of  nitro-glycerine,  or  of  metallic  nitrates  such  as  barium  and  potas- 
siimi  nitrates?  Assume  that  diu-ing  the  process  of  coUoiding  the 
requisite  amount  of  nitrates  be  uniformly  incorporated  throughout 
the  substance  of  the  pasty  mass,  which  is  subsequently  formed 
into  strips,  as  before.  For  this  material  we  shall  find  that  the 
maximum  powder  develops  a  value  of  ^7/*=^4i^»  ss  against 
-*f^  for  the  pure  colloid,  a  gain  in  velocity  of  300  ft.  sec.  for  a 

given  pressure;  in  energy,  (^^  j,  of  about  30  per  cent. 

If,  in  lieu  of  nitrates,  we  incorporate  nitro-glycerine  into  the 
colloid,  we  will  obtain  a  pasty  mass  that  can  be  worked  conveni- 
ently into  the  form  of  rods  or  cords,  whence  the  name  Cordite, 
applied  to  one  of  its  best  known  types.  Cordite,  as  used  in 
England,  consists  of 

Nitro-glycerine   58  parts. 

Gim-cotton    37  parts. 

Vaseline    5  parts. 

Such  a  powder,  fired  under  the  above  conditions,  develops  a 
value  of   I7^=^tFapprox. 

There  is  one  characteristic  of  powders  containing  nitrates  such 
as  the  K  and  the  French  BN,  to  which  attention  is  to  be  directed. 
The  nitrates  contained  in  these  powders  exist  in  them  in  a  state  of 
suspension;  in  an  undissolved  state.  For  the  BN  the  microscope 
reveals  minute  crystalline  particles  uniformly  disseminated 
throughout  its  mass;  the  barium  nitrate  employed  in  the  K  pow- 
der is  insoluble  in  the  coUoiding  agent,  acetone,  and  is  also  insolu- 
ble in  the  colloid,  in  which  it  is  held  in  a  state  of  suspension  and 
of  uniform  distribution. 

In  the  case  of  the  nitro-glycerine  powders  it  is  known  that  the 
nitro-cellulose  is  not  in  true  solution  in  the  nitro-glycerine.  In 
this  connection  the  following  quotation  from  an  authority  upon 
nitro-glycerine  powders,  Mr.  Hudson  Maxim,  may  be  cited: 

"  In  the  very  early  smokeless  powders,  especially  those  made 
of  compounds  of  soluble  pyroxylin  (gun-cotton)  and  nitro-gly- 
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cerine,  it  was  supposed  that  the  nitro-glycerine  actually  held  and 
retained  the  pyroxylin  in  solution,  but  it  has  since  been  learned 
that  the  nitro-glycerine  is  held  by  smokeless  powders,  whether 
made  from  high  or  from  low  grade  g^n-cottons,  in  much  the 
same  manner  as  water  is  held  by  a  sponge;  in  fact,  the  pyroxylin 
exists  in  smokeless  powders  in  the  shape  of  a  very  minute  spongy 
substance,  and  the  nitro-glycerine  is  held  in  a  free  state  within 
the  pores  of  this  sponge." 

"  It  is  possible  even  with  powders  containing  as  little  as  25  per 
cent,  of  nitro-glycerine,  to  squeeze  out  the  nitro-glycerine  in  a 
pure  state  by  subjecting  a  piece  of  this  powder  to  great  pressure 
between  smooth  steel  plates." 

The  amount  of  nitro-carrier  (nitrate  or  nitro-substitution  com- 
pound other  than  nitro-cellulose)  considered  necessary  to  the 
production  of  good  ballistic  results,  as  exemplified  in  certain 
known  powders,  may  be  tabulated  as  follows: 


Variety  of  powder. 

Cordite. 
Maxim. 
BN. 
K. 


Table  III. 

Nitro-carrier  used. 

Nitro-glycerine. 

Nitro-glycerine. 

Barium  and  potassium  nitrate. 

Barium  nitrate. 


Per  cent,  of  nitre-carrier  ia 
giTea  weight  of  powder. 

10  to  25 

21  to  25 
14.25 


The  composition  and  ballistic  properties  of  the  three  classes  of 
explosives — pure  colloids,  colloids  containing  metallic  nitrates, 
and  colloids  containing  nitro-glycerine — may  be  compared  as 
follows : 

Table  IV. 


variety. 


Pure  colloid. 


Gun-cotton,  S5.00 

Soluble  nitro- 
cellulose,    laoo 

Sodium  carb.  t.oo 

Solvent, 
rtitlns,  &c.     4.00 

100.00 


y  84.25 


Gun  cot- 
ton and 
soluble 
nitro-cel- 
lulose, 
balanced 

Barium 
nitrate,       14.25 

Calc.  carb.    1.^ 


100.00 


InsoL  nitro- 
cellulose, 58.67 


Nitro-gly- 
cerine,     58 


Soluble  nitro- 
cellulose, 35.23 

Barium 
nitrmte,   18.74 

Potmssiam 
nitrate,     4.54 

CmL  cmrb.  5.65 

Volatile,    1.29 


100.12 


Gun-cot- 
ton. 57 

Vaseline,     5 

TOO 
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Table  IV. — Continued, 


Type. 

Pure  colloid. 

Metallic  nitrate. 

Meuliic  nitrate. 

Nitro-glycerine. 

Manner  of  in- 
corporation 
of  oxygen 
carrier. 

V 

2100 

Solid  undis- 
solved parti- 
cles, uniformly 
distributed 
throughout  col- 
loid matrix. 

2400 
'5 

Solid  undis- 
solved par- 
ticles, uni- 
formly dis- 
tributed 
througl^out 
colloid  ma- 
trix. 

2400 

'5 

Undissolved 
particles 
held  in  sus- 
pension as 
water  in 
sponge. 

2400 

P 

15-19 

>5 

Remembering  what  has  been  said  in  relation  to  the  ballistic 
performance  of  the  varieties  of  powders  cited,  we  are  led  to  the 
following  conclusion: 

That  minute  particles  of  an  oxygen  carrier  uniformly  incorporated 
into  a  nitro^olloid  and  held  in  suspension  in  an  undissolved  state 
throughout  the  body  of  the  same,  render  more  progressive  the  com- 
bustion  of  the  nitro-colloid  into  which  they  are  incorporated. 

For  convenience  of  reference  I  shall  refer  hereafter  to  the 
oxygen  carrier  held  in  suspension  in  the  colloid  as  the  accelerator. 

Viewed  in  the  light  of  the  principle  here  enunciated,  the  sev- 
eral powders  that  we  have  been  considering  are  all  similar  vari- 
ants of  the  pure  colloid.  The  remark  of  the  compounder,  "  that 
a  little  nitro-glycerine  certainly  does  help  the  powder  along,"  is 
now  the  more  readily  comprehensible. 

The  methods  commonly  employed  for  co-ordinating  natiual 
species  may  be  applied,  by  way  of  illustration,  to  the  classification 
of  the  various  types  of  progressive  explosives,  to  establish  their 
relations  to  one  another,  and  to  indicate  the  lines  along  which 
advances  have  been  effected. 
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Gun-cotton 
colloided 
with  nitro- 
benzols. 

MN 

Rifleite. 

cellulose 
colloided 
in  acetone, 
with  or 
without  di- 
nitro-benzol. 

Gun-cotton 
colloided 
with  mono- 
nitro-ben- 
zol. 

■ 

• 

"o 
u 

Ether-alco- 
hol colloid ; 
barium  ni- 
trate and 
potassium 
nitrate  ac- 
celerator. 

• 

41 
U 

a 

• 

n 

Various  pro- 
portions of 
nitro-cellu- 
loses  and 
nitrates. 

• 

• 

M 
> 

s 

X 
M 

M  • 

> 

(/> 
M 
M 

fl< 
O 
0 

m 

C 

n 

o 

-< 

Acetone 
colloid  of 
blended  ni- 
tro-cellu- 
loses ;  bari- 
um nitrate 
accelerator. 

• 

Various  pro- 
portions of 
nitrocellu- 
loses  and 
nitrates. 

S 

Acetone 
colloid ; 
nitro-gly- 
cerine  ac- 
celerator. 

Cordite, 

Ballistite, 

Maxim. 

Various 
propor- 
tions of  ni- 
tro-glyce- 
rine  in  ni- 
tro-cellu- 
loses. 

6 

Pun  colloids. 

Ether  alcohol, 
with  or  without 
insoluble  nitro- 
celluloses     in- 
corporated. 

M 

From 
nitro- 
hydro- 
cellu- 
loses. 

\^ 

From 
nitro- 
cellu- 
lose. 

Acetic 
ether  col- 
loid. 
Wette- 
ren. 

Gun.cot- 
ton,  with 
or  with- 
out sol- 
uble ni- 
tro-cel- 
lulose. 

\A 

Pyro-cel- 
lulose. 
United 
States, 
Russia, 
France. 

Poudre 

B: 
France.* 

• 

Acetone 
colloids 
(experi- 
mental ; 
for  small 
arms). 

Colloids 
of  insol- 
uble and 
soluble 
nitro-cel- 
luloses. 

• 

• 

e 
■8j 

Brown 
powder. 

Various 
mixtures 
of  char- 
coal, 
(partly 
charred 
and  con- 

tainmg 
oxygen), 
saltpetre 
and  sul- 
phur. 

• 

n 

1 

8 

< 

r 

Blk.  gun- 
powder. 

Various 
mixtures 
of  char- 
coal, 
saltpetre 
and  sul- 
phur. 

• 

< 

• 

1 

• 

en 

B 
B 
V 

O 

• 
V 

CO 

Sub-spe- 
cies. 

Classifi- 
cation 
letter. 

> 

a 
m 


a 

s 
8 


s 
i 

hi 

a 

i 

o 

t 

•S 

ft. 

1 

j 

*• 

M 
O 

« 

a 
o 

e 
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We  shall  next  consider  how  the  accelerator  acts  to  develop 
increased  velocity  without  developing  increased  pressure. 

1.  It  has  already  been  shown  how  it  is  possible  with  powders 
containing  as  little  as  25  per  cent,  of  nitro-glycerine  to  squeeze 
out  the  nitro-glycerine  in  a  pure  state  by  subjecting  the  powder 
to  great  pressure  between  smooth  steel  plates. 

If  it  be  possible  to  extract  nitro-glycerine  by  application  of 
pressure  from  powder  in  which  it  is  incorporated,  then  there  will 
be  a  tendency  to  flow  in  the  direction  of  least  pressure  from  the 
instant  of  ignition  of  a  charge  to  that  of  its  complete  combustion. 
This  would  mean,  first,  flow  from  within  outwards  in  the  gun 
chamber,  where  a  relatively  large  proportion  of  the  nitro- 
glycerine would  be  consumed;  second,  flow  in  the  direction  of  the 
windage,  where  the  amount  of  nitro-glycerine  consumed  would 
also  be  relatively  great.  Such  action  accounts  for  the  rapid  ero- 
sion of  the  surfaces  of  gun  chamber  and  rifled  bore  when  powders 
containing  nitro-glycerine  are  employed. 

2.  The  eminent  Russian  chemist,  Professor  D.  Mendeleef, 
developer  of  smokeless  powder  in  Russia,  in  a  paper  upon  pyro- 
cellulose  powder,  says: 

"  The  chemical  homogeneity  of  pyro-coUodion  plays  an  impor- 
tant part  in  its  combustion,  for  there  are  many  reasons  for  believ- 
ing that  upon  the  combustion  of  those  physically  but  not  chem- 
ically homogeneous  materials,  such  as  nitro-glycerine  powder 
(ballastite,  cordite,  etc.),  the  nitro-glycerine  is  decomposed  first, 
and  the  nitro-cellulose  subsequently  in  a  different  layer  of  the 
powder.  The  experiments  of  Messrs.  T.  M.  and  P.  M.  Tcheltsov 
at  the  Scientific  and  Technical  Laboratory  show  that  for  a  given 
density  of  loading  the  composition  of  the  gases  evolved  by  nitro- 
glycerine powders  varies  according  to  the  surface  area  of  the 
grains  (thickness  of  strip),  a  phenomenon  not  to  be  observed  in 
the  combustion  of  the  pyro-cellulose  powders.  There  is  only 
one  explanation  for  this,  viz.,  that  the  nitro-glycerine,  which  pos- 
sesses the  higher  rate  of  combustion  (Berthelot),  is  decomposed 
sooner  than  the  nitro-cellulose  dissolved  in  it  This  is  the  rea- 
son why  nitro-glycerine  powders  destroy  the  inner  surfaces  of 
gun  chambers  with  such  rapidity." 

We  conclude  from  the  above  that  the  nitro-glycerine  incor- 
porated into  a  colloid  bums  more  rapidly  than  the  nitro-cellulose 
forming  the  colloid.  More  nitro-glycerine  is  consumed  with 
3 
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one  part  of  the  charge  than  with  another.  During  the  first 
period  the  products  of  combustion  evolved  in  chamber  and  bore 
are  largely  those  of  nitro-glycerine;  during  the  second,  those  of 
nitro-cellulose. 

Moreover,  as  both  materials  exist  in  an  uncombined  state, 
although  in  one  of  intimate  admixture;  as  both  decompose 
wholly  into  gases,  while  each  contains  sufficient  energy  to  con- 
tinue its  own  decomposition,  once  that  decomposition  is  begun, 
there  is  no  reason  why  the  rates  of  the  two  decompositions  should 
be  equal;  it  would  rather  appear  that  each  substance  should  de- 
compose at  the  rate  peculiar  to  itself,  as  far  as  it  was  able,  under 
existing  conditions  of  heat  and  pressure,  to  effect  a  separation 
of  its  substance  from  the  mixed  mass  of  the  powder. 

Conditions  point,  therefore,  to  there  being  two  intervals  in  the 
decomposition  of  the  charge,  during  one  of  which  a  maximum 
amount  of  nitro-glycerine,  and,  during  another,  a  maximum 
amount  of  nitro-cellulose  is  burning. 

In  what  follows  it  is  not  intended  to  attempt  more  than  to 
indicate  mode  of  progressive  combustion  as  implying  the  super- 
imposition  of  maxima  and  minima  of  effort.  This  may  be  repre- 
sented graphically  in  the  present  case  as  follows: 


Nitro-glycerine. 


Nitro-cellolote. 


The  result  of  the  combination  of  the  conditions  here  indicated 
would  be  the  imparting  of  a  double  impulse  to  the  projectiles 
due  to  the  successive  occurrence  of  two  maxima  of  acceleration. 
Considered  as  to  their  limit  of  possible  range,  the  successive  im- 
pulses may  occur  incrementally,  so  that  the  accelerator  may  be 
expressed  in  the  form 
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where  p*  represents  the  pressure  due  at  any  instant  to  the  com- 
bustion of  the  nitro-glycerine;  f ,  that  due  to  the  nitro-cellulose. 
The  projectile  may  be  regarded  as  receiving  a  third  impulse, 
resulting  from  the  chemical  combination  of  the  gases  evolved  by 
the  nitro-glycerine  and  the  nitro-cellulose.  According  to  the 
researches  of  Messrs.  Macnab  and  Ristori  (Proc.  Royal  Soc, 
vol.  LVI,  p.  8),  the  decomposition  products  of  nitro-glycerine  are 

COt        CO        CH4        O        H        N        H.O 

57.6         —  —         2.7       —      18.8      2a7 

And  from  the  same  source  we  objtain  the  decomposition  products 
of  nitro-cellulose  (N  =  13.3)  as 

COi       CO        CH4        O        H        N        HiO 

29.27     38.52      0.24        —      0.86    13.6       16.3 

What  may  be  called  the  third  impulse  would  represent  the  com- 
bination at  a  high  temperature  of  multiples  of  decomposition  pro- 
ducts developed  in  the  ratios 

^rCOt        CO        CH4        O        H        N        HfO-1 
L  57-6         —  —         2.7       —      18.8       20.7  J 

b\  29.27    38.52      0.24        —      0.86    13.6       16.3 
These  phases  may  be  indicated  graphically  as  follows: 

Combination  of  products  of 
combustion  of  nitro-glycerine 
Nitro-fljcerine.  Nitro-cellulose.  and  nitro-cellulose. 


Accelerated  colloids  of  K  and  BN  types  containing  metallic 
nitrates  are  next  to  be  considered.  We  may  assume  that  the 
nitro-colloid  into  which  minute  particles  of  a  nitro-carrier  of  this 
type  are  cemented  itself  bums  in  approximation  to  the  law  of 
decomposition  of  the  colloid.  This  state  of  affairs  is  similar  to, 
though  not  identical  with,  the  preceding;  in  the  former,  both  nitro- 
glycerine and  nitro-cellulose  are  able  to  effect  their  own  decom- 
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position,  evolving  gases  that  recombine;  in  the  latter,  the  nitro- 
cellulose alone  possesses  this  property,  the  metallic  nitrates  sur- 
rendering their  oxygen  through  the  eflFect  of  heat  developed 
during  decomposition  of  the  colloid.  The  successive  reactions 
may  be  represented  as  follows: 

Union  of  gaseous  decompositioii 
Nitrocellulose.  productt. 


Decomposition  of  barium 
nitrate. 


Instead  of  three  maxima  of  eflFort  there  are  two  maxima  and 
one  minimum,  the  maxima  representing  the  combustion  of  the 
nitro-cellulose  and  the  subsequent  combination  of  the  gases 
therefrom  with  the  oxygen  of  the  barium  nitrate;  the  minimum, 
the  absorption  of  heat  expended  in  decomposition  of  the  barium 
nitrate. 

A  comparison  of  the  diagrams  shows  that  the  processes  of 
combustion  in  the  case  of  colloids  containing  nitro-glycerine 
and  of  those  containing  metallic  nitrates  are  similar.  Both  rep- 
resent aggregates  of  work  resulting  from  successions  of  inde- 
pendent decompositions.  For  such  powders  an  element  of  time 
enters  into  our  conception  of  chemical  action;  what  the  ultimate 
products  of  combustion  are  depends  upon  the  order  of  occur- 
rence of  successive  evolutions  of  various  volumes  of  diflFerent 
gases  at  high  temperatures.* 

The  base  of  the  projectile  is  subjected  to  a  series  of  impulses 
due  to  the  development  of  successive  waves  of  pressure;  the 
result  is  an  increased  initial  velocity  for  a  given  developed  pres- 
sure, the  acceleration  being  sustained  throughout  a  compara- 
tively longer  period  of  time. 

Those  familiar  with  experimental  development  of  ordnance 
during  recent  years  remember  a  type  of  multi-charge  gun  whose 
construction  seemed  based  upon  a  favorable  combination  of  cor- 
rect principles,  but  which  was  rejected  on  trial,  as  its  practical 

•  Sec  extracts  from  paper  by  Prof.  Mendel^f,  p.  33. 
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disadvantages  were  found  to  outweigh  by  far  its  advantages.  I 
refer  to  the  Lyman-Haskell  multi-charge  gun,  a  weapon  supplied 
with  a  ntunber  of  pockets  distributed  along  the  axis  of  the  bore. 
In  each  pocket  a  charge  of  powder  was  placed;  it  was  supposed 
that  the  projectile,  by  uncovering  successive  pockets  in  its  flight, 
would  cause  their  contents  to  ignite  and  thus  furnish  successive 
accelerating  impulses  to  increase  its  velocity. 

From  what  has  been  already  said  in  relation  to  the  principle  of 
successive  combustion,  it  will  be  seen  that  the  employment  of 
charges  of  accelerated  powder,  like  those  above  described,  in  a 
gun  of  present  day  type,  represents  the  limiting  extension  of  the 
multi-charge  principle.  In  relation  to  their  successive  combus- 
tions, the  nitro-glycerine  and  the  nitro-cellulose  may  be  consid- 
ered as  sub-charges,  contained  in  independent  chambers  or 
pockets,  or  distributed  throughout  a  very  large  number  of  small 
pockets. 

The  principle  already  stated,  as  established  by  the  study  of  the 
ballistic  action  of  accelerated  or  composite  powders,  may  be  now 
amplified  as  follows: 

Minute  particles  of  an  oxygen  carrier,  uniformly  incorporated  into 
a  nitro-colloid  and  held  in  suspension  throughout  the  mass  of  the 
colloid  in  an  undissolved  state,  act  through  their  independent  com- 
bustion in  such  a  manner  as  to  render  more  progressive  the  combustion 
of  the  colloid  into  which  they  are  incorporated. 
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Honorable  Mention,  1898. 

Motto  :    What  boots  it  at  one  gate  to  make  defense, 
And  at  another  to  let  in  the  foe  ? — Milton. 


OUR  NAVAL  POWER. 
By  Lieutenant-Commander  Richard  Wainwright,  U.  S.  Navy. 


The  Uses  of  a  Navy  in  Time  of  War. 

The  naval  force  of  a  country  engaged  in  war  will  act  either 
on  the  offensive  or  defensive,  but  in  both  cases  its  objective 
will  be  the  fleet  of  the  enemy.  A  portion  of  the  force  may  be 
acting  offensively  against  the  enemy  while  another  portion  re- 
mains to  defend  the  coast.  The  stronger  force  will  generally 
seek  the  enemy's  fleet  near  his  coast,  while  the  weaker  force 
will  remain  near  home  ports,  so  as  to  utilize  the  advantages  of 
short  lines  of  communications,  repair  shops,  supply  depots  and 
coast  fortifications. 

The  stronger  force  will  endeavor  to  obtain  "  command  of  the 
sea,"  and  after  that,  utilize  this  command  by  invading  the  enemy's 
country,  blockading  his  ports  and  destroying  his  mercantile 
marine,  endeavoring  to  bring  the  war  to  a  successful  ending 
by  seizing  his  territory  and  destroying  his  commerce;  while 
the  weaker  fleet  will  dispute  the  "  command  of  the  sea,"  and 
will  endeavor,  by  taking  advantage  of  the  mistakes  or  misfor- 
ttmes  of  the  enemy,  to  defeat  him  and,  if  possible,  to  turn  the 
tables  upon  him  and  seize  the  "command  of  the  sea"  with  all 
its  attendant  advantages. 
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Every  country  must  look  to  its  "  sea  power,"  not  only  to  de- 
fend its  coasts,  but  also  to  protect  all  its  interest  beyond  its 
coast;  and  every  civilized,  and  many  uncivilized,  countries  have 
extended  and  varied  interests  all  over  the  world.  No  country 
can  be  a  great  maritime  nation  without  adequate  sea  power. 
It  may  have  a  large  commerce  without  a  large  merchant  marine; 
but  such  foreign  commerce  carried  on  in  foreign  bottoms  will 
never  expand  to  its  proper  dimensions  unless  aided  by  its  own 
merchant  marine  and  protected  by  its  own  navy. 

The  Sea  Power  required  by  the  United  States  because  of 
ITS  Geographical  and  Political  Situation. 

Those  who  advocate  placing  the  country  in  a  state  of  "  pre- 
paredness for  war  "  are  often  called  "  jingoes  "  by  those  who 
advocate  peace  at  any  price;  and  when  told  that  the  surest  way 
to  prevent  war  is  to  be  prepared  against  all  comers,  they  then 
erect  their  crests  in  a  warlike  and,  what  they  believe  to  be,  a 
patriotic  manner,  and  loudly  assert  that  no  one  will  dare  attack 
this  country  with  its  immense  resources.  They  then  point  to 
the  wonders  that  have  been  accomplished  in  former  wars.  With- 
out endeavoring  to  point  out  where  we  failed,  and  what  im- 
mense sacrifices  we  were  forced  to  make  when  we  succeeded, 
for  want  of  being  prepared  for  war,  it  should  only  be  necessary 
to  show  how  in  modem  times,  as  never  before,  time  is  a  great 
element,  and  that  all  our  immense  resources,  money,  wealth  and 
ingenuity,  would  be  unable  to  create  a  respectable  sea  power 
within  the  ordinary  limits  of  a  modem  war.  Dilke  and  Wilkin- 
son, in  their  "Imperial  Defense,"  say:  "The  suflFering  entailed 
on  men  by  every  international  conflict,  the  suspicion  that  wars 
have  too  often  been  entered  upon  without  justification  or  with- 
out a  clear  understanding  of  the  purposes  to  be  served  by  them, 
and  the  growth  of  a  human  sympathy  which  rightly  shrinks  from 
every  form  of  violence,  have  given  rise  to  a  widespread  feeling 
that  war  is  wicked  in  itself  and  might  perhaps,  by  political  ar- 
rangement, be  rendered  unnecessary.  Many  of  our  country- 
men, accordingly,  abstain  from  all  enquiry  into  the  principles  of 
naval  and  military  administration,  believing  that  the  discussion 
of  these  questions  promotes  the  growth  of  a  militant  disposi- 
tion and  thereby  increase  the  evil  which  they  wish  to  avoid." 
Not  only  is  this  feeling  widespread  in  the  United  States,  but 
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also  one  that  its  immense  resources  are  a  protection  in  them- 
selves. When  did  a  policeman  or  a  police  force  serve  to  create 
lawlessness?  Would  a  court  be  effective  without  its  officers  to 
enforce  its  mandates?  The  idea  of  arbitration  is  undoubtedly 
one  suitable  to  civilized  nations  and  would  serve  to  diminish  the 
risks  of  war  between  mutually  respecting  countries;  but  there 
must  be  mutual  respect  backed  by  a  reasonable  show  of  power 
to  enforce  respect,  the  policeman  must  carry  his  club,  until 
political  and  personal  morals  have  progressed  far  beyond  their 
present  condition.  Great  Britain  meant  well  with  her  arbitra- 
tion treaty,  but  she  did  not  offer  to  cede  Bermuda  to  the  United 
States. 

The  geog^phical  position  of  the  United  States  is  one  that 
plainly  indicates  the  necessity  of  efficient  armed  forces  to  pro- 
tect its  extended  frontiers,  so  long  as  political  morality  requires 
strength  to  protect  wealth.  North  and  south  its  frontiers  are 
partly  land  and  partly  water,  but  on  both  the  east  and  the  west 
they  are  water. 

Invasion  by  land  can  be  resisted  only  by  land  forces.  In- 
vasion by  sea  may  be  resisted  partially  by  land  forces;  but  it  is 
an  imperfect  and  expensive  way,  and  an  invasion  by  sea  should 
be  met  by  sea  forces.  Moreover,  in  all  countries  bordering  on 
the  water,  their  borders  are  extended  into  the  sea  in  proportion 
to  their  commercial  interests,  and  these  sea  rights  and  interests 
can  be  protected  only  by  sea  forces. 

At  the  present  time  our  land  frontiers  are  bordered  by  states 
comparatively  weak  in  military  strength,  and  it  would  be  mad- 
ness for  them  to  attempt  invasion  while  our  small  army  is  main- 
tained at  its  present  strength  and  efficiency.  Of  course,  to  dis- 
band or  to  materially  reduce  our  army  would  be  to  invite  border 
raids,  if  not  to  permit  serious  invasion. 

Our  eastern  frontier  is  open  to  the  attack  of  the  great  navies 
of  the  world;  so  is  our  western,  only  to  a  less  degree,  as  it  is 
more  distant  from  their  permanent  bases.  The  first  question  to 
consider  is,  how  far  into  the  sea  do  our  interests  extend?  At 
the  present  time  we  have  a  large  foreign  and  .coastwise  trade, 
with  a  very  small  amount  of  tonnage  engaged  in  the  foreign 
trade  and  a  very  large  tonnage  engaged  in  the  coastwise  trade. 
Our  interests  at  present  do  not  demand  protection  far  from  our 
shores,  and  our  citizens  only  require  protection  abroad  when  in 
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uncivilized  countries.  If  our  coast  trade  routes  were  well  pro- 
tected and  our  seaports  kept  free  for  ingress  and  egress,  our 
interests  beyond  our  shore  would  be  well  guarded.  Still  our 
interests  have  extended  and  our  vessels  have  navigated  to  all 
parts  of  the  world,  and  will  do  so  again  if  our  country  continues 
to  grow  in  prosperity  and  power.  Then  the  trade  routes  must 
be  protected  and  our  commerce  rendered  secure  along  the  line 
as  well  as  at  both  extremities. 

All  history  shows  that  great  states  do  not  remain  long  at  a 
standstill.  There  is  a  rise  and  a  fall  among  the  great  nations 
in  their  struggle  for  existence,  more  or  less  regular  and  con- 
stantly moving  in  one  direction  or  the  other.  Our  country 
must  expand  in  its  growth,  extend  its  interests  and  continue  to 
rise,  or  it  will  contract,  diminish  its  interests  and  commence  to 
fall  from  its  great  height.  The  struggle  for  existence  in  nations, 
like  that  in  individuals,  is  ceaseless,  vigorous  and  relentless. 
The  law  of  the  survival  of  the  fittest  is  as  true  for  the  political 
Aggregation  as  for  the  individual.  Much  has  been  written  on 
the  decline,  in  fact  almost  complete  annihilation,  of  our  mer- 
chant marine  engaged  in  the  foreign  carrying  trade.  Before  the 
war  our  vessels  engaged  in  the  foreign  carrying  trade  were 
numerous.  The  eflFect  of  the  war  was  to  greatly  diminish  their 
numbers.  Vessels  destroyed  by  privateers,  vessels  whitewashed, 
hoisting  another  flag,  and  vessels  laid  up  because  those  of  other 
nations  had  seized  their  lines  of  trade,  formed  together  by  far 
the  larger  portion  of  our  merchant  marine.  At  this  time  came 
the  change  from  sails  to  steam  as  a  motive  power,  and  from 
wood  to  iron  and  steel  as  a  material  for  hulls.  We  were  pre- 
vented by  the  war  from  keeping  abreast  of  the  improvements, 
and  the  conclusion  of  the  war  found  us  behind  in  the  race. 
Our  navigation  laws  were  such  as  to  discourage  capitalists  from 
going  into  the  foreign  trade  under  our  own  flag.  But  the  most 
potent  factor  of  all  was  the  change  in  the  condition  of  the  in- 
ternal communications  that  took  place  about  the  end  of  the  war. 
Before  the  war,  rivers  and  canals  formed  the  principal  routes 
for  moving  internal  commerce;  but  after  the  war  an  impetus 
was  given  to  railroad  construction.  Then  both  capital  and  labor 
found  ample  scope  in  developing  the  internal  sources  of  wealth 
of  the  country,  and  better  returns  were  promised  than  could  be 
obtained  by  developing  our  foreign  commerce  and  carrying 
trade. 
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Formerly  the  internal  development  was  confined  to  a  compar- 
atively small  strip  of  the  country,  and  following  natural  laws, 
capital  sought  larger  returns  by  developing  foreign  commerce; 
but  with  the  spread  of  the  railroads  capital  found  ample  em- 
ployment in  the  development  of  internal  commerce,  and  room 
was  found  for  large  quantities  of  foreign  wealth,  and  our  foreign 
trade  moved  along  slowly,  our  foreign  carrying  trade  ceased  to 
exist.  But  there  are  signs  showing  that  the  quick  returns  and 
big  profits  reaped  by  capital  in  internal  development  are  no 
longer  easily  obtained.  There  is  still  ample  room  for  small 
profits  due  to  steady  development,  but  the  speculative  mind 
must  turn  once  more  to  the  increase  of  our  foreign  trade.  We 
are  now  passing  through  a  period  of  financial  depression,  and 
many  nostrums  are  offered  as  sure  cures  to  the  public.  Some 
would  have  free  silver,  others  would  withdraw  the  greenbacks, 
and  others  would  have  a  higher  tariff.  In  the  meantime  there 
is  plenty  of  money  ready  to  invest,  but  there  is  lack  of  confidence 
in  the  investments  offered.  Whether  or  no  confidence  returns 
with  the  passage  of  the  tariff  bill,  when  it  does  return,  money 
will  begin  to  find  its  way  into  foreign  commerce,  for  it  is  certain 
that  our  farms  and  factories  produce  more  than  we  can  consume 
or  export  without  new  markets,  and  the  glutted  markets  have 
reacted  on  each  other.  With  new  markets  for  our  manufac- 
tures, the  operators  can  afford  to  consume  more  products  of 
the  farm,  and  with  new  markets  for  the  farm  produce,  the 
farmers  can  afford  to  use  more  manufactured  articles.  So  that 
new  markets  are  the  road  to  wealth,  and  we  must  seek  new 
markets  in  our  own  merchant  vessels. 

We  must  begin  to  seek  our  share  in  the  new  parts  of  China 
that  are  now  about  to  be  thrown  open  to  the  world,  as  is  fore- 
shadowed by  the  opening  of  West  River  in  the  south  and  the 
calling  for  bids  for  many  tons  of  steel  rails  in  the  north.  We 
must  strengthen  our  trade  with  Japan,  we  must  seek  for  a 
market  in  all  portions  of  the  globe;  but  above  all  we  must  de- 
velop our  commerce  with  Mexico,  Central  and  South  America. 
Then  we  must  have  our  own  ships,  for  the  competition  in  the 
commercial  world  is  excessive,  and  the  best  markets  go  with 
the  carrying  trade.  Once  again  our  flag  will  be  flown  in  all 
portions  of  the  world,  the  protection  of  the  navy  must  be  ex- 
tended far  beyond  our  shore,  and  we  must  have  command  of 
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the  Caribbean  Sea.  To  other  nations  it  may  be  as  the  Medi- 
terranean is  to  Europe,  but  to  us  it  must  be  as  the  Irish  Sea  is 
to  Great  Britain. 

The  policy  of  our  country  is  not  an  aggressive  one,  we  only 
require  armed  forces  for  the  protection  of  our  country  and  its 
interests.  At  present  the  protection  of  our  coastwise  com- 
merce and  the  sea-coast  is  all  we  are  called  upon  to  undertake; 
but  with  our  extended  coast-line  this  is  a  large,  if  necessary, 
undertaking.  To  insure  its  safety  against  the  strongest  mari- 
time power.  Great  Britain,  will  be  to  insure  it  against  any  prob- 
able combination  of  other  powers.  The  most  complete  security 
is  obtained  by  being  sufficiently  powerful  to  carry  the  attack  to 
the  coasts  of  the  enemy;  but  with  the  immense  sea  forces  of 
Great  Britain  such  a  measure  of  protection  would  strain  the 
resources  of  our  country,  would  tend*  to  disturb  our  peaceful 
policy,  and  is  certainly  beyond  the  views  of  our  most  enlight- 
ened legislators,  and  therefore  impossible  of  realization.  Even 
with  our  present  weak  army,  embryo  navy  and  defenseless  ports, 
there  are  many  who  assert  we  have  nothing  to  fear  from  foreign 
nations.  Not  only  do  they  prevent  advance  or  increase,  but 
they  deprecate  even  expenditures  necessary  to  maintain  the 
little  that  we  have  in  a  reasonable  state  of  efficiency.  Yet  there 
are  some  few  who  realize  that  we  are  a  great  nation,  whose 
interests  and  affairs  are  so  closely  interwoven  with  those  of 
other  nations  as  to  preclude  us  from  remaining  isolated  in  the 
political  world,  however  anxious  we  may  be  to  avoid  the  respon- 
sibilities attaching  to  our  international  position.  There  are  a 
few  who  realize  that  while  our  resources  are  immense,  we  are 
unprepared  for  war,  unprepared  to  assume  the  responsibilities 
forced  upon  us  by  our  greatness.  Some  few  who  realize  that 
millions  of  men  unarmed  are  no  better  than  a  flock  of  sheep; 
undrilled,  no  better  than  a  mob;  and  that  a  great  and  wealthy 
nation  unprotected  is  but  a  temptation  to  others  well  prepared, 
and  when  that  nation  becomes  aggressive  in  its  attitude  the  temp- 
tation becomes  irresistible. 

Some  few  would  see  our  country  prepared  for  war  as  the  best 
means  to  insure  peace;  and  should  war  come,  to  insure  against 
the  evil  results  consequent  upon  a  want  of  preparation.  Some 
few,  who  would  fortify  our  ports,  streng^en  our  army  sufficiently 
to  man  the  fortifications  without  depleting  the  mobile  force;  and 
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above  all,  would  build  up  our  navy,  without  which  fortifications 
and  armies  would  be  powerless  to  protect  our  coast.  Some  few, 
very  few,  would  even  recognize  the  necessity  of  accepting  coal- 
ing stations  dominating  our  coasts  and  ready  to  faffl  into  our 
hands. 

Many  see  the  advantages  of  the  Nicaragua  Canal,  but  while 
recognizing  the  commercial  gain,  fail  to  see  the  greatly  increased 
political  responsibilities.  The  gains  are  well  worth  the  risk, 
but  unless  the  dangers  are  properly  met  the  gains  will  prove 
illusive. 

Few  there  are  whose  bosoms  failed  to  swell  with  pride  at  the 
re-announcement,  by  the  last  administration,  of  the  great  Am- 
erican policy  sometime  called  the  Monroe  Doctrine — an  old 
policy  somewhat  enlarged  to  fit  new  conditions  and  new  respon- 
sibilities, but  still  the  true  American  doctrine  of  America  for 
Americans — a  doctrine  recognizing  that  the  strong  United 
States  is  responsible  for  the  protection  of  the  weaker  American 
states;  that  its  true  interests  require  it  to  extend  its  sheltering 
arm  over  them  and  to  see  that  their  people  are  free  to  follow 
her  towards  a  higher  civilization  and  a  greater  prosperity. 

Is  it  not  necessary  to  secure  our  possessions  at  home  before 
we  can  hope  to  render  secure  those  of  other  American  states? 
We  should  not  be  over-confident  because  of  the  success  of  our 
last  effort  to  enforce  the  Monroe  Doctrine.  We  were  then  rea- 
soning with  a  free  people,  accustomed  to  deliberate,  loving  fair 
play,  with  interest  bound  up  in  our  own,  and  with  many  en- 
tanglements threatening.  They  preferred  arbitration  to  war; 
but  we  must  remember  that  sometimes  it  may  require  persuasion 
backed  by  force  to  carry  out  the  decisions  of  the  arbitrator. 
Some  there  are  who  would  rely  on  our  great  wealth  and  large 
resources,  but  should  their  policy  rule  they  will  surely  find  that 
the  resources  will  come  into  play  too  late  and  the  wealth  will 
be  sacrificed  to  their  error.  Some  would  narrow  and  confine 
all  commerce  within  the  United  States,  would  keep  our  citizens 
at  home,  sell  and  receive  goods  only  at  our  own  ports,  and 
sympathize  distantly  with  the  ills  of  other  nations.  These  may 
dam  up  our  commerce  for  a  time,  but  it  must  overflow  all  arti- 
ficial barriers  and  spread  in  streams  radiating  in  all  directions. 
Steam  and  electricity  have  bound  the  world  in  too  narrow  a 
compass  for  even  China  to  remain  shut  out  from  the  family  of 
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nations.  Loss  of  money  through  pestilence  in  India  is  felt  in 
the  pockets  of  the  farmer  in  Illinois,  and  part  of  the  war  indem- 
nity paid  by  China  comes  from  the  pockets  of  the  manufacturer 
in  Manclibster.  The  peace  at  any  price,  without  honor  and 
with  shame  party  will  feel  war,  when  it  does  come,  and  it  surely 
will  come,  where  it  is  most  sensitive,  in  its  pocket.  Men  insure 
their  lives  and  their  property,  and  insure  against  every  ill  that 
man  inherits.  Why  not  insure  against  the  evils  of  war?  Let 
us  command  peace,  and  if  war  comes,  command  a  speedy  return 
to  peace.  Let  us  have  a  military  power,  both  sea  and  land,  such 
as  will  command  respect  and  will  insure  the  safety  of  our  citizens 
in  life,  liberty  and  property  in  any  and  every  portion  of  the  globe. 

The  Line  drawn  between  the  Mobile  and  Immobile 

Defenses  of  our  Coasts. 

Before  outlining  the  work  to  be  performed  by  the  sea  forces 
and  showing  of  what  classes  of  vessel  they  should  consist,  it  is 
necessary  to  show  where  the  line  should  be  drawn  between  the 
work  to  be  performed  by  the  land  forces  and  that  by  the  sea 
forces,  as  well  as  the  line  between  the  mobile  and  immobile 
defenses,  both  land  and  sea. 

The  immobile  defenses  of  a  harbor  or  coast  include  the  forti- 
fications with  their  armament  and  the  mines  and  other  obstruc- 
tions. The  mobile  defenses  consist  of  the  army,  that  part  not 
confined  to  any  fortress;  and  the  fleet.  All  nations  are  limited 
in  their  defenses  by  their  cost  or  the  amount  of  money  avail- 
able for  such  purposes,  so  that  in  order  to  have  the  best  defense 
for  the  money  allotted  it  becomes  necessary  to  carefully  con- 
sider the  amount  to  be  devoted  to  any  one  position  or  for  any 
particular  object.  The  greatest  difficulty  in  making  a  wise  dis- 
position of  the  available  funds  is  encountered  when  considering 
the  points  where  the  functions  of  the  mobile  and  immobile  de- 
fenses overlap.  It  is  therefore  necessary  to  consider  carefully 
the  function  of  each  class  of  the  defenses  in  order  to  draw  the 
dividing  line. 

It  must  be  evident  to  all  that  there  can  be  but  few  harbors  or 
positions  on  or  near  a  coast  that  cannot  be  rendered  impreg- 
nable by  immobile  defenses  against  all  possible  attack.  But 
while  some  of  these  can  be  defended  with  comparatively  small 
expenditure,  many  of  them  could  be  rendered  impregnable  only 
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after  the  expenditure  of  very  large  sums  of  money.  Also  that 
such  a  naval  force  could  be  created  that  it  would  prevent  any 
likelihood  of  an  attack.  Not  only  would  such  a  force  be  beyond 
the  calculations  of  any  nation,  but  also  quite  a  large  portion  of 
it  must  be  so  confined  to  particular  localities  as  to  largely  partake 
of  the  nature  of  immobile  defenses.  The  cost  of  mounting 
guns  on  ships,  the  cost  of  the  ship  being  included,  is  very  large 
in  proportion  to  that  of  mounting  guns  in  fortifications,  the 
cost  of  the  fortifications  being  also  included.  But  the  effective 
radius  of  the  gun  is  limited  on  shore  to  its  range  and  arc  of 
fire,  while  that  of  the  gun  afloat  is  only  limited  by  the  power 
to  renew  the  supply  of  fuel  for  the  vessel.  The  amount  of 
protection  that  can  be  given  to  the  guns  on  shore  and  to  the 
men  who  serve  them  is  practically  unlimited,  while  the  protec- 
tion that  can  be  given  on  a  vessel  is  closely  limited  by  numerous 
conditions.  Again,  immobile  defense  can  be  used  only  on  the 
defensive,  whereas  a  naval  force  is  at  its  best  when  employed 
in  offensive  operations. 

The  correct  solution  of  the  problem  of  dividing  the  expendi- 
tures between  the  mobile  and  immobile  defenses  so  as  to  obtain 
the  most  secure  defense  requires  that  the  peculiar  properties  of 
each  kind  of  defense  should  be  developed  to  the  uttermost. 

There  is  quite  a  difference  between  applying  this  rule  to  the 
defense  of  Great  Britain  and  to  applying  it  to  the  United  States. 
The  naval  strength  of  the  former  so  far  exceeds  the  require- 
ments of  mere  coast  defense  that  the  amount  of  immobile  de- 
fenses can  be  considerably  diminished,  whereas  the  United  States 
can  only  hope  for  a  fleet  sufficient  to  protect  when  proper  ad- 
vantage is  taken  of  the  fortifications.  The  policy  of  this  country 
does  not  permit  the  building  of  great  fleets,  and  it  will  be  years 
before  our  naval  force  will  be  of  sufiicient  size  for  an  economical 
defense;  but  as  our  fortifications  are  in  the  same  or  even  more 
backward  state,  the  two  should  grow  together,  and  by  fully 
utilizing  the  peculiar  advantages  of  each  class  of  defense  in  its 
proper  place,  the  most  thorough  and  most  economical  protec- 
tion of  our  harbors  and  of  our  coasts  will  be  attained. 

Immobile  defenses,  intended  to  provide  against  a  sea  attack, 
may  be  to  defend  a  port,  to  strengthen  a  defensive  or  offensive 
line  and  to  protect  naval  bases.  The  port  may  be  of  more  or 
less   importance   strategically,   according   to   its    geographical. 
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political,  naval,  military  and  commercial  value.  Ports  will  vary 
among  each  other  in  all  these  particulars.  In  New  York  they 
all  unite  to  make  it  the  most  important  port  from  all  points  of 
view.  Here  the  immobile  defenses  should  be  sufficient,  with 
the  aid  of  the  mobile  army,  to  resist  any  probable  attack,  even 
when  our  fleet  was  not  able  to  assist.  Admiral  Colomb  gives 
the  following  rule  for  the  strength  of  immobile  defenses:  "The 
only  point  to  secure  is  that  the  enemy  shall  not  be  allowed  to 
believe  he  can  succeed  in  completing  any  open  conquest  before 
the  arrival  of  the  defending  mobile  force."  In  the  term  "de- 
fending mobile  force  "  he  included  both  army  and  navy.  Witfi 
the  navy  of  Great  Britain,  maintained  as  it  is  at  present,  sufficient 
in  strength  to  cope  successfully  with  that  of  any  two  of  the  great 
powers,  there  is  little  or  no  danger  of  her  fleet  being  many 
hours  behind  that  of  her  enemy,  and  her  army  has  comparatively 
small  distances  to  travel.  But  our  fleet  might  be  held  elsewhere 
by  a  superior  force  for  some  little  time. 

Commercial  ports  must  be  defended  in  some  proportion  to 
their  importance,  which  may  be  increased  by  their  being  also 
naval  or  military  bases,  and  in  direct  proportion  to  the  depth  of 
water  that  can  be  carried  within  gunshot  of  them.  When  of 
small  importance  they  only  need  such  defenses  as  will  keep  off 
cruiser  raids,  and  as  their  importance  increases  so  does  their 
danger  from  stronger  attacks  and  consequent  necessity  for 
stronger  defense ;  but  it  is  in  no  case  advisable  to  protect  against 
battle-ships  when  there  is  insufficient  water  to  allow  these  vessels 
to  come  within  the  range  of  their  guns. 

Advance  naval  bases  should  require  such  protection  as  is 
necessary  to  render  the  base  safe  against  cruiser  raids,  or  such 
light  attacks  as  might  be  attempted  during  the  temporary  ab- 
sence of  the  guarding  fleet.  The  point  is  that  if  the  guarding 
fleet  were  absent  it  would  be  in  touch  with  the  fleet  of  the 
enemy,  so  that  he  could  not  afford  to  send  away  large  detach- 
ments. The  bases  may  require  still  stronger  protection  if  they 
should  happen  to  be  the  only  suitable  bases  for  an  enemy  attack- 
ing that  portion  of  the  coast.  Then  they  should  be  able  to 
withstand  an  attack  in  force. 

When  the  cost  of  the  immobile  defenses  of  a  coast,  including 
maintenance,  approaches  the  cost  of  the  probable  fleet  that  any 
possible  enemy  could  bring  against  it,  then  that  coast  can  be 
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defended  far  more  securely  by  maintaining  a  fleet  of  commen- 
surate cost  without  immobile  defenses.  For  it  must  be  remem- 
bered that  even  when  all  points  of  importance  have  been  well 
covered  by  immobile  defenses,  the  very  thing  that  hlas  made 
these  ports  of  importance,  their  communications,  may  be  easily 
cut  off.  And  while  the  shipping  and  some  of  the  wealth  may 
be  safely  locked  up  within  fortresses,  values  will  fade  away  and 
wealth  be  diminished  because  the  communications  have  disap- 
peared. Again,  although  these  fortresses  may  protect  the  actual 
vicinity  of  the  port,  it  would  be  impracticable,  with  an  extended 
coast  line,  to  defend  all  possible  landing  points;  and  without  a 
defending  fleet  the  enemy  could  transport  his  army  freely  from 
point  to  point,  avoiding  fortifications,  and  probably  outstripping 
the  mobile  army  of  the  defense. 

On  the  other  hand  the  mobile  defenses  can  only  give  perfect 
protection  by  being  confined  to  specific  localities,  and  thus  losing 
some  of  their  mobility.  The  navy  should  form  the  main  coast 
defense  and  the  fortifications  the  main  harbor  defense.  Even 
Great  Britain  would  find  it  impossible  to  give  adequate  protec- 
tion to  her  coasts,  colonies,  and  trade  routes  and  lines  of  commu- 
nication by  her  navy  alone.  She  might  have  "  command  of  the 
sea  "  in  the  larger  meaning  of  the  term,  but  she  would  be  with- 
out local  command  for  a  time  at  many  points.  Her  g^eat  ports, 
arsenals  and  fortresses  would  prove  well  worth  a  raid  in  force, 
and  are  therefore  well  worth  protecting  by  immobile  defenses 
against  such  raids.  Her  coaling  stations  also  need  immobile 
defense,  only  she  should  be  careful  not  to  let  the  secondary 
object  obscure  the  primary  and  forget  that  local  command  is 
a  small  thing  in  comparison  with  the  "  command  of  the  sea," 
and  that  while  local  defenses  may  strengthen  the  sea  power, 
they  can  never  give  the  command  of  the  sea. 

A  national  scheme  of  immobile  defenses  will  provide  sufficient 
protection  to  the  permanent  naval  bases  to  prevent  their  capture 
by  the  sea  force  of  the  enemy.  As  next  in  importance  should 
come  the  naval  lines  of  defense.  The  advance  bases  on  the 
lines  should  be  so  protected  as  to  prevent  their  being  seized  by 
raiders  during  the  temporary  absence  of  the  mobile  defenses. 
There  may  also  be  found  on  these  lines  certain  points  so  situated 
tactically  as  to  admit  of  their  acting  with  the  fleet.  Such  points 
are  to  be  found  at  the  Race  on  the  Gardner's  Bay-Fisher's  Island 
line;  and  at  the  Tortugas,  on  the  Key  West-Tortugas  line. 
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A  naval  line  of  defense,  such  as  those  named  above,  is  chosen 
at  points  of  sufficient  strategical  importance,  where  the  surround- 
ings, topographic  and  hydrographic,  permit  the  fleet  to  concen- 
trate in  force,  and  contains  one  or  more  advance  bases  where 
the  immediate  supplies  of  the  fleet  are  kept.  The  line  should 
be  so  situated  that  the  fleet  under  way  can  co-operate  with  the 
forts  to  resist  the  attack;  that  is,  the  shore  defenses  would  be 
so  placed  that  the  defending  fleet  could  not  be  attacked  without 
coming  within  the  range  of  a  number  of  the  guns,  etc.,  of  the 
fortifications;  and  this  not  with  the  fleet  at  anchor  under  the 
guns,  but  capable  of  manoeuvring  and  concentrating  at  that 
point  of  the  line  attacked.  Thus  the  advance  bases  would  not 
be  fortresses  where  the  fleet  could  retire  and  be  masked  by  the 
enemy's  fleet,  but  an  extended  line  of  fortifications  which  must 
be  forced  in  the  face  of  the  fleet.  Thus  the  Race  would  partake 
somewhat  of  the  nature  of  a  defile  or  pass,  with  the  adjoining 
hills  crowned  with  guns,  and  the  defending  army  drawn  across 
the  further  end,  ready  to  crush  the  heads  of  the  columns  as  they 
emerge  from  the  pass. 

A  small  but  active  fleet  could  hold  such  a  line  against  a  mnch 
larger  force,  and  by  meeting  the  enemy  on  the  line,  would  be 
far  more  likely  to  do  more  damage  to  the  enemy  and  have  more 
influence  in  thwarting  his  purposes  than  by  attacks  when  issuing 
from  some  fortress. 

With  these  naval  lines  well  fortified,  and  with  a  fleet  of  reason- 
able dimensions,  large  portions  of  the  coast  can  be  protected 
and  the  coastwise  commerce  remain  uninterrupted.  With  the 
Gardner's  Bay-Fisher's  Island  line  well  fortified,  a  small  active 
"  fleet  in  being  "  can  hold  a  very  large  fleet  at  bay,  and  can  force 
the  enemy  to  keep  his  fleet  together,  thus  protecting  other  pcw- 
tions  of  the  coast. 

Finally  comes  the  immobile  defense  necessary  for  commercial 
ports.  This  should  be  proportioned  to  their  importance  and  to 
the  attractions  they  present  to  an  enemy  inducing  him  to  make 
an  attack ;  and  it  should  be  closely  limited  by  the  depth  of  water 
in  the 'channels,  for  a  large  number  of  our  ports  are  already 
protected  by  nature  from  attacks  by  battle-ships,  and  it  is  a  great 
waste  of  strength  to  mount  heavy  armor-piercing  guns  when 
armored  ships  draw  too  much  water  to  approach  within  gtm 
range  of  the  port.     In  considering  the  amount  of  immobile  de- 
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fenses  to  give  to  any  one  place,  care  must  be  taken  not  to  exag- 
gerate its  importance.  It  is  well  to  remember  that  while  the 
property  itself  may  be  held  safe,  that  its  principal  value  may  be 
destroyed  by  the  enemy  for  as  long  a  time  as  he  can  cut  off  all 
communication.  It  is  at  this  point  that  the  mobile  defenses 
come  into  play,  and  it  is  the  part  of  the  fleet  to  prevent  this 
interruption  or  to  shorten  its  duration. 

During  the  war  of  1812  our  ports  were  well  fortified  for  that 
time.  The  British  fleet  made  no  impression  upon  our  ports,  but 
for  want  of  a  defending  fleet  our  commercial  losses  were  enor- 
mous, and  the  value  of  our  commerce  diminished  from  about 
$250,000,000  to  $21,250,000. 

General  Abbot  paid  g^eat  attention  to  the  subject  of  defend- 
ing our  coast,  and  has  written  and  lectured  frequently  on  the 
subject;  but  he  entertained  the  same  error  as  is  held  by  many 
military  men,  viz.  that  it  is  the  duty  of  the  army  to  provide  safe 
fortresses  for  our  fleets  whence  they  can  sally  at  will  to  assume 
the  defensive.  They  imagine  some  large  harbor,  strongly  forti- 
fied, where  a  fleet  can  lie  idle,  safe  from  the  attacks  of  the  enemy 
until  opportunity  arises  to  sally  forth  and  strike  him  at  a  dis- 
advantage. This  is  a  most  dangerous  fallacy;  a  passive  fleet  has 
little  opportunity  for  observation.  History  is  against  the  effi- 
ciency of  an  idle  fleet,  and  while  some  of  the  manoeuvres  of 
modem  times  appear  to  show  that  it  is  not  difficult  for  vessels 
to  escape  from  a  blockaded  port,  they  must  escape  in  small  num- 
bers at  a  time.  A  powerful  enemy  first  seeks  to  find  his  foe, 
and  next  to  meeting  him  and  crushing  him  on  the  high  seas,  he 
desires  to  bottle  him  up  in  some  port  from  which  he  cannot 
move  without  his  motions  being  observed;  and  from  many  such 
ports  he  can  only  come  out  in  a  formation  presenting  a  narrow 
front  and  thus  giving  his  enemy  the  advantage  of  gun  fire.  The 
safe  rendezvous  should  be  a  line  with  bases,  where  the  immobile 
defenses  can  aid  the  weaker  fleet  in  sustaining  an  attack  and 
can  hold  secure  the  necessary  supplies.  Another  fallacy  held  by 
General  Abbot  was  that  shore  defenses  could  prevent  distant 
bombardment;  and  Lieut.  Weaver  advocated  20-inch  guns  that 
would  serve  to  keep  vessels  off  at  a  distance  of  six  miles.  To 
the  naval  mind  this  seems  absurd,  and  it  looks  as  if  both  our 
own  and  English  army  officers  have  an  exaggerated  idea  of  the 
accuracy  possible  with  modern  high-powered  g^ns.     It  is  true 
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that  with  range  and  position  finders  and  with  telescopic  sights 
the  guns  can  be  pointed  with  remarkable  accuracy,  and  the  errors 
of  modern  guns  are  comparatively  small;  yet  when  one  remem- 
bers the  very  small  angle  subtended  by  the  largest  battle-ship 
at  long  ranges,  it  becomes  evident  that  the  chances  of  hitting 
such  a  ship  at  anchor,  much  less  when  moving,  are  very  small. 
Even  with  the  correct  range  and  the  gun  accurately  laid,  the 
slightest  inaccuracy  in  the  projectile,  or  difference  in  the  quality 
of  powder,  and  the  projectile  will  fly  wide  of  the  mark.  When 
the  movement  of  the  vessel  with  the  time  of  flight  of  the  pro- 
jectile is  further  taken  into  account,  it  would  seem  that  guns 
are  not  formidable  when  firing  at  ships  from  a  g^eat  distance. 
When  the  city  is  so  situated  as  to  permit  the  use  of  barrier  forts 
at  a  distance,  then  permanent  works  will  serve  to  forbid  distant 
bombardment. 

Coast  defenses  when  applied  to  fortifications  are  generally 
misnomers.  They  are  usually  harbor  defenses,  and  are  only 
coast  defenses  when  defending  advance  naval  bases.  The  true 
coast  defenses  are  the  vessels  of  the  fleet.  It  may  be  necessary 
to  use  some  portion  of  the  fleet  to  assist  the  fortifications  in 
defending  a  harbor.  In  this  use  the  mobile  defenses  most  closely 
approach  the  immobile,  and  the  best  quality  of  the  vessels,  their 
mobility,  is  greatly  restricted.  Great  care  must  be  taken  to  pre- 
vent localizing  the  sea  force  more  than  is  absolutely  necessary. 
Floating  batteries  should  never  be  used  where  their  work  can 
be  performed  as  well  by  guns  on  shore.  There  are  some  har- 
bors, like  San  Francisco,  where  guns  on  shore  will  not  afford 
sufficient  defense,  then  floating  batteries  must  be  used,  and  they 
become  part  of  the  local  defense,  losing  much  of  their  mobility. 
Picket  launches  are  needed  to  guard  the  mines  in  foggy  weather, 
when  the  rapid-fire  batteries  on  shore  might  prove  insufficient; 
and  torpedo-boats  would  prove  most  valuable  weapons.  These 
latter,  when  not  sea-going  boats,  should  be  attached  to  districts 
and  not  to  special  ports,  so  that  their  mobility  can  be  developed 
as  fully  as  possible. 

It  is  apparent  from  the  newspapers,  from  the  speeches  in  Con- 
gress, and  from  the  appropriations  granted,  that  the  people  of  the 
United  States  have  become  impressed  with  the  necessity  of  a 
secure  defense,  and  after  years  of  very  small  or  no  appropriatioos 
for  fortifications  and  g^ns,  comparatively  large  appropriatioos 
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have  been  made  and  the  entire  engineer  corps  of  the  army  has 
been  at  work  on  plans  for  our  numerous  harbors.  There  is  a 
great  element  of  strength  in  any  scheme  of  land  fortifications 
when  striving  for  appropriations;  each  locality  is  deeply  interested 
in  the  fortifications  in  its  immediate  vicinity,  both  because  of  the 
additional  security  and  because  of  the  money  spent  and  labor 
employed.  This  serves  to  bring  votes,  and  strong  efforts  are 
made  to  obtain  and  to  increase  appropriations  for  this  object,  so 
that  there  is  danger  of  the  fortification  bill  becoming  like  the  river 
and  harbor  bill,  where  local  interests  are  apt  to  be  more  potent 
than  national  necessities.  Were  the  public  purse  unlimited  this 
feature  would  not  be  objectionable  from  a  naval  or  military  point 
of  view,  but  as  the  appropriations  are  closely  scanned  and  the 
sum-total  to  be  spent  for  defense  confined  within  narrow  limits, 
there  is  g^eat  danger  that  what  is  given  to  the  immobile  defenses 
may  be  taken  from  the  mobile,  and  the  Navy  may  be  left  without 
chance  of  increase,  the  real  safety  of  our  coast  sacrificed,  and  the 
mobility  of  our  army  destroyed  by  being  localized  and  scattered 
among  numerous  fortifications. 

On  the  other  hand  it  does  not  do  to  put  too  small  an  estimate 
on  the  value  and  power  of  land  defenses  when  properly  used. 
High  angle  firing  will  be  freely  used,  and  with  modem  B.  L. 
mortars  the  accuracy,  rapidity  and  efficiency  of  high  angle  fire 
have  been  increased  greatly.  Anchoring  within  10,000  yards  of 
one  or  more  mortar  batteries  would  be  to  invite  destruction. 
Here  the  large  number  of  shots  fired  serve  to  make  up  for  the 
inaccuracies  of  pointing.  Motion,  including  both  change  of 
speed  and  change  of  direction,  would  be  necessary  to  enable  a 
vessel  to  remain  within  range  with  any  reasonable  degree  of 
safety.  Mortars  can  be  placed  so  as  to  be  almost,  if  not  entirely, 
safe  from  modern  high-powered  guns  mounted  on  board  ship. 
As  far  as  security  goes  the  same  may  be  said  of  guns  mounted 
on  disappearing  carriages,  their  emplacements  can  be  well  scat- 
tered and  yet  their  fire  controlled  by  one  commander.  The 
range-finder  and  the  improved  ballistics  of  modem  times  permit 
quite  accurate  firing  within  reasonable  ranges,  so  that  it  will  be 
a  most  difficult  task  to  destroy  or  to  subdue  the  fire  of  modem 
fortifications  by  purely  fleet  operations.  The  ship  can  still  run 
past  the  forts,  and  it  must  be  arrested  under  the  fire  of  the  forts 
by  submarine  mines  or  other  obstructions,  or  barrier  forts  will 
prove  unsuccessful. 
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The  accuracy  of  fire  with  the  new  B.  L.  mortars  has  been  care- 
fully studied  and  their  probable  rectangles  calculated  from  actual 
practice.  It  is  apparent  that  within  ordinary  range  a  battery  of 
mortars  would  prove  most  destructive  to  ships  at  anchor,  but  with 
ships  underway  and  with  sufficient  room  to  manoeuvre,  their  fire 
would  not  prove  very  dangerous  provided  the  ships  changed  their 
speed  and  course  from  time  to  time. 

lieut.  Hawthorne,  First  Artillery,  in  a  paper  in  a  late  number 
of  the  Journal  of  the  U.  S.  Artillery,  raises  the  question  of  vessels 
anchoring  when  attacking  forts.  He  says :  "  The  attack  on  the 
forts  at  Hatteras  Inlet  gives  a  strong  contrast  between  the  values 
of  a  fire  from  ships  moving  and  that  from  ships  at  anchor  within 
fair  range.  The  accuracy  with  which  a  moving  object  can  be 
found  by  modern  range-finders  on  shore  makes  the  method  of 
anchoring  all  the  more  necessary,  as  the  range-finding  thus  be- 
comes nearly  facile  for  both  sides."  Now,  apart  from  the  great 
danger  of  anchoring  within  mortar  range,  there  are  other  things 
to  be  considered  that  make  anchoring  before  fortifications  inad- 
visable. If  with  these  fortifications  there  are  no  mobile  defenses, 
neither  battle-ships,  rams  nor  torpedo  boats,  if  there  are  no 
well  placed  mortar  batteries,  and  if  there  is  no  danger  of  an 
enemy's  fleet  appearing  upon  the  scene,  an  admiral  might  con- 
sider the  advisability  of  anchoring  his  fleet  so  as  to  give  his  vessels 
a  steadier  gun  platform.  Even  then  he  would  hesitate,  for  he 
would  be  sacrificing  one  great  advantage  of  the  mobile  force. 
Both  ships  and  forts  will  be  supplied  with  range-finders,  the 
latter  somewhat  more  accurate,  but  both  sufficiently  accurate  to 
be  within  the  errors  of  the  gun.  Both  must  predict  the  range 
when  the  ships  are  moving,  because  it  takes  some  little  time  to 
read  off  the  range,  transmit  it  to  the  gun,  set  the  sights,  lay  and 
fire  the  gun.  The  movement  of  the  ship  must  be  allowed  for  or 
the  sights  will  be  wrong  when  the  gun  is  fired.  Both  must  pre- 
dict the  distance  between  the  ship  and  the  fort  at  the  time  the 
g^n  is  to  be  fired,  and  the  one  controlling  the  motions  of  the  ships 
can  do  this  with  far  greater  accuracy  than  he  who,  if  he  depend 
upon  the  ships  moving  with  regularity  in  speed  and  direction, 
may  be  easily  deceived.  On  board  ship  the  g^n's  elevation  will 
be  fixed  so  as  to  be  correct  at  the  time  of  firing,  and  the  train  will 
be  altered  by  keeping  the  sights  on.  The  usual  way  on  shore 
will  be  to  lay  the  gun  both  for  train  and  elevation  for  some  point 
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where  by  means  of  range-finders  and  tables  the  battery  com- 
mander predicts  that  the  ship  will  be  at  a  certain  future  time. 
The  gun  is  fired  at  this  time.  Now  with  the  ships  anchored  the 
prediction  will  be  accurate  and  the  ship  will  probably  be  struck 
if  within  reasonable  range,  but  if  the  ship  is  moving,  a  change  of 
direction  or  speed  or  both  will  throw  the  prediction  out,  whereas 
the  necessary  change  can  be  predicted  for  the  moving  gun  by  the 
officer  controlling  her  movements. 

Lieut  Hawthorne  also  draws  certain  conclusions  from  the 
British  attack  on  Alexandria,  but  the  conditions  of  the  defense  of 
this  port  were  such  as  to  make  it  very  dangerous  to  infer  that  it 
would  be  safe  to  moor  when  bombarding  modern  fortifications, 
even  when  high  angle  fire  was  not  used  against  the  ships. 
And  the  damage  inflicted  by  the  bombardment  was  not  such  as 
to  encourage  ships  to  attack  forts.  At  the  expiration  of  the  bom- 
bardment the  ships  had  exhausted  their  supply  of  ammunition, 
and  the  injuries  inflicted  on  the  forts  and  on  those  who  manned 
them  were  comparatively  trifling;  and  if  the  Egyptians  had  been 
a  well  trained  and  well  disciplined  force,  the  bombardment  would 
have  been  ineffectual  and  some  of  the  ships  might  have  been  ser- 
iously injured. 

The  French  have  made  some  recent  experiments  of  the  effect 
of  g^n  fire  upon  shore  defenses,  and  while  the  accounts  are  not 
very  definite  as  to  the  conclusions  reached,  the  introduction  of 
howitzers  for  high  angle  fire  on  some  vessels  shows  that  they 
found  that  the  gun  with  a  low  trajectory  was  not  very  efficient 
when  attacking  land  defenses.  This  does  not  affect  us  greatly, 
except  it  tends  to  show  how  much  assistance  can  be  given  to  the 
mobile  defense  by  a  few  guns  properly  placed  on  shore. 

The  entire  question  of  the  manner  of  attacking  fortifications 
with  ships  is  too  large  a  one  to  give  it  more  than  a  passing  consid- 
eration in  this  article.  The  difficulties  of  drawing  accurate  con- 
clusions from  history  are  very  great,  owing  to  the  great  changes 
in  the  weapons  employed.  Barbette  and  casemate  batteries,  as  is 
shown  by  history,  can  be  silenced  for  a  time  by  a  concentrated 
fire  from  ships ;  and  if  they  were  the  principal  reliance  of  the  de- 
fense, ships  would  naturally  come  to  close  range  and  crush  down 
the  fire  of  the  forts  with  their  rapid-fire  guns.  This  might  permit 
them  to  remove  the  obstructions,  pass  the  batteries,  work  the 
slow  heavy  guns  with  effect,  or  land  troops  for  the  occupation  of 
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the  forts,  all  without  undue  exposure  to  danger.  The  case  is  cer- 
tainly different  when  mortar  batteries  and  disappearing  g^ns  arc 
used;  their  history  has  yet  to  be  written,  but  knowing  how  little 
permanent  injury  has  been  inflicted  on  the  fortifications  by  ships, 
the  hope  of  silencing  their  fire,  even  temporarily,  except  by  long 
bombardments,  would  seem  very  slight,  and  the  rapid-fire  guns 
would  be  of  little  value  against  g^ns  so  emplaced. 

The  Assistant  Secretary,  Mr.  McAdoo,  in  his  address  delivered 
at  the  opening  of  the  War  College  in  1896,  clearly  pointed  out  the 
necessity  of  a  closer  connection  between  the  army  and  navy,  par- 
ticularly upon  the  subject  of  coast  defense.  Unless  the  navy  is 
consulted  in  a  matter  so  purely  naval,  the  importance  of  shore 
defenses  will  be  exaggerated  to  the  detriment  of  our  sea  power, 
and  the  shore  defenses  will  not  be  well  suited  to  the  purpose  for 
which  they  are  constructed.  The  nation  may  be  lulled  into  a 
feeling  of  security  by  a  large  system  of  coast  and  harbor  fortifi- 
cations, while  the  g^eat  arteries  of  commerce  may  be  exposed  to 
the  grasp  of  the  enemy. 

Lines  suitable  for  the  concentration  of  the  battle  fleet,  such  as 
the  Penobscot-Portland  line,  the  Gardner's  Bay-Fisher's  Island 
line,  and  the  Key  West-Tortugas  line,  are  more  important  to  the 
people  of  the  United  States  than  the  fortification  of  any  number  ol 
harbors.  Until  the  mobile  defenses  on  these  lines  are  reduced  no 
great  operations  can  be  undertaken  by  the  enemy,  and  large 
portions  of  the  sea-coast  communications  will  be  protected.  It 
is  the  duty  of  the  naval  officer  to  select  and  point  out  these  lines, 
to  point  out  what  class  of  attack  is  likely  to  be  made  upon  any 
port  or  base,  and  to  prevent  extensive  fortifications  being  erected 
where  only  light  draught  unarmored  cruisers  may  be  expected  to 
conduct  the  attack. 

The  naval  force  should  not  be  localized,  but  should  be  concen- 
trated and  placed  between  the  enemy  and  our  communications 
along  carefully  selected  lines.  The  fortifications  can  only  protect 
their  immediate  locality  and  cannot  prevent  the  enemy  from 
interrupting  the  communications.  Each  has  its  advantages  while 
utilizing  its  peculiar  functions,  and  each  becomes  extravagant 
when  usurping  the  functions  of  the  other.  It  would  be  far  better 
to  have  some  of  our  largest  ports  laid  under  contribution,  their 
shipping  destroyed  and  their  docks  laid  waste,  than  to  have  our 
water  communications  blocked  for  an  extended  period.    And  far 
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better  that  the  country  should  have  no  navy  than  that  its  vessels 
should  be  scattered  and  locked  up  in  various  ports  for  harbor 
defense. 

The  Fleet  in  Being. 

When  defending  our  coast  by  occup)ring  the  lines  with  fortified 
bases  our  fleet  must  be  handled  as  an  active  "  fleet  in  being/'  and 
the  doctrine  of  the  "  fleet  in  being  "  becomes  of  g^eat  importance 
to  us. 

The  value  of  technical  phrases  is  readily  appreciated  by  all  of 
us.  Such  phrases  as  "  Sea  Power,"  "  Command  of  the  Sea," 
"  Fleet  in  Being,"  etc.,  are  of  g^eat  use  as  serving  to  crystallize  a 
set  of  ideas  into  a  few  words.  But  the  use  of  these  phrases  is  not 
without  danger.  To  the  non-technical  mind  an  argument  brist- 
ling with  technical  terms  is  apt  to  be  convincing  even  if  the  foun- 
dation is  weak;  but  this  is  the  lesser  danger.  The  real  danger  is 
that  students  of  the  subject  are  inclined  sometimes  to  enlarge 
the  idea  until  the  facts  upon  which  it  rests  are  lost  sight  of.  The 
term  "  Fleet  in  Being  "  has  at  times  been  so  badly  misused  as  to 
cause  much  controversy.  Some  have  so  lost  the  substance  while 
retaining  the  form  as  to  endow  the  weak  fleet  with  powers  far 
beyond  those  it  could  hope  to  exercise. 

The  difficulties  encountered  when  studying  naval  history  are 
very  great,  especially  so  before  the  advent  of  the  luminous  writ- 
ings of  Mahan,  Colomb  and  Laughton;  and  the  ruling  laws  of 
strategy  and  tactics  are  so  clouded  by  collateral  events  and  con- 
flicting narratives  that  in  ascertaining  these  laws  the  deductive 
method  is  apt  to  be  preferred  to  the  inductive,  and  the  theory  is 
first  formed  and  afterwards  the  facts  are  hunted  up  from  many 
examples.  This  sometimes  leads  to  a  distortion  of  the  facts  to 
fit  the  theory,  and  may  serve  to  weaken  a  good  theory  or  to 
bolster  up  a  bad  one. 

The  term  "  fleet  in  being  "  was  first  used,  I  believe,  by  Admiral 
Herbert,  Lord  Torrington,  in  his  defense  made  by  him  during  his 
trial  after  the  battle  at  Beachy  Head.  Torrington  was  tried  and 
was  acquitted  in  spite  of  the  efforts  of  the  ministry.  Admiral 
Colomb  seized  upon  the  term  and  has  used  it  in  illustrating  one 
of  the  laws  of  strategy  in  his  most  valuable  book,  "  Naval  War- 
fare." The  conduct  of  Torrington  on  that  occasion  has  been  the 
source  of  much  dispute,  and  writers  have  put  many  interpreta- 
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tions  upon  the  doctrine  of  the  "  fleet  in  being,"  varying  as  their 
opinions  of  Torrington  vary.  The  great  value  to  the  policy  of 
Great  Britain  of  the  correct  interpretation  of  this  term  is  due  to 
the  fact  that  many  of  the  arguments  for  and  against  large  land 
forces  and  numerous  fortifications  center  around  the  phrase. 
Admiral  Colomb  has  shown  clearly,  as  have  some  others,  the 
importance  to  Great  Britain  of  a  powerful  navy  and  the  useless- 
ness,  even  harmfulness,  of  extensive  immobile  defenses  when  the 
naval  force  is  adequate.  His  opponents,  who  play  upon  the  fears 
of  the  credulous,  endeavor  to  upset  his  reasoning  by  asserting  that 
he  relies  too  much  upon  the  "  fleet  in  being,"  then  giving  their 
definition  of  a  "  fleet  in  being,"  and  showing  the  absurdity  of 
placing  any  reliance  in  an  idea. 

A  correct  interpretation  of  the  term  is  important  to  this  coun- 
try, as  for  many  years  to  come  we  cannot  hope  to  have  a  fleet  of 
equal  force  to  such  a  one  as  might  be  brought  against  us  by  some 
of  our  possible  enemies,  and  therefore  we  must  know  how  far  the 
doctrine  holds  good.  We  must  avoid  both  extremes,  one  of  ex- 
aggerating its  importance  and  inducing  us  to  be  satisfied  with  an 
inadequate  fleet,  and  the  other  of  belittling  its  importance,  induc- 
ing us  to  place  our  trust  in  fortifications.  There  is  no  doubt  that 
some  civilian,  and  I  am  afraid  some  military,  minds  have  been  so 
pleased  with  the  term  "  fleet  in  being  "  as  to  consider  the  theory 
to  apply  to  a  small  fleet  lying  passively  behind  fortifications  with- 
out information  or  too  far  from  the  theatre  of  operations  to  act 
upon  information,  and  to  hold  such  a  fleet  so  situated  as  sufficient 
to  paralyze  the  actions  of  a  strong  active  fleet 

Admiral  Colomb,  in  his  account  of  Torrington's  movements 
before  and  after  the  battle  off  Beachy  Head,  plainly  sets  forth  the 
doctrine  of  the  **  fleet  in  being."  Torrington's  idea  was  that  it 
was  his  duty  to  closely  follow  the  movements  of  the  French  fleet, 
and  that  his  so  doing  would  prevent  that  fleet  from  attempting  to 
land  troops,  detach  a  portion  of  the  fleet  for  other  iterations,  or 
attack  either  Killegrew's  or  Sir  Qoudesley  Shovel's  fleets  before 
crushing  his  fleet  That  if  he  attacked  the  French  fleet  and  was 
badly  beaten  it  would  enable  the  French  to  accomplish  any  or  all 
of  the  objects  mentioned.  And  that  with  the  odds  against  him 
the  possibilities  of  defeat  were  too  g^eat  to  justify  him  in  running 
the  risk  of  an  action.  He  also  knew  that  he  was  likely  to  grow 
stronger  as  time  elapsed,  and  the  French  were  likely  to  grow 
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weaker;  besides,  he  might  be  joined  by  the  two  squadrons  that 
were  forming,  and  could  then  hope  to  defeat  the  French.  He  was 
ordered  by  the  Queen  Regent  to  attack,  and  did  so  off  Beachy 
Head,  but  adopted  such  tactics  as  to  avoid  a  decisive  action. 
His  tactics  have  been  severely  criticised,  and  they  were  certainly 
faulty  had  he  intended  to  risk  all  in  this  battle,  as  he  kept  a  large 
portion  of  his  force  from  coming  to  close  action;  but  they  were 
well  suited  to  his  ideas,  and  while  beaten  he  was  able  to  withdraw 
his  vessels  still  organized  as  a  fleet.  He  was  imbued  with  the 
idea  that  if  his  fleet  was  lost  the  kingdom  would  be  open  to 
invasion  at  a  time  when  the  king  and  the  best  part  of  the  army 
were  in  Ireland,  and  therefore,  while  obeying  the  order,  he 
avoided  a  decisive  engagement.  He  says:  "  Had  I  fought  other- 
wise our  fleet  had  been  totally  lost  and  the  kingdom  had  lain  open 
to  invasion.  What  then  would  have  become  of  us  in  the  absence 
of  his  Majesty  and  most  of  the  land  forces?  As  it  was,  most  men 
were  in  fear  that  the  French  would  invade,  but  I  was  always  of 
another  opinion,  for  I  always  said  that  whilst  we  had  a  fleet  in 
being  they  would  not  dare  to  make  an  attempt." 

Tourville  failed  to  make  the  best  of  his  partial  victory;  he 
chased,  but  without  vigor,  and  the  allied  vessels  remained  an 
organized  fleet  Admiral  Colomb  says :  "  So  that,  even  though 
the  beaten  allied  fleet  had  come  to  an  anchor  at  the  Nore  in  great 
confusion;  and  expecting  that  the  French  might  attack  them,  all 
the  buoys  were  taken  up,  and  other  necessary  dispositions  made 
as  soon  as  they  got  there,  yet  the  strategy  of  the  conditions  was 
such  as  to  leave  and  keep  the  great  French  fleet  powerless.  If, 
indeed,  the  enemy  had  followed  up  and  beaten  the  fleet  at  the 
Nore,  absolutely  all  would  have  been  at  his  mercy.  But  a  '  fleet 
in  being,'  even  though  it  was  discredited,  inferior,  and  shut  up 
behind  unbuoyed  sand  banks,  was  such  a  power  in  observation 
as  to  paralyze  the  action  of  an  apparently  victorious  fleet  either 
against  sea  or  shore."  Here  the  opponents  of  the  "fleet  in 
being  "  theory  generally  take  issue.  They  deny  that  a  discredited 
and  inferior  fleet,  shut  up  behind  unbuoyed  sand  banks,  is  such 
a  power  as  could  paralyze  the  action  of  a  powerful  victorious 
fleet  if  it  were  well  commanded.  Admiral  Colomb  is  careful  to 
use  the  term  "  power  in  observation,"  and  his  critics  fail  to  appre- 
ciate the  value  and  weight  of  the  term.  It  means  the  power  to 
come  out  and  as  an  organized  fleet  observe  the  motions  of  the 
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enemy,  and  frustrate  any  hostile  action  he  might  attempt  by  at- 
tacking him  at  such  times  when  he  would  be  liable  to  defeat 
Had  Torrington's  fleet  been  found  by  Tourville  at  anchor  in  the 
Nore  and  showing  little  disposition  to  come  from  behind  the 
banks,  Tourville  might  have  left  a  few  vessels  in  observation  and 
proceeded  against  Killegrew's  or  Sir  Qoudesley  Shovel's  fleet, 
and  he  might  have  succeeded  in  beating  them  in  detail.  But  he 
found  Torrington's  fleet  was  keeping  in  touch  with  him  and  was 
attacked  by  him,  so  that  he  felt  certain  that  Torrington  would 
continue  to  be  an  active  "  fleet  in  being  "  and  follow  his  actions 
closely. 

Mr.  David  Hanway,  in  an  article  in  the  New  Review  for 
October,  1895,  attacks  the  generally  accepted  idea  of  the  "  fleet 
in  being."  He  says:  "  All  through  the  arguments  of  the  believers 
in  this  kind  of  fleet  [the  fleet  in  being]  it  is  taken  for  granted 
that  there  are  some  trustworthy  means  of  avoiding  battle  and 
yet  paralyzing  the  enemy."  "  What  the  partisans  of  the  '  fleet  in 
being'  have  got  to  prove  is  that  there  are  some  means — ^not 
dependent  on  accident,  or  on  the  presence  in  the  hostile  ranks 
of  cause  of  weakness,  due  to  moral,  material  or  intellectual  con- 
ditions— ^which  enable  a  force,  so  far  weaker  that  it  prefers  to 
avoid  battle,  to  escape  being  forced  into  action,  and  at  the  same 
time  to  '  paralyze '  its  opponent"  Admiral  Colomb  answers  him 
in  four  articles  in  the  Broad  Arrow  for  October  and  November, 
1895.  In  these  articles  he  plainly  points  out  the  limits  of  the 
"  fleet  in  being,"  that  is,  that  while  this  fleet  is  in  active  existence 
there  is  a  limit  to  what  the  more  powerful  fleet  may  reasonably 
expect  to  accomplish  and  that  there  is  no  occult  power  invested 
in  the  mere  name.  He  says,  speaking  of  Torrington,  "  But  he 
knows  that  when  it  [his  fleet]  was  intact  and  in  sight  of  the 
French  fleet,  and  when  it  was  at  the  Nore  repairing  damages 
after  the  battle,  the  question  was  for  the  French,  not  for  the 
English.  The  French  *  would  not  dare  to  make  an  attempt' 
*  Had  they  dared,'  he  seems  to  say  to  us, '  I  should  have  attacked 
them  at  all  hazards,  and  the  knowledge  that  I  would  attack  them 
at  all  hazards  is  that  which  would  prevent  them  from  daring.' " 
That  is,  that  it  was  too  hazardous  for  a  wise  admiral  to  attempt 
to  land  troops  in  the  face  of  an  active  fleet.  He  also  quotes  Dc 
Tourville:  "  If  they  had  thirty  ships  of  war  more  than  the  fleet 
of  your  Majesty  they  might  make  their  disembarkation,  while 
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leaving  ten  ships  of  war  with  their  transports  and  coming  with 
the  rest  of  their  fleet  before  that  of  your  Majesty  in  order  to 
offer  it  battle."  Here  the  main  fleet  would  paralyze  the  "  fleet 
in  being/'  while  there  would  be  sufficient  force  left  to  guard  the 
disembarkation  against  a  few  escaping  vessels  or  scattered  effort. 
Again  Colomb  says:  "When  we  prepared  for  the  capture  of 
Belleisle  in  1761,  Keppel  took  seventeen  sail  of  the  line  to  cover 
the  landing  of  10,000  men,  and  he  dispatched  twelve  sail  of  the 
line  and  three  frigates  to  Brest  to  mask  the  force  there.  It  is 
safe  to  say  that  Belleisle  would  not  have  been  attacked  if  there 
had  not  been  there  twelve  sail  of  the  line  over  and  above  the 
force  necessary  to  cover  and  support  the  landing."  Had  such 
been  the  case  the  inferior  "  fleet  in  being  "  in  Brest,  by  its  effect 
on  the  mind  of  Keppel,  would  thus  have  kept  the  island  in  the 
hands  of  the  French. 

Again  Colomb  says :  "  There  is  positively  nothing  in  the  phrase 
'  fleet  in  being '  and  in  the  doctrine  behind  it  than  the  question 
of  the  amount  of  naval  force  any  power  must  provide  which 
thinks  of  undertaking  serious  invasion.  Torrington  could  not 
possibly  have  meant  more  than  what  De  Tourville  said  in  his 
memorial  to  the  King  of  France.  Any  power  undertaking  to 
invade  a  country  over  the  sea  must  provide  two  fleets,  one  to 
cover  the  landing,  and  the  other  to  mask,  overawe  and  'par4- 
lyze'  any  naval  force  that  the  enemy  may  possess,  and  which, 
but  for  this  '  paralyzing,'  might  be  expected  to  interfere  with 
and  perhaps  stop  the  landing,  as  Tegethoff  did  at  Lissa." 

A  discussion  on  this  subject  was  raised  in  the  Army  and  Navy 
Gazette,  August  and  September,  1895,  by  an  editorial  on  an 
article  that  appeared  in  Macmillan.  This  discussion  is  particu- 
larly valuable,  as  during  it  Professor  Laughton  gave  a  definition 
of  the  phrase  "  fleet  in  being."  He  says :  "  A  '  fleet  in  being '  is 
a  fleet  which  is  neither  cowed,  crushed  nor  effectually  masked, 
and  is  still  able  to  threaten  interference  with  an  enemy's  plans 
of  territorial  attack."  This  is  clear  and  to  the  point;  but  I  think 
for  the  sake  of  accuracy  it  should  be  limited  slightly  in  one 
direction  and  extended  in  another.  The  following  definition, 
which  is  Professor  Laughton's  slightly  amended,  more  accu- 
rately represents,  I  think,  the  present  doctrine:  A  "fleet  in  be- 
ing "  is  a  fleet,  relatively  inferior  to  the  enemy,  which  is  neither 
cowed,  crushed  nor  effectually  masked,  and  is  still  able  to  observe 
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and  to  threaten  interference  with  an  enemy's  plans  of  territorial 
attack,  coast  blockade  or  other  extended  operations.  It  is  necessary 
to  limit  the  "  fleet  in  being  "  to  a  fleet  inferior  in  force  to  the 
enemy,  otherwise  the  phrase  would  lose  some  of  its  value  as 
being  too  indefinite;  and  it  is  necessary  to  extend  the  possible 
operations  of  the  enemy  that  he  is  also  prevented  from  under- 
taking by  the  danger  of  interference  while  the  fleet  is  in  "  being," 
and  the  fleet  must  be  able  to  observe  or  it  would  be  unable  to 
threaten  interference. 

The  writer  of  the  article  in  Macmillan  says:  "  But  that  is  not 
what  the  '  fleet  in  being '  was  when  I  saw  it.  Then  it  was  a 
weaker  fleet,  which  had  some  power  of  at  once  paralyzing  the 
enemy,  and  escaping  being  forced  either  to  fight  or  show  itself 
useless.  I  neither  did,  do,  nor  can  believe  in  any  such  fleet'* 
Here  the  writer  shows  plainly  his  difficulty  in  understanding  the 
limitations  of  the  phrase.  It  is  true  the  "  fleet  in  being "  is  a 
weaker  fleet,  but  it  does  not  paralyze  the  enemy,  it  only  forces 
him  to  devote  his  attention  to  the  weaker  fleet  before  undertak- 
ing other  operations.  He  must  force  the  weaker  fleet  to  fight 
or  he  must  mask  it.  The  "  fleet  in  being  "  will  attempt  to  avoid 
being  forced  to  fight  a  decisive  battle  until  it  can  do  so  with 
chances  of  success ;  but  to  remain  a  "  fleet  in  being "  it  must 
actively  threaten  the  enemy  and  show  itself  ready  to  attack  upon 
favorable  opportunity  arising.  The  strongest  defense  is  made 
by  attacking  the  coast  of  the  enemy;  but  with  a  weaker  fleet 
this  is  impracticable,  and  then  it  becomes  necessary  to  take 
advantage  of  the  strength  gained  by  short  lines  of  communica- 
tions and  by  coast  fortifications.  It  is  not  by  refusing  to  fight 
that  the  "  fleet  in  being  "  defends  its  coasts,  but  by  forcing  the 
fight  at  the  proper  moment.  It  must  be  remembered  that  the 
attacking  fleet  labors  under  many  disadvantages  as  compared 
with  the  defending  fleet.  Its  lines  of  communication  are  longer. 
While  for  a  short  time  a  fleet  may  exist  without  supplies,  a 
modern  fleet  soon  requires  coal  and  ammunition,  and  even  with 
supply  ships,  must  find  anchorages  where  a  portion  of  the  fleet 
can  coal  and  take  supplies.  Having  steamed  from  its  base  to 
the  enemy's  coast,  the  vessels  of  the  attacking  fleet  will  need 
coal  before  those  of  the  "  fleet  in  being,"  and  here  is  the  lattcr's 
opportunity  to  force  a  fight  with  the  fleet  nearer  equality.  Again, 
the  defending  fleet  will  have  torpedo-boats  and  a  mosquito  fleet 
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to  aid  in  constantly  harassing  the  enemy  that  may  again  aid  in 
reducing  the  odds  and  enabling  the  "  fleet  in  being  "  to  force  the 
fight  to  advantage.  Where  not  running  serious  risk  of  being 
masked,  advantage  may  be  gained  by  leading  the  attacking  fleet 
into  narrow  waters,  by  utilizing  the  facility  for  repairs,  and  above 
all,  advantage  can  be  gained  by  placing  the  fleet  along  a  line  of 
defense,  with  fortified  advance  bases,  so  that  the  larger  fleet  will 
be  forced  to  attack  while  the  "  fleet  in  being  "  will  be  assisted  by 
the  land  defenses  and  the  position  of  the  channels.  It  is  by 
taking  full  advantage  of  all  these  favorable  conditions  that  the 
"  fleet  in  being  "  gains  its  power,  by  choosing  the  time  and  place 
to  fight,  and  not  by  avoiding  fighting,  that  it  is  enabled  to  ''  para- 
lyze "  the  larger  fleet,  that  is,  to  prevent  the  larger  fleet  from 
attempting  to  attain  any  of  its  objects  before  fighting  the  smaller. 

The  "fleet  in  being"  must  be  an  active,  not  a  passive  fleet;  it 
must  be  kept  in  touch  with  the  enemy,  or  be  held  in  positions 
that  will  obstruct  the  advance  of  the  enemy.  It  must  be  held 
on  lines  of  defense  where  it  is  free  to  move  with  its  force  fully 
developed;  not  shut  up  in  fortresses  or  behind  shoals  where  it 
may  be  blockaded  or  masked  and  from  whence  it  can  expect  to 
make  its  escape  only  by  vessels  and  not  as  a  fleet. 

The  true  objective  of  the  fleet  is  the  fleet  of  the  enemy,  and 
success  either  in  attack  or  defense  can  only  be  gained  by  fighting. 

The  Strategic  Position  of  Hawaii. 

Honolulu,  the  capital  of  Hawaii,  is  on  the  island  of  Oahu  and 
centrally  located  in  the  Pacific  Ocean.  It  is  2016  miles  from 
Unalaska,  2395  from  Sitka,  about  2300  from  the  British  naval 
station  at  Esquimalt,  2305  from  Port  Townsend,  2089  from  San 
Francisco,  3310  from  Acapulco,  4665  from  Panama,  3399  from 
Yokohama,  4961  from  Hong  Kong,  4614  from  Sydney  via  Apia. 
It  is  the  natural  stopping  point  on  all  routes  from  America  to 
China  and  Japan,  and  lies  between  the  ports  of  British  Columbia 
and  Australia.  It  is  about  2000  miles  from  all  the  Pacific  ports 
of  the  United  States,  from  San  Diego  in  the  south  to  Unalaska  in 
the  northwest.  The  importance  of  its  position,  both  commer- 
cially and  strategically,  would  be  greatly  increased  by  the  opening 
of  the  Nicaragua  canal. 

It  is  not  within  the  province  of  this  paper  to  attempt  to  discuss 
the  commercial  value  of  the  Hawaiian  islands  to  the  United 


64  OUR   NAVAL   POWEIL 

States  in  time  of  peace,  but  to  endeavor  to  show  how  important 
they  must  be  to  the  United  States  in  time  of  war,  from  their 
strategic  position.  Any  one  considering  the  defense  of  om*  east- 
em  coast  must  see  at  once  the  difficulties  that  would  be  removed 
with  Bermuda  out  of  our  way,  and  the  advantages  they  offer 
to  Great  Britain  should  she  be  the  attacking  party.  The  Hawai- 
ian islands  would  not  be  as  valuable  as  Bermuda  to  an  attacking 
enemy,  because  of  their  greater  distance  from  our  coast,  but  they 
would  be  more  valuable  to  us  as  a  point  from  which  to  defend 
our  transoceanic  routes.  It  would  not  be  difficult  for  us  to  hold 
the  same  position  in  the  northeastern  Pacific  towards  other 
naval  powers  that  Great  Britain  holds  in  the  remaining  waters 
of  the  world;  and  if  we  really  develop  our  foreign  commerce  and 
take  advantage  of  the  new  and  most  valuable  openings  for  trade 
in  China,  the  only  rival  who  should  closely  approach  us  in  sea 
power  would  be  Japan. 

The  advantage  of  outlying  ports  and  coaling  stations,  in  times 
of  peace,  is  freely  admitted  on  all  sides.  The  controversy  arises 
when  the  possibility  of  war  is  considered.  The  wisdom  of  Great 
Britain  in  seizing  and  holding  her  imperial  fortresses,  Halifauc, 
Bermuda,  Gibraltar  and  Malta;  her  imperial  coaling  stations, 
fifteen  in  number;  and  her  other  defended  outlying  ports,  twenty- 
one  in  number,  can  hardly  be  denied;  but  then,  say  some  strate- 
gists who  carry  the  theory  of  "command  of  the  sea"  to  ex- 
tremes. Great  Britain  can  hold  these  ports  with  honor  and  safety, 
as  she  holds  command  of  the  sea;  but  for  other  countries  to  do  so 
would  serve  to  weaken  their  power  by  attempts  to  defend  them, 
and  in  the  end  would  be  furnishing  an  easy  prey  for  the  forces 
of  Great  Britain.  And  right  here  is  a  comparison  used  by 
nearly  all  strategists,  a  natural  one,  but  one  which  if  carried  too 
far  leads  to  error.  It  is  natural  to  compare  all  sea  force  with 
that  of  the  country  pre-eminent  in  such  force;  but  it  would  be 
foolish  for  a  country  to  relinquish  advantages  or  safeguards  be- 
cause, as  against  Great  Britain,  they  might  prove  disadvantages 
or  dangers,  for  there  are  other  countries  besides  Great  Britain 
who  are  struggling  for  the  commerce  of  the  world.  This  mis- 
conception of  the  theory  of  the  command  of  the  sea  leads  some 
to  object  to  our  attempting  to  hold  Tortugas,  and  leads  some  of 
the  French  into  the  idiocy  of  commerce-destroying  and  torpedo- 
boat  defense. 


OUR  NAVAL   POWER.  6$ 

There  are  to  be  found  men  even  in  Great  Britain,  generally 
termed  "  Little  Englanders,"  who  would  relinquish  Malta  and 
Gibraltar  and  would  withdraw  from  the  Mediterranean,  because 
Great  Britain  would  find  it  difficult,  under  some  circumstances, 
to  hold  command  of  that  sea,  and  because  by  relinquishing  all 
eflfort  there  she  would  be  stronger  at  other  and  more  vital  points. 
Relinquishing  Malta  and  Gibraltar  would  be  the  first  step  on  the 
road  that  leads  to  the  disintegration  of  the  British  Empire  and 
to  the  re-establishment  of  "  Little  England." 

Let  us  see  how  far  such  an  argument,  if  logically  carried  out, 
would  take  the  "  Little  Englanders."  Great  Britain  has  long 
reigned  paramount  in  the  China  seas.  With  her  chain  of  ports 
and  colonies  between  China  and  the  mother  country  she  has 
found  it  easy  to  maintain  the  strongest  naval  force  in  those 
waters,  resting  on  Hong  Kong  as  a  base.  But  the  condition 
of  affairs  in  those  seas  is  changing  rapidly,  and  it  is  not  hard 
to  foresee  the  time  when  she  will  find  it  difficult  and  extremely 
expensive  to  maintain  a  fleet  equal  to  that  of  at  least  two  of  the 
nations  interested  in  those  waters.  Germany  has  made  great 
advances  in  her  trade  with  China,  and  Germany  has  a  growing 
desire  for  colonies  and  a  determination  to  create  a  large  navy, 
but  she  has  no  chain  of  ports  and  no  base  at  present  in  the 
China  seas.  France  has  been  extending  her  territory  at  the 
expense  of  China.  Her  navy  is  second  only  to  that  of  Great 
Britain.  She  has  a  broken  chain  of  defended  ports  in  Dakar, 
Reunion,  Diego  Suarez  and  New  Caledonia,  and  a  base  at 
Saigon.  Russia's  territory  borders  China,  her  navy  is  large  and 
increasing,  she  has  the  home  base  of  Vladivostock,  and  this 
fortress  will  soon  be  connected  by  rail  with  the  seat  of  her 
resources  and  her  power.  Russia,  France  and  Germany  dictated 
the  terms  of  the  China- Japan  treaty,  while  England  held  aloof. 
But  most  important  of  all,  a  new  sea  power  has  arisen  in  the 
East,  and  Japan  is  now  creating  a  navy  that  she  can  maintain 
easily  at  a  strength  greater  than  the  forces  that  any  other  power 
can  maintain  in  the  China  sea  without  great  exertion  and 
enormous  expense.  The  manifest  destiny  of  Japan,  unless  her 
new  civilization  be  checked,  is  to  be  the  great  maritime  powei 
of  the  East.  Would  the  "  Little  Englanders  "  withdraw  from 
Hong  Kong,  relinquish  their  influence  in  China,  and  retire  to 
India,  >^caii?^  «he  c^*''^^*  rnmmand  ^H  the  China  seas?    Wh^ii 
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would  the  great  body  of  merchants,  centered  at  Calcutta,  say  to 
such  a  policy?  It  is  well  known  that  their  counsels  are  almost 
supreme  at  London  when  Eastern  affairs  are  considered.  Is  it 
not  plain  that  such  a  policy  of  retreat  would  lead  to  the  disinte- 
gration of  the  British  Empire?  It  is  this  mistaken  view  of 
naval  strategy  that  would  lead  us  to  reject  the  Hawaiian  islands, 
for  although  we  are  not  dependent  upon  colonies,  we  have  a 
coast  to  protect  with  some  commerce  that  is  destined  to  be  a 
great  source  of  wealth. 

Is  Great  Britain  the  only  country  that  can  afford  to  hold 
coaling  stations?  The  military  doctrine  that  applies  to  islands, 
coaling  stations  and  outlying  ports  separated  from  the  military 
strength  of  the  country  by  water  is  intimately  connected  with  the 
doctrine  of  the  "  command  of  the  sea."  The  primary  object  of 
each  maritime  power  in  time  of  war  is  to  obtain  "  command  of 
the  sea,"  and  until  this  is  obtained  it  is  hazardous  to  attempt 
other  operations,  such  as  invasions,  territorial  attacks,  blockades 
or  commercc-dcstrojring  on  a  large  scale.  A  country  may  have 
"  command  of  the  sea  "  in  a  general  sense  and  yet  its  enemy 
may  hold  command  in  certain  localities.  Again  the  time  limit 
becomes  important.  Some  operations,  such  as  serious  invasions, 
might  require  that  the  "  command  of  the  sea  *'  be  held  for  a 
practically  unlimited  time,  whereas  an  important  raid  might  be 
made  with  the  command  lasting  for  a  short  time  only.  Fort- 
resses, coaling  stations  and  defended  ports  all  would  have  a 
limit  to  their  endurance.  For  each  one  the  force  necessary  for 
its  capture  and  the  time  it  could  hold  out  against  such  a  force 
could  be  calculated.  That  is,  against  each  one  might  be  placed 
a  fig^e  representing  the  force  and  time  necessary  for  its  subjuga- 
tion. Let  us  say  that  Great  Britain  had  lost  command  of  the 
Mediterranean  and  that  it  was  held  by  France,  or  France  and 
Russia.  Malta  must  fall  eventually  to  the  allies,  but  the  allies 
must  pay  for  it  by  the  expenditure  of  a  certain  amount  of  ma- 
terial— men  killed  and  wounded,  ships  sunk  and  injured,  ammu- 
nition and  supplies  expended — ^and  the  force  must  be  occupied  a 
certain  length  of  time  and  thus  prevented  from  undertaking 
other  operations  possibly  more  important,  while  the  time  thus 
occupied  might  enable  Great  Britain  to  assemble  a  force  sufficient 
to  regain  the  command  of  the  Mediterranean  and  with  it  Malta. 
Again,  suppose  we  were  at  war  with  Great  Britain  and  her  fleet 
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occopied  the  Gulf  of  Maine  and  were  off  Boston.  We  might 
start  out  from  the  Chesapeake  with  our  vessels  and  transports 
and  seize  Bermuda  while  we  had  temporary  command  in  that 
locality.  We  could  not  hold  it,  for  the  superior  fleet  would 
drive  us  away  and  the  troops  would  soon  be  made  prisoners, 
unless  they  were  transported  back  to  our  coast  in  time.  The 
fact  is  that  the  entire  expedition  would  be  in  great  danger  from 
the  time  of  leaving  until  its  return  to  our  own  ports,  but  we 
might  have  inflicted  serious  damage  to  the  enemy.  The  danger 
of  such  eccentric  operations  is  that  it  leaves  the  enemy  free  to 
inflict  great  damages  without  his  running  serious  risks,  and  our 
vessels  and  troops  might  have  been  employed  in  the  defense  in 
a  manner  calculated  to  have  a  more  lasting  effect  on  the  war 
as  a  whole.  As  it  is,  Bermuda  adds  strength  to  Great  Britain's 
sea  power. 

In  time  of  war  a  coaling  station  or  defended  port  has  great 
value  as  a  point  of  refuge  for  merchant  vessels,  and  as  a  point 
where  your  own  vessels  may  reasonably  expect  to  find  coal  and 
be  able  to  take  it  on  board  with  comparative  safety.  It  would 
be  valuable  without  a  coal  pile,  for  coal  could  be  sent  there  in 
coUiers.  If  undefended,  the  coal  pile  might  be  seized  by  the 
enemy  and  the  colliers  seized  or  driven  away.  Again,  it  is  valu* 
able  as  a  point  where  your  enemy's  vessels  cannot  take  refuge 
and  where  he  cannot  coal  until  he  has  reduced  the  fortifications. 
If  this  station  was  owned  by  you  and  undefended,  or  belonged 
to  a  weak  neutral,  your  enemy  might  use  it  freely  as  a  coaling 
station,  and  it  would  be  next  in  value  to  him  to  one  of  his  de- 
fended ports. 

While  Great  Britain  would  be  likely  to  have  "  command  of  the 
sea  "  if  at  war  with  any  one  or  even  any  two  naval  powers,  she 
would  be  without  the  local  command  at  many  points,  and  it  is 
therefore  necessary  for  her  to  fortify  her  coaling  stations.  She 
has  four  points  where  her  fleet  might  be  gathered  for  attack  or 
defense,  for  repairs,  coal,  ammunition  or  other  supplies,  that  she 
has  deemed  to  be  of  sufficient  importance  to  turn  them  into 
fortresses.  These  places  are  strong  enough  to  resist  a  powerful 
attack  for  quite  a  period  of  time.  Two  of  them  are  close  to  the 
coast  of  the  United  States.  The  coaling  stations  are  only  suffi- 
ciently strong  to  drive  off  raiders  or  unorganized  attacks. 

For  the  purposes  of  this  discussion  the  defended  places  may 
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be  divided  into  three  classes.  First,  the  class  of  small  isolated 
islands  where  landing  beyond  the  range  of  the  fortifications 
would  be  practically  impossible  until  the  fortifications  were  re- 
duced, but  where  those  who  man  the  forts  were  mainly  or 
entirely  dependent  upon  the  supplies  stored  up  before  attack. 
Second,  the  class  where  only  the  entrance  to  a  port  is  defended, 
where  troops  could  be  landed  beyond  range  of  the  fortifications, 
and  where  ample  supplies  could  be  drawn  from  the  immediate 
locality.  Third,  the  class  where  a  site  is  selected  and  fortifica- 
tions erected  so  as  to  protect  both  sea  and  land  sides,  where 
ample  supplies  can  be  obtained  unless  the  fortress  is  invested 
both  by  land  and  by  sea. 

The  places  of  the  first  class  must  be  reduced  by  ships  either 
by  direct  bombardment,  by  starvation  or  by  both.  In  this  con- 
nection the  following  quotation  from  "  Naval  Warfare,"  by  Ad- 
miral Colomb,  is  worthy  of  notice:  "  'Vessels  are  not  yet,  and 
never  will  be,  able  to  fight  on  even  terms  with  forts.'  This 
broad  issue,  so  put,  is  equivalent  to  saying  that  all  the  modem 
improvements  in  ships  have  been  met  by  equivalent  improve- 
ments in  forts,  and  unless  the  capacity  for  engaging  at  longer 
range  is  a  change,  there  is  none.  Other  broad  issues  arising 
out  of  the  bombardment  of  the  forts  at  Alexandria  are,  that  the 
surrender  of  a  place  cannot  be  achieved  without  troops  to  occupy 
any  more  now  than  formerly,  and  that  the  command  of  the  sea 
remains  a  necessity."  Places  of  the  second  class  may  be  cap- 
tured by  landing  troops  at  a  distance  from  the  guns  of  the  forti- 
fications and  by  bombardment.  Places  of  the  third  class,  if 
strong  enough  to  resist  bombardment,  can  be  starved  out  only 
if  invested  on  shore  as  well  as  at  sea.  Pearl  Harbor,  ten  miles 
from  Honolulu,  can  easily  be  turned  into  a  port  of  this  class. 

There  are  some  strategists  who  would  leave  all  coaling  sta- 
tions to  Great  Britain  because  of  her  great  "sea  power";  they 
compare  the  coaling  ports  to  outposts  on  shore  that  are  re- 
quired to  withdraw  to  the  main  lines  when  likely  to  be  cut  oflF 
by  a  superior  force.  Still  there  are  many  cases  where  outposts 
are  called  upon  to  hold  out  to  their  uttermost,  thus  delaying  the 
enemy,  possibly  frustrating  some  of  his  designs  and  admitting 
the  possibility  of  a  rescue.  These  arguments  if  carried  to  a 
logical  conclusion  would  prevent  all  countries,  other  than  Great 
Britain,  from  building  up  a  navy,  or  would  drive  them  to  iso- 
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lated  commerce-destroying  as  a  means  of  waging  a  serious  war. 
It  is  well  to  remember  that  time  and  material  are  valuable,  and 
that  even  when  no  valuable  time  is  lost,  that  for  every  dollar 
spent  in  defending  the  port  the  enemy  must  spend  ten  to  capture 
it,  and  while  capturing  the  port  more  important  work  may  be 
neglected. 

Should  Hawaii  be  a  part  of  the  United  States,  at  least  we 
should  secure  it  from  having  a  fortified  port  in  adverse  hands 
at  the  beginning  of  the  war.  Of  course  we  would  be  under 
obligations  to  protect  it,  but  we  do  not  hesitate  to  risk  our  wealth 
in  San  Francisco  until  it  is  so  fortified  as  to  be  safe  against  an 
enemy.  We  will  be  obliged  to  protect  Hawaii,  but  its  possession 
will  bring  greater  security  than  obligations  to  protect.  Pearl 
Harbor  can  be  securely  protected  from  land  and  sea,  and  can  be 
supplied  easily  unless  closely  invested.  It  would  not  be  an 
expensive  operation  to  render  Oahu  secure  against  anything  but 
a  strongly  organized  expedition,  a  strong  military  force  of  all 
arms  and  a  strong  naval  force.  Such  an  expedition  would  be 
impossible  for  any  probable  enemy  until  they  had  obtained 
"  command  of  the  sea  "  by  crushing  our  naval  force. 

Hawaii,  from  its  strategical  position,  belongs  to  the  United 
States.  It  will  be  a  source  of  strength  and  not  of  weakness.  It 
will  be  a  refuge  for  our  marine  and  a  danger  to  our  enemy's 
marine.  It  can  be  readily  protected,  as  well  as  fitted  to  assist 
in  protecting  our  Pacific  coast.  And  at  the  very  worst,  should 
we  fail  to  afford  it  land  protection  and  neglect  our  naval  forces 
in  the  Pacific,  it  will  not  form  an  immediate  refuge  and  base  for 
our  enemy.  Every  dollar  spent  in  protecting  Hawaii  will  require 
at  least  ten  dollars  from  an  enemy  who  attempts  its  capture,  and 
the  security  gained,  by  holding  our  possible  enemies  at  bay  2000 
miles  from  our  coast,  cannot  be  estimated  in  dollars  and  cents. 

Fortified  bases,  whether  for  coaling,  for  repairs,  for  supplies 
or  for  refuge,  become  sotu'ces  of  strength  to  a  maritime  power 
when  they  are  well  selected,  and  are  only  sources  of  weakness 
when  selected  without  a  definite  place  in  a  naval  program,  or 
when  so  situated  that  to  protect  them  would  require  an  excessive 
naval  force,  or  the  use  of  the  naval  force  in  an  improper  direction, 
that  is,  divert  it  from  more  useful  aims.  To  attempt  to  hold  a 
fortified  port  off  the  English  coast  would  be  to  throw  away  a 
portion  of  our  resources,  for  we  could  not  hope  to  have  local 
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command  of  the  sea  at  such  a  point  for  any  useful  period  of  time, 
and  at  any  time  after  the  outbreak  of  war  she  could  reduce  it 
without  fear  of  definite  resistance  from  our  sea  forces.  Whereas 
for  us  to  hold  the  Tortugas  or  Bermudas  would  be  to  multiply 
our  resources,  as  we  could  hold  local  command  of  the  sea  at 
such  points,  and  such  places  could  not  be  reduced  until  after  our 
fleet  had  been  crushed,  and  the  possession  of  fortifications  at  these 
points  would  so  strengthen  our  fleet  as  to  require  a  much  superior 
force  to  crush  it.  It  must  be  remembered  that  cross  raiding  has 
little  effect  on  the  final  results  of  a  war.  All  the  valuable  pos- 
sessions of  the  defense  may  become  the  property  of  the  attack 
when  it  is  successful,  and  improperly  selected  bases  of  the  defense 
may  fall  to  the  attack  without  diverting  it  from  the  main  issue, 
but  well  selected  bases  become  an  integral  part  of  the  defense  and 
enable  it  to  resist  the  attack,  and  should  only  fall  after  a  complete 
failure  of  the  defense,  or  after  costing  the  attack  such  an  expen- 
diture of  time  and  material  as  to  proportionally  weaken  it  Not 
to  create  a  naval  force  of  sufficient  power  to  make  well  selected 
bases  valuable  is  to  relinquish  the  attempt  to  conduct  a  successful 
defense  against  a  maritime  power,  and  to  rel^ate  all  the  vessels 
of  war  and  all  the  fortifications  near  the  sea  front  to  attempting 
to  defend  isolated  localities  against  strong  attacks,  so  that  a  well 
equipped  enemy  could  seize  our  fortified  points  one  by  one  and 
even  dominate  our  coasts  without  giving  us  the  opportunity  of 
making  more  than  a  feeble  resistance.  Would  it  not  be  better 
to  trust  to  peaceful  arguments  to  avert  war,  and  when  these  fail  to 
pay  an  indemnity  to  the  aggressor,  than  to  aggravate  the  enemy 
into  increasing  our  penalty  by  making  a  feeble  resistance?  There 
can  be  no  question  but  that  in  the  present  state  of  the  morals  of 
the  inhabitants  of  this  globe  force  must  be  met  by  force,  and 
putting  aside  questions  such  as  avenging  insults,  vindicating 
principles  or  righting  wrongs,  there  still  remains  the  necessity 
for  a  strong  naval  force  with  well  fortified  bases  for  the  sole  pur- 
pose of  protecting  our  coasts  and  safeguarding  our  wealth,  if  not 
our  lives  and  our  liberties. 

The  Nicaragua  Canal. 

An  interoceanic  canal  connecting  the  Atlantic  and  Pacific 
oceans  has  long  been  desired  by  the  merchants  of  all  nations, 
and  one  under  the  protection  of  this  country  has  for  some  years 
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been  advocated  by  our  statesmen  and  has  strong  support  among 
our  thinking  people. 

Among  the  many  routes  proposed,  two  have  been  accepted 
generally  as  the  best,  that  is,  Nicaragua  and  Panama.  Any  one 
examining  the  surveys  and  reports  and  weighing  all  reasonably 
accurate  data  would  be  at  a  loss  to  explain  the  selection  of  the 
Panama  route,  if  unacquainted  with  the  reasons  other  than 
economic  that  determined  its  choice.  The  history  of  the  Panama 
canal  is  fairly  well  known  at  the  present  day.  How,  after  the 
expenditure  of  millions,  but  little  valuable  work  was  left  to  show 
for  the  money  that  had  taken  wings,  and  how  at  the  present  time, 
after  a  slight  resurvey,  a  pretense  of  work  is  again  being  made 
without  any  real  attempt  to  overcome  the  serious  natural  diffi- 
culties. 

It  is  difficult  to  believe  that  the  Tehuantepec  ship-railway  was 
seriously  considered  by  any  number  of  men  of  importance,  but 
it  has  been  used  to  retard  the  important  undertaking  in  Nicar- 
agua. 

Few  can  doubt  the  great  commercial  advantages  to  this  coun- 
try of  an  interoceanic  canal;  even  the  transcontinental  railroads 
must  see  that  although  they  may  lose  some  heavy  freight,  that 
they  must  be  the  gainers  by  the  establishment  of  a  canal  that 
will  serve  to  increase  the  prosperity  of  both  coasts  and  therefore 
increase  the  freight  and  passengers  moving  over  their  lines. 
Competition  between  rail  and  water  routes  is  never  real  and  never 
lasting;  each  route  soon  carries  the  class  of  freight  for  which  it 
is  peculiarly  adapted,  and  the  prosperity  of  one  is  increased  by 
the  establishment  of  the  other. 

Only  those  who  believe  in  the  certainty  of  universal  peace  in 
modem  times  can  look  without  alarm  upon  the  building  of  a 
canal  between  the  Atlantic  and  the  Pacific  by  a  company  virtu- 
ally if  not  nominally  under  the  protection  of  a  European  power. 
A  new  state  on  the  American  continent  under  the  protection  of 
a  European  power  would  be  less  menacing  to  the  vital  interests 
of  the  United  States. 

The  commercial  advantages  of  such  a  canal  being  admitted,  so 
far  as  the  interests  of  the  United  States  are  concerned,  the  next 
question  is  one  of  military  policy.  It  does  not  require  an  expert 
to  see  the  enormous  advantages  and  great  gain  to  the  military 
strength  of  the  country  that  have  resulted  from  the  close  commu- 
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nication  established  by  means  of  railroads  between  the  Atlantic 
and  Pacific  States.  When  the  mind  is  not  clouded  by  the  idea 
that  forts  form  a  satisfactory  coast  defense,  and  the  value  of  ships 
is  clearly  understood,  the  advantage  to  us  of  a  means  by  which 
oiu"  naval  force  can  be  concentrated  on  either  coast  becomes 
apparent.  For  then  we  would  have  no  rival  in  the  race  for  the 
command  of  the  sea  in  the  eastern  Pacific,  and  our  position  in 
the  Atlantic  would  be  greatly  strengthened.  The  radical  diflfer- 
ence  between  the  railroads  and  a  canal  is  that  the  former  lie 
within  our  own  territory  while  the  latter  must  be  located  at  some 
distance  beyond.  The  one  requires  military  and  the  other  naval 
protection.  The  one  is  already  secure;  the  other  must  be  made 
secure  by  holding  the  command  of  the  connected  seas  if  we  are  to 
fulfill  otu*  manifest  destiny  and  become  a  great  manufacttuing 
country. 

Does  such  protection  require  a  more  powerful  naval  force  than 
would  be  otherwise  necessary  to  safeguard  the  interests  of  our 
country?  It  does  not  do  to  consider  any  of  the  great  interests  ol 
a  country  as  if  they  were  so  many  isolated  quantities,  as  in  so 
doing  grave  errors  must  be  committed.  Doing  so  might  lead  to 
the  following  reasoning:  That  there  was  no  utility  in  constructing 
a  canal  because  of  lack  of  commerce;  no  use  to  increase  our  com- 
merce because  of  lack  of  naval  force  for  its  protection;  and  no 
use  to  build  up  the  Navy  because  there  was  no  canal  and  no 
commerce  to  defend.  We  cannot  become  a  great  manufacturing 
state  or  dispose  of  our  surplus  farming  produce  to  advantage  un- 
less we  increase  our  commerce.  We  cannot  greatly  increase  our 
commerce  unless  we  increase  our  merchant  marine.  We  cannot 
increase  our  commerce  and  our  merchant  marine  without  increas- 
ing our  responsibilities  and  therefore  increasing  the  need  for  a 
naval  force.  With  a  naval  force  commensurate  with  oiu*  neces- 
sities we  must  become  the  dominant  naval  power  in  American 
waters,  and  the  safety  of  all  routes  between  the  Atlantic  and  the 
Pacific  be  secured. 

The  consideration  of  the  protection  of  the  Nicaraguan  canal 
draws  out  similar  lines  of  argument  to  that  of  the  protecticMi  of 
fortified  bases.  The  distance  of  the  canal  from  home  bases  be- 
comes of  vital  importance.  Any  one  of  the  great  naval  powers  of 
Europe  might  maintain  in  its  own  waters  an  overwhelming  force 
as  compared  to  ours,  and  yet  be  unable  to  hold  command  of  the 
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Caribbean  sea  or  to  attack  Greytown  with  reasonable  chances  of 
success.  Some  of  these  powers  have  bases  in  these  waters,  while 
up  to  the  present  time  we  have  neglected  all  our  opportunities;  but 
while  these  advance  bases  would  enable  them  to  maintain  a  lim- 
ited force  for  a  limited  time  in  the  waters  in  question,  the  distance 
between  the  advance  and  home  bases  would  prevent  them  from 
maintaining  a  powerful  force  there,  and  would  make  it  doubtful 
for  a  limited  force  for  an  extended  period  during  war.  Without 
advance  bases,  except  such  as  would  be  seized  at  the  time,  a 
powerful  force  operating  in  these  waters  would  be  possible  for  us 
when  impossible  for  a  European  power,  and  with  proper  advance 
bases  we  could  maintain  command  of  the  Caribbean  sea  without 
straining  our  resources.  The  problem  on  the  Pacific  coast  is  less 
complicated.  There  the  ease  with  which  we  can  command  the 
sea  is  apparent,  and  it  only  requires  a  little  thought  and  use  of 
opportunities  to  prevent  unnecessary  expense. 

Depth  and  Draft. 

The  depth  of  water  in  the  channel  leading  into  any  harbor 
should  be  the  ruling  element  in  the  design  of  its  defenses.  For 
the  draft  of  the  attacking  ships  is  limited  by  the  depth  of  the 
channel,  and  the  armored  protection  of  the  ship  is  somewhat  pro- 
portional to  its  draft.  Ships  may  be  heavily  armored  and  yet  be 
of  light  draft,  as  are  our  monitors;  but  in  securing  light  draft  and 
maintaining  heavy  armor  and  armament,  coaling  radius  and  sea- 
going qualities  have  been  sacrificed.  It  is  not  likely  that  any 
such  vessel  would  cross  the  ocean  to  attack  our  coasts.  Again 
it  is  the  general  rule,  although  there  are  notable  exceptions,  that 
the  calibre  of  guns  corresponds  in  some  degree  with  the  amount 
of  armor  carried.  Small  calibre  guns  do  not  require  very  heavy 
fortifications,  and  it  would  seem  reasonable  that  the  class  of  guns 
to  be  carried  in  the  forts  should  be  determined  by  the  class  of 
ships  that  is  likely  to  attack  them.  A  well  located  shell  from  a 
large  calibre  gun,  lo-in.  and  upwards,  would  be  sufficient  to 
seriously  damage  or  destroy  an  unarmored  cruiser.  But  large 
calibre  guns  are  loaded,  aimed  and  fired  slowly,  and  the  percen- 
tage of  hits  in  actual  combat  is  not  likely  to  be  large,  even  if  the 
vessel  is  not  moving  rapidly,  and  of  course  the  percentage  of 
well  located  hits  must  be  much  smaller.  A  fair  sized  battery  of 
rapid-fire  guns  would  be  almost  certain  to  stop  a  cruiser  that  '  y. 
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might  pass  a  few  lo-in.  guns  without  serious  damage;  and  the 
cost  of  such  a  battery  would  be  much  less  than  that  of  the 
emplacements,  carriages  and  guns  of  the  heavier  calibre.  When 
unarmored  vessels  only  can  be  expected  to  make  the  attack,  the 
defense  made  by  a  rapid-fire  battery  would  have  the  advantage 
over  guns  of  larger  calibre  in  the  points  of  efficiency  and  expense 
as  well  as  of  choice  of  location,  etc.  That  the  greater  range  of 
the  larger  calibre  can  be  neglected  fairly  must  be  admitted  by  all 
who  have  given  the  subject  full  consideration.  At  great  ranges 
the  slightest  change  in  the  weight  or  conformation  of  the  pro- 
jectile, in  the  quantity  or  quality  of  the  powder,  in  the  tempera- 
ture of  the  gun,  in  the  condition  of  the  atmosphere  and  in  the 
direction  of  the  wind,  the  slightest  difference  in  any  one  of  these 
uncertain  quantities  is  sufficient  to  cause  a  clean  miss. 

Let  us  consult  one  of  the  late  lists  of  the  war  vessels  of  Great 
Britain  and  pick  out  all  the  armored  vessels  drawing  less  than  20 
feet.  We  find  the  Penelope,  4470  tons,  drawing  17  ft.  6  in., 
capable  of  steaming  1360  miles  at  10  knots  speed,  carrying  eight 
8-in.  muzzle-loading  rifles  and  protected  by  6-in.  armor.  The 
Glatton,  4910  tons,  draft  19  ft  6  in.,  steaming  radius  2000  miles 
at  10  knots,  guns  two  12-in.  muzzle-loading  rifles,  armor  7  to  14 
in.  The  Cyclops,  Gorgon,  Hecate,  and  Hydra,  3560  tons,  draft 
16  ft.  4  in.,  steaming  radius  1250  miles,  guns  four  lo-in.  M.  L.  R., 
armor  5  to  10  in.  The  Magdala,  3340  tons,  draft  15  ft  3  in., 
steaming  radius  800  miles,  guns  four  8-in.  B.  L.  R.,  armor  7  to 
10  in.  The  Abyssinia,  2900  tons,  draft  15  ft,  steaming  radius 
1000  miles,  guns  four  8-in.  B.  L.  R.,  armor  6  to  10  in.  The 
Scorpion  and  Wivern,  2750  tons,  draft  17  ft,  steaming  radius  11 50 
miles,  guns  four  9-in.  M.  L.  R,  armor  4.5  to  5  in. 

All  of  these  vessels  are  armored  with  iron  plates,  and  their 
water  line  belt  can  be  pierced  by  6-in.  guns.  All  are  slow,  and 
only  one  carries  suflicient  coal  to  steam  2000  miles.  All  but  two 
are  armed  with  muzzle-loading  guns.  The  two  armed  with 
breech-loading  guns  were  built  for  the  coast  defense  of  India  and 
have  a  very  limited  coal  endurance.  In  fact  we  may  conclude 
that  all  of  our  ports  whose  channels  have  only  20  feet  of  water 
are  secure  from  attack  by  armored  vessels  except  where  suffi- 
ciently near  the  sea  to  permit  of  distant  bombardment 

Again  consulting  the  list  for  vessels  drawing  under  25  ft  we 
find  the  following  in  addition  to  those  already  mentioned.    The 


OUR  NAVAL   POWER.  75 

Conqueror  and  Hero,  6200  tons,  draft  24  ft,  steaming  radius 
5200  miles,  guns  two  12-in.  B.  L.  R.,  armor  8-in.  to  lo-in.  com- 
pound. The  Audacious,  Invincible,  and  Iron  Duke,  6010  tons, 
draft  23  ft.  8  in.,  steaming  radius  3900  miles,  guns  ten  9-in.  M. 
L  R.,  armor  4-in.  to  8-in.  iron.  The  Belleisle  and  Orion,  4870 
tons,  draft  21  ft,  steaming  radius  1850  miles,  guns  four  12-in. 
M.  L.  R.,  armor  6-in,  to  12-in.  iron.  The  Rupert,  5440  tons, 
draft  23  ft.  7  in.,  steaming  radius  1350  miles,  guns  two  9.2-in. 
B.  L.  R.,  armor  7-in.  to  12-in.  The  Hotspur,  4010  tons,  draft  21 
ft  10  in.,  steaming  radius  950  miles,  guns  two  12-in.  M.  L.  R., 
armor  7-in.  to  ii-in.  iron.  The  Prince  Albert,  3880  tons,  draft 
20  ft.  4  in.,  steaming  radius  950  miles,  guns  four  9-in.  M.  L.  R., 
armor  4.5-in.  to  5.5-in.  iron.  And  the  Aurora,  5600  tons,  draft 
22  ft  6  in.,  steaming  radius  8000  miles,  g^ns  two  9.2-in.  B.  L.  R., 
armor  lo-in.  to  i6-in. 

Of  these  the  first  five  are  the  only  ones  that  could  be  brought 
against  our  fortifications.  The  first  two  are  fairly  formidable 
vessels,  but  their  armor  can  be  pierced  by  8-in.  guns.  The  Auda- 
cious, Invincible,  and  Iron  Duke  could  not  work  their  muzzle- 
loading  guns  against  a  battery  of  rapid-fire  guns,  and  a  large 
proportion  of  their  armor  can  be  penetrated  by  6-in.  guns. 
England  has  many  formidable  battle-ships,  but  they  all  draw  over 
25  feet  and  many  closely  approach  30  feet  So  that  for  harbors 
whose  channels  have  only  25  feet  of  water,  except  when  it  can 
be  bombarded  from  the  sea,  the  defense  will  be  stronger  if  rapid- 
fire  guns  are  used  than  if  larger  calibre  were  preferred.  Even 
where  the  exception  rules,  guns  of  heavy  calibre  may  make  bom- 
bardment slightly  dangerous,  but  it  can  only  be  prevented  by  the 
use  of  battle-ships  and  torpedo  boats. 

Now  if  we  examine  the  charts  we  will  see  how  very  few  harbors 
of  importance  will  admit  vessels  drawing  over  25  feet.  Ports- 
mouth, Newport,  New.  London,  New  York,  Baltimore  (by  a 
dredged  channel).  Key  West  (by  the  S.  W.  channel  which  is  not 
safe),  and  New  Orleans  (kept  open  by  jetties),  are  the  principal 
deep  water  ports  on  the  Atlantic  Coast.  It  is  expected  that 
Boston  and  Norfolk  will  have  30  feet  dredged  channels  at  an 
early  date.  These  harbors  would  require  shore  defenses  against 
battle-ships,  remembering  that  dredged  and  other  narrow  chan- 
nels can  be  readily  rendered  impracticable  with  ground  mines 
and  other  obstructions. 


76  OUR   NAVAL  POWER. 

In  reviewing  the  report  of  the  Chief  of  Engineers,  for  the  last 
year,  one  is  struck  at  once  with  the  large  amount  of  work  that 
has  been  completed  on  emplacements  for  heavy  guns  and  mortars 
as  compared  with  that  for  smaller  guns.  To  be  sure  there  are 
two  good  reasons  for  this,  one  that  such  important  ports  as  New 
York  require  many  heavy  guns  and  mortars,  and  the  other  that  as 
emplacements  for  the  heavy  guns  take  far  longer  than  those  for 
rapid-fire  guns,  it  is  well  to  undertake  the  installment  of  the 
heavy  guns  first  There  are  some  points  where  even  heavier 
guns  could  be  used  to  advantage,  and  others  where  it  is  to  be 
hoped  heavy  guns  will  be  installed,  but  surely  ten-inch  guns  arc 
not  required  at  Portland  with  21  feet  of  water,  or  at  Washington 
with  20  feet,  or  12-in.  guns  at  Charleston  with  only  15  feet  of 
water.  If  these  guns  are  intended  to  prevent  distant  bombard- 
ment they  should  be  of  heavier  calibre,  certainly  not  less  than  13 
inches,  and  if  they  are  intended  to  drive  off  cruisers  they  are  too 
large.  The  recommendations  of  the  Endicott  Board  appear  to 
be  the  guides  that  are  being  followed,  but  conditions  have 
changed  somewhat  since  they  were  made,  displacements  have  in- 
creased and  consequently  draft,  armor  has  been  improved,  the 
rapid-fire  gun  has  been  developed,  and  the  plans  should  be  altered 
to  meet  the  new  conditions. 

Type  of  War-Ships. 

All  naval  powers  appear  to  be  agreed  upon  the  necessity  of 
three  broad  types,  viz.  battle-ships,  cruisers  and  torpedo  boats; 
but  armored  vessels  are  constructed  upon  largely  varying  designs, 
so  that  there  are  not  only  numerous  other  types  besides  battle- 
ships, but  there  are  many  vessels  that  are  placed  in  one  type  by 
some  authorities  and  in  another  type  by  others.  The  line  be- 
tween battle-ships  and  armored  cruisers  is  far  from  distinct. 
Again,  heavily  armored  vessels  differ  so  in  their  steaming  radii  as 
to  range  from  vessels  fit  for  little  besides  harbor  defense,  through 
coast  defense  vessels,  to  sea-going  battle-ships.  Cruisers  are  so 
varied  in  design  as  to  furnish  examples  to  suit  the  most  erratic 
fancy.  Torpedo  boats  range  from  destroyers  of  about  350  tons 
to  small  launches.  Besides  these  we  have  vessels  designed  for 
special  purposes,  such  as  rams,  dynamite  cruisers,  etc.,  etc. 

The  question  of  the  necessity  of  building  battle-ships  has  been 
raised  frequently.    The  strongest  opposition  to  them  is  centered 
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in  France,  and  Admiral  Aube  has  a  large  following,  but  they  have 
been  unable  to  control  the  building  policy  of  that  country  for  any 
extended  period  of  time,  and  France  continues  to  build  battle- 
ships, although  the  designs  are  somewhat  controlled  by  similar 
ideas  to  those  that  would  stop  their  building. 

In  analyzing  the  many  arguments  raised  in  France  for  and 
against  the  building  of  battle-ships,  the  ruling  idea  that  appears 
to  permeate  those  from  the  new  school  is  that  there  is  one  type 
suitable  for  the  strong  naval  power  and  another  for  the  weak. 
That  France  cannot  aflFord  to  build  and  support  such  great  fleets 
of  battle-ships  as  England  has  built  and  is  building,  and  therefore 
should  put  her  faith  in  fast  cruisers  and  torpedo  boats.  That 
there  is  one  set  of  rules  of  strategy  for  the  strong  and  another  for 
the  weak.  Similar  ideas  led  to  our  policy  of  building  gun-boats 
instead  of  ships  of  the  line  and  frigates,  and  has  led  to  the  building 
of  many  harbor  defense  vessels.  Such  ideas  can  only  prevail 
because  of  a  thorough  misconception  of  the  uses  of  sea  power 
and  the  history  of  sea  fights,  and  restricts  the  area  of  the  influence 
of  sea  forces  so  as  to  make  them  little  more  than  adjuncts  to  land 
forces.  They  limit  the  final  operations  of  battle-ships  to  attempt- 
ing to  knock  down  forts,  and  would  make  the  destruction  of  a 
great  coast  fortress  valuable,  even  though  it  belonged  to  a  country 
without  naval  or  merchant  marine.  In  other  words,  they  fail  to 
see  that  the  true  value  of  a  fortress  is  to  protect  the  inlet  and 
outlet  for  trade,  the  vessels  carrying  the  trade,  the  vessels  pro- 
tecting the  trade,  and  the  supplies,  munitions  of  war,  repair  shops, 
etc.  Without  the  vessels  the  fortress  loses  most  of  its  value,  and 
with  the  vessels  cooped  up  within  its  protection  its  value  is  meas- 
ured by  the  force  of  the  enemy  required  to  close  its  mouth.  If 
they  build  any  battle-ships  they  would  build  them  to  protect  their 
coast,  and  they  build  fortresses  to  protect  their  battle-ships.  The 
problem  of  selecting  sites  for  fortifications  on  and  near  the  coast 
line  does  not  differ  greatly  from  that  of  selecting  them  in  the 
interior.  Few  engineers  of  the  present  day  would  think  of  de- 
signing immense  fortresses  with  the  idea  of  safeguarding  an  army 
inside.  The  example  of  Metz  would  be  sufficient  alone  to  pre- 
vent like  errors.  Why  then  Bazaine  our  fleets?  Fortifications 
are  designed  to  strengthen  portions  of  the  line  of  defense  of  an 
army,  and  to  protect  its  supplies,  munitions  of  war,  and  lines  of 
communication,  but  not  to  enclose  it.    The  value  of  an  army  is 
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mainly  dependent  upon  its  mobility,  and,  although  fortifications 
may  be  built  around  a  city  to  strengthen  its  defense,  the  army 
that  should  seek  refuge  within  would  be  partially  defeated,  its 
value  for  the  time  seriously  diminished,  and  even  the  defense  of 
the  city  weakened.  So  with  coast  and  harbor  fortifications;  they 
should  be  designed  to  strengthen  the  lines  of  defense  of  the  battle 
fleet  and  to  protect  its  supplies,  etc.  They  should  also  be  de- 
signed to  protect  cities  and  harbors,  and  usually  these  would 
include  points  of  supply.  But  the  battle  fleet,  like  the  army, 
should  have  room  to  manoeuvre  even  when  fighting  on  the 
defensive. 

Battle-ships  are  not  designed  to  attack  land  defenses,  but  to 
meet  other  vessels  on  the  sea;  and,  while  they  may  at  times  suc- 
cessfully bombard  fortifications,  they  will  do  so  only  under  ex- 
ceptional circumstances,  and  will  need  land  forces  to  succeed  in 
extensive  operations. 

The  greatest  blow  to  the  adherents  of  battle-ships  has  been 
struck  lately  by  Admiral  Colomb.  The  blow  is  severe  more  be- 
cause of  the  high  reputation  of  its  author  than  from  the  weight  of 
the  argument.  Admiral  Colomb  is  one  of  the  most  advanced 
thinkers  on  naval  subjects,  and,  in  my  opinion,  his  deductions 
from  history  are  better  guides  than  those  of  any  other  modem 
writer.  This  makes  his  predictions  as  to  battle-ships  the  more 
surprising.  What  might  be  brushed  aside  if  uttered  by  other 
men  requires  careful  consideration  when  it  comes  from  the  mouth 
or  pen  of  Admiral  Colomb.  There  is  one  saving  feature  in  the 
case,  and  that  is  the  well  known  tendency  of  the  Admiral  to  make 
assertions  when  desiring  to  evolve  an  argument  and  to  force  con- 
sideration of  a  subject,  that,  while  expressing  his  views,  are  easily 
twisted  into  other  meanings.  In  fact,  any  one  holding  opposite 
opinions  to  the  Admiral  is  apt  to  argue  as  if  the  Admiral  held 
extreme  views,  and  then  he  finds  he  has  been  fighting  the  air,  as 
the  Admiral  comes  back  with  a  clearer  statement  of  his  ideas.  In 
this  case  it  seems  as  if  there  were  no  opportunity  or  excuse  for 
misstating  the  views  of  Admiral  Colomb,  and  that  he  has  plainly 
placed  himself  on  the  side  of  the  destroyer  as  opposed  to  the 
battle-ship,  and  that  he  believes  it  is  time  for  Great  Britain  to 
cease  building  large  battle-ships,  that  an  entire  change  in  type  is 
necessary,  and  that  something  similar  to  the  destroyer  type  should 
take  the  battle-ship's  place.    He  assumes  that  the  battle-ship  has 
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reached  its  final  stage  of  developm^t,  that  the  type  has  reached 
its  highest  point  of  efficiency,  and  that  the  logical  deduction  from 
this  assumed  fact  is  that  a  new  type  must  be  evolved  to  fight  in 
the  line  of  battle.  This  new  type  he  seems  to  think  will  be  of  the 
nature  of  a  modified  destroyer.  He  seems  to  think  that  a  number 
of  destroyers,  whose  aggregate  cost  would  be  less  than  the  cost 
of  one  battle-ship,  would  be  more  than  a  match  for  her. 

If  there  is  any  one  thing  more  than  another  for  which  Admiral 
Colomb  is  justly  celebrated  it  is  his  power  of  predicting  the 
future  and  g^ding  the  present  state  of  naval  affairs  by  lessons 
drawn  from  the  past.  One  can  readily  imagine  how  he  would 
have  scathed  an  advocate  of  a  policy  of  building  small  vessels  to 
take  the  place  of  the  great  vessels  of  the  line,  and  what  ponderous 
blows  he  would  have  aimed  at  his  adversary  had  he  not  been 
imbued  with  ideas  that  have  forced  him  to  take  the  side  of  the 
small  vessels.  Under  other  circumstances  what  admirable  exam- 
ples he  would  have  drawn  from  history  to  show  the  necessity  of 
battle-ships,  and  how  he  would  have  shown  that  in  each  change 
of  design  the  logic  of  events  forced  the  building  of  greater  vessels. 
Now  he  is  limited  to  one  lesson  of  the  past,  that  is,  when  a  type 
approaches  the  point  of  perfection  a  new  type  better  adapted  to 
the  modified  circumstances  must  be  developed.  One  cannot  cease 
to  regret  that  a  writer  so  powerful  in  argument  should  be  found 
arrayed  against  the  battle-ship. 

One  of  the  strongest  examples  of  history  that  can  be  brought 
forward  on  the  side  of  the  small  vessel  is  the  defeat  of  the  Spanish 
Armada.  Here  the  small  swift  vessels  of  the  English  were  more 
than  a  match  for  the  large  unwieldy  vessels  of  the  Spanish,  yet 
England  and  the  maritime  world  did  not  draw  the  false  conclu- 
sion that  smaller  vessels  were  the  best — ^they  modified  their  vessels 
of  the  line  so  as  to  make  them  sufiiciently  powerful  to  overwhelm 
a  large  number  of  the  smaller  vessels. 

Froude,  in  his  lecture  entitled  "  The  Sea  Cradle  of  the  Revo- 
lution," speaking  of  the  reig^  of  Henry  VHI,  says:  "Genius 
kindled  into  discovery  at  the  call  of  the  country.  Mr.  Fletcher  of 
Rye  (be  his  name  remembered)  invented  a  boat  the  like  of  which 
was  never  seen  before,  which  would  work  to  windward  with  sails 
trimmed  fore  and  aft,  the  greatest  revolution  yet  made  in  ship- 
building." This  was  about  the  year  1539.  All  through  the  set  of 
lectures  delivered  by  this  author  at  Oxford,  1893-94,  the  advan- 
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tage  of"  this  invention  can  be  traced,  and  the  evidence  that  the 
Spanish  were  backward  in  adopting  it  "  Their  safety  depended 
upon  speed  of  sailing,  and  specially  on  the  power  of  working  fast 
to  windward,  which  the  heavy  square-rigged  vessels  could  not 
do."  "The  Pelican  sailed  two  feet  to  the  Cacafuego's  one." 
"  However  that  be,  the  brigantines  and  sloops  used  by  the  Eliza- 
bethans on  all  adventurous  expeditions  were  mere  boats  com- 
pared with  what  we  should  use  now  on  such  occasions.  The 
reason  was  obvious.  Success  depended  upon  speed  and  sailing 
power.  The  art  of  building  big  square-rigged  ships  which  would 
work  to  windward  had  not  yet  been  discovered,  even  by  Mr. 
Fletcher  of  Rye.  The  fore  and  aft  rig  alone  would  enable  a 
vessel  to  tack,  as  it  is  called,  and  this  could  only  be  used  with 
craft  of  moderate  tonnage."  (1562.)  "With  some  surprise  the 
Spanish  officers  saw  Howard  reach  easily  to  windward  out  of 
range  and  join  Drake."  (Sailing  of  the  Armada.)  "  New-modeled 
for  superiority  of  sailing,  the  English  ships  had  the  same  advan- 
tage over  the  galleons  as  the  steam  cruisers  would  have  over  the 
three-deckers.  While  the  breeze  held  they  went  where  they 
pleased."  (Same.)  "  The  English  ships  had  the  same  superiority 
over  the  galleons  which  steamers  have  now  over  sailing  vessels. 
They  had  twice  the  speed;  they  could  lie  two  points  nearer  to  the 
wind."  (Defeat  of  the  Armada.)  There  were  other  things  that  led 
to  the  defeat  of  the  Spanish  Armada,  but  the  small  swift  schooners 
of  the  English  were  the  most  important  factors.  They  could 
choose  their  position  so  as  to  inflict  the  greatest  injury  to  the 
Spaniards  while  receiving  the  least  harm.  Their  low  sides  made 
them  difficult  to  hit,  and  their  power  of  beating  to  windward  ena- 
bled them  to  move  around  the  unhandy  galleons  at  will,  when 
there  was  sufficient  wind.  Their  armament  was  superior  to  that 
of  the  galleons,  and  with  some  little  increase  in  calibre  of  their 
guns  they  would  have  occupied  the  same  position  towards  the 
ships  of  the  line  that  the  destroyers  do  to  the  battle-ships  at  the 
present  time.  The  galleon  was  improved.  The  sails  and  spars 
were  so  improved  as  to  permit  of  the  square-rigged  vessel  making 
very  fair  work  to  windward,  and  the  armament  was  so  improved 
as  to  insure  sinking  the  schooners  at  a  single  broadside.  Each 
great  change  in  type  has  resulted  in  an  increase  in  the  size  of 
vessels  designed  to  fight  in  the  line  of  battle,  from  the  introduc- 
tion of  sails,  through  that  of  steam,  up  to  the  mastless  ironclad. 
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It  would  seem  as  if  the  limit  in  size  had  been  reached,  at  least  for 
the  present,  but  it  is  going  very  far  to  assume  that  the  present 
type  has  neared  its  highest  point  of  perfection. 

The  present  position  seems  to  be  this — ^that  the  small  size  and 
great  speed  of  the  destroyer,  together  with  the  power  of  its 
weapon,  make  the  destroyer  a  most  formidable  enemy  to  the 
battle-ship.  Many  consider  that  at  night-time  several  destroyers 
would  be  almost  certain  to  defeat  a  battle-ship,  and  possibly  in  the 
day-time.  Admiral  Colomb  appears  to  advocate  a  vessel  some- 
what larger  than  the  present  destroyer  and  with  some  armor.  If 
destroyers  are  designed  of  over  350  tons  displacement  they  must  be 
of  inferior  speed  to  the  present  ones  (with  the  engines  and  boilers 
as  at  present  designed),  or  else  they  must  sacrifice  a  greater  per- 
centage of  displacement  to  their  motive  power  than  is  sacrificed 
in  those  of  300  to  350  tons.  It  has  been  pretty  conclusively 
proved  that  for  the  same  speed  a  smaller  percentage  of  the  dis- 
placement is  required  for  the  motive  power  in  vessels  of  about 
300  tons  than  in  any  other  displacement  until  quite  high  fig^es 
are  reached.  So  that,  even  without  armor,  larger  destroyers  must 
have  less  speed  than  those  of  the  present  size.  It  would  require 
considerable  armor  to  protect  against  12-pounders,  although  com- 
paratively light  armor  would  be  sufficient  to  keep  out  i  and  6 
pounders.  The  larger  destroyers  would  lose  much  of  the  invul- 
nerability of  other  torpedo  boats  due  to  their  small  size.  The 
modem  destroyer  is  a  very  wonderful  weapon  and  admirably 
suited  to  the  purposes  for  which  it  was  designed,  the  destruction 
of  torpedo  boats,  but  must  have  its  limitations  as  have  other  war- 
like instruments.  The  destroyer  is  not  the  first  weapon  that  in 
the  earlier  stages  of  its  development  was  expected  by  its  ardent 
admirers  to  revolutionize  naval  warfare,  that  is,  was  to  change 
completely  the  design  of  vessels  fit  to  fight  in  the  line,  but  it  is 
surprising  to  find  Admiral  Colomb  apparently  arrayed  on  the 
side  of  those  predicting  a  revolution.  The  torpedo  and  ram  each 
had  its  day,  each  made  its  mark  on  the  designs  of  the  times. 
They  created  no  revolution,  but  they  did  force  modifications  in 
design.  The  gun  regained  its  ascendancy  over  the  ram  and 
torpedo,  and  the  torpedo  boat  was  limited  by  its  vulnerability  to 
operating  in  the  dark  or  in  thick  weather,  and  by  its  endurance  to 
operating  at  short  distances  from  its  base  and  in  smooth  water. 
Now  arises  the  destroyer;  it  will  have  also  its  effect  on  the  design 
of  battle-ships;  it  will  find  also  its  limitations. 
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The  battle-ship  is  not  well  suited  to  attack  land  defenses,  and 
when  well  designed  and  of  sufficient  strength  fortifications  limit 
the  area  of  a  battle-ship's  operations.  Its  area  of  operations  may 
be  limited  also  by  light-draft  rams,  as  they  would  prove  most 
formidable  at  points  where  vessels  of  heavy  draft  were  confined 
to  navigating  narrow  channels.  Torpedo-boats  limit  the  area 
of  operations  of  battle-ships,  in  that  they  become  dangerous  in 
narrow  waters  and  near  the  coast,  in  darkness  or  thick  weather. 
Submarine  torpedo-boats  may  have  also  their  limiting  effect,  in 
that  they  may  make  it  dangerous  for  battle-ships  to  approach 
too  nearly  their  bases  even  in  daylight  and  in  clear  weather. 
In  all  cases  the  probable  danger  to  the  battle-ship  may  be  greater 
than  the  possible  good  to  be  gained  by  the  attempt.  But  in  the 
struggle  for  the  command  of  the  sea  the  battle-ship  still  reigns 
supreme,  because  the  battle  for  the  supremacy  must  be  fought 
at  sea  by  vessels  capable  of  sustaining  themselves  at  sea.  This 
is  the  broad  lesson  to  be  drawn  from  all  history,  from  all  ex- 
perience both  ancient  and  modem.  The  real  difficulty  that  has 
confronted  many  students  of  naval  history,  and  has  served  to 
mislead  the  advocates  of  special  weapons,  is  the  attempt  to  make 
general  rules  from  particular  cases.  Seeing  that  many  naval 
actions  have  happened  near  the  land,  they  have  exaggerated  the 
importance  of  the  narrow  strip  of  water  that  adjoins  the  sea- 
coast,  and  have  failed  to  realize  that  the  force  whose  coast-line 
was  attacked  had  been  driven  first  by  superior  naval  power 
from  the  high  seas.  It  is  this  exaggeration  of  the  importance 
of  the  strip  of  water  adjoining  the  land  that  has  served  to  intro- 
duce erroneous  theories  into  both  strategy  and  tactics.  If  Great 
Britain  commands  the  ocean,  France  will  benefit  little  from  hold- 
ing Toulon  and  Brest;  and  if  France  commands  the  Mediter- 
ranean, Gibraltar  and  Malta  will  be  of  little  utility  to  Great 
Britain.  It  may  be  advisable,  in  order  to  terminate  a  war,  to 
attack  fortresses  and  occupy  ports,  but  the  most  important  work 
has  been  accomplished  when  the  enemy  has  been  driven  from 
the  high  seas.  (^ 

The  fall  of  Sevastopol  was  insured  when  the  Russian  fleet  was 
locked  up  in  the  waters  protected  by  that  fortress;  and  with  all 
the  glory  gained  by  Todleben  for  his  defense  of  Sevastopol,  he 
might  have  served  his  country  better  had  he  retired  from  its  walls, 
in  place  of  furnishing  by  his  energy  and  science  a  force  sufficient 
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to  hold  it,  and  thus  inducing  Russia  to  diminish  her  resources 
by  attempting  to  maintain  a  relieving  army  in  the  Crimean  penin- 
sula unaided  by  a  fleet.  In  warfare  on  land  fortresses  have  often 
been  mistaken  for  the  real  objects  of  war,  and  the  land  forces, 
that  otherwise  might  have  marched  to  victory,  wasted  in  their 
reduction.  In  naval  warfare  the  same  errors  may  be  made. 
Farragut  would  never  have  occupied  his  present  place  in  history 
had  he  wasted  his  resources  by  attempting  to  reduce  the  forts 
below  New  Orleans  or  Mobile. 

If  it  be  true  that  the  field  to  be  contested  by  warships  is  the 
high  seas,  then  surely  the  battle-ship  must  be  a  vessel  capable 
of  keeping  the  sea — a  sea-going  vessel.  Weapons  may  be  de- 
signed that  still  further  limit  its  area  of  action,  blockades  made 
more  difficult  and  the  protection  of  commerce  less  certain,  and 
both  may  require  stronger  forces  than  at  present;  yet  the  force 
superior  in  strength  and  energy,  if  properly  handled,  must  win. 
Our  own  war  of  the  rebellion  has  been  often  quoted  to  show 
the  difficulty  of  maintaining  a  blockade,  and  long  lists  of  block- 
ade-runners who  have  successfully  eluded  the  blockaders  are 
shown  to  prove  how  incomplete  the  blockade  was;  but  does  any 
one  imagine  that  the  efforts  of  the  blockade-runners  had  any 
vital  effect  on  the  war?  Can  blockade-runners  subsist  armies, 
or  the  gains  of  a  host  of  adventurers  serve  to  replace  the  profits 
of  legitimate  commerce?  Many  were  the  English  vessels  that 
fell  victims  to  our  privateers  in  the  war  of  1812,  and  there  were 
other  enemies  striking  at  the  same  prey,  yet  the  commerce  of 
Great  Britain  continued  to  increase  while  ours  faded  away. 

The  great  advantage  possessed  by  the  destroyers,  besides  their 
small  size,  is  the  very  high  speed  of  which  they  are  capable;  but 
they  can  maintain  this  high  speed  for  only  a  short  time.  They 
have  a  moderate  steaming  radius  when  proceeding  at  a  moderate 
speed ;  but  should  they  meet  an  enemy  at  sea,  at  a  good  distance 
from  land,  they  would  be  unable  to  use  their  high  speed  unless 
they  relinquished  all  idea  of  again  reaching  land.  If  they  were 
met  by  an  enemy  near  the  end  of,  to  them,  a  long  voyage  they 
would  not  have  sufficient  coal  for  high  speed.  And  they  could 
not  remain  off  a  port  for  any  reasonable  time  and  yet  have 
sufficient  coal  to  utilize  the  most  important  feature  in  their  design 
— ^high  speed.  Again,  destroyers  must  be  small-sized  vessels, 
and  therefore  must  lose  their  speed  rapidly,  as  compared  with 
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large  vessels,  in  a  rough  sea.  In  fact,  except  under  unusual  cir- 
cumstances, a  flotilla  of  destroyers  must  fall  victims  to  large  ves- 
sels on  the  high  seas.  Any  one  who  has  closely  watched  the 
history  of  the  many  destroyers  now  afloat  must  be  convinced  that 
they  are  frail  boats,  far  too  frail  to  allow  of  reliance  being  placed 
upon  them  in  emergencies  that  require  them  to  operate  at  a  dis- 
tance from  their  base.  Weights  have  been  so  fined  down  that 
accidents  are  numerous,  and  the  best  of  them  require  overhaul- 
ing after  a  comparatively  short  experience  of  high  speed.  It 
would  seem  as  if  the  function  of  the  destroyer  having  been 
exaggerated  so  as  to  include  the  destruction  of  battle-ships  on 
the  high  seas  as  well  as  the  destruction  of  torpedo-boats,  an 
attempt  has  been  made  to  increase  desirable  qualities  beyond 
the  limits  inherent  in  the  design,  and  thus  reliability  and  conse- 
quently efficiency  have  been  sacrificed. 

The  battle-ship  may  be  improved  in  several  directions  so  as 
to  make  the  destroyer's  fate  more  certain;  and  yet  the  battle- 
ship may  find  its  area  of  action  still  further  limited  by  the  ad- 
vent of  the  destroyer,  although  employed  within  its  legitimate 
sphere.  But  it  would  be  a  serious  error  for  any  maritime 
country  and  would  be  suicidal  for  Great  Britain  to  neglect  build- 
ing battle-ships. 

An  inspection  of  the  armament  of  various  battle-ships  will 
show  a  tendency  of  late  years  to  decrease  the  number  of  the 
lighter  guns  carried.  This  is  not  an  improvement,  and  an  in- 
crease in  calibre  does  not  make  up  for  a  decrease  in  the  number 
of  shots  per  minute.  It  may  be  necessary,  in  view  of  the  effi- 
ciency of  the  destroyer  type,  to  increase  the  number  of  small 
guns,  even  if  positions  must  be  selected  for  them  that  would 
prevent  them  from  being  used  under  many  circumstances,  such 
as  in  a  rough  sea  or  when  the  larger  g^ns  were  being  employed — 
in  fact,  in  positions  where  they  would  be  used  only  to  repel 
torpedo-boat  attacks. 

In  torpedo-boats  two  types  are  gradually  being  settled  upon 
by  naval  powers:  the  destroyer  type  and  a  smaller,  slower  type 
with  a  smaller  steaming  radius. 

There  is  no  settled  type  of  cruiser,  and  each  vessel  appears  to 
have  been  built  to  fill  some  pet  idea  of  its  designer.  What  is 
most  essential  is  a  type  of  vessel  that  will  fill  the  place  of  the  old 
sailing  frigate  and  be  the  eyes  of  the  battle  fleet.    There  arc 
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two  special  objects  to  be  accomplished  by  vessels  of  such  a 
type  in  connection  with  the  battle  fleet.  One  is  to  seek  informa- 
tion of  the  enemy's  fleet,  and  the  other  to  mask  the  movement  of 
their  own  fleet  The  manoeuvres  of  the  great  naval  powers  have 
been  somewhat  misleading  on  this  question.  Each  side  in  the 
manoeuvres  has  usually  had  good  information  as  to  the  composi- 
tion of  the  fleet  of  its  opponent,  so  that  a  sighting  cruiser  would 
be  satisfied  often  with  reporting  the  amount  of  smoke,  and  at 
the  most  with  counting  the  vessels  composing  the  fleet.  Whereas 
in  real  war  it  would  be  necessary  under  most  circumstances  to 
ascertain  something  of  the  real  strength  of  the  fleet,  and  draw 
sufficiently  near  to  distinguish  battle-ships  from  cruisers.  Again, 
the  attacking  fleet  has  seldom  used  its  cruisers  as  a  real  mask, 
but  has  dispersed  them  in  search  of  the  defending  fleet.  In 
real  war  there  is  more  likelihood  of  hard  fighting  than  has  been 
shown  by  the  manoeuvres,  and  the  ordinary  so-called  protected 
cruiser  is  but  poorly  fitted  for  hard  fighting;  too  little  room  is 
left  for  skill,  and  when  two  cruisers  of  approximately  equal 
strength  meet  in  battle,  both  of  them  are  likely  to  be  lost  to  their 
fleets.  Some  side  armor  as  a  protection  to  their  buoyancy  is 
necessary,  and  yet  they  should  be  faster  and  have  a  greater 
steaming  radius  than  a  battle-ship.  This  it  has  been  claimed  will 
lead  to  excessive  displacements  and  will  make  the  cruisers  almost, 
if  not  quite,  as  expensive  as  battle-ships;  but  this  large  displace- 
ment has  been  shown  to  be  unnecessary,  although  armored 
cruisers  have  been  enlarged  to  endeavor  to  fit  them  to  fight  in 
the  line.  Something  near  the  ideal  type,  according  to  my  idea, 
has  been  reached  in  the  Argentine  armored  cruiser  San  Martin; 
and  I  believe  such  a  vessel  more  nearly  represents  the  frigate  of 
old  than  any  other  type  of  vessel.  Here  the  desired  qualities 
have  been  secured  with  a  displacement  under  7000  tons. 

Conclusion. 

In  what  has  gone  before  I  have  endeavored  to  show  that  for 
purposes  of  defense  alone  we  must  maintain  a  sea  force  sufficient 
to  hold  command  of  the  sea  at  certain  localities,  such  as  will 
prevent  an  enemy  from  proceeding  against  our  coast  or  com- 
merce. That  the  battle  which  will  decide  the  fate  of  our  coast 
with  its  great  ports  and  numerous  lines  of  communication  will 
be  fought  on  the  sea  and  by  sea-going  battle-ships.    That  while 
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our  force  may  not  be  sufficient  to  meet  the  enemy  unaided,  it 
should  be  sufficient  to  meet  him,  with  reasonable  chances  of 
success,  when  aided  by  certain  coast  fortifications  located  at  the 
advance  naval  bases.  The  entire  problem  of  coast  defense 
must  be  considered  as  a  whole,  so  that  the  proper  part  may  be 
allotted  to  each  kind  of  force,  naval  and  military,  both  mobile 
and  immobile.  Thus  while  our  battle  fleet  may  be  unable  to 
hold  its  own  on  the  high  seas  and  may  be  forced  to  seek  the 
narrow  seas  adjacent  to  our  coast,  that  here  it  may  receive  such 
reasonable  support  as  to  prevent  the  enemy  from  undertaking 
any  important  operations,  other  than  seeking  to  reach  conclu- 
sions by  attacking  our  fleet  at  a  point  selected  and  fortified  by 
us.  With  such  a  force  and  with  judiciously  placed  fortifications, 
and  a  compact  but  active  torpedo  flotilla,  we  should  be  able  to 
prevent  military  expeditions  from  landing  on  our  coast,  to  pre- 
vent the  enemy  from  blockading  our  ports  and  to  protect  our 
coastwise  vessels. 

There  is  no  law  of  strategy  by  which,  if  followed,  we  can  hope 
to  protect  our  interests  with  a  few  battle-ships,  but  there  is  one, 
which  if  we  follow  will  enable  us  to  make  a  strong  defense,  with 
a  reasonable  fleet,  against  any  of  the  great  naval  powers  without 
attempting  to  enter  into  a  race  of  construction  with  the  nations 
of  Europe.  We  need  many  carefully  placed  fortifications  to  aid 
the  fleet,  but  unless  judiciously  armed  and  the  locations  properly 
selected  our  coast  and  harbor  fortifications  may  become  more 
expensive  and  less  efficient  than  if  all  the  money  were  devoted  to 
floating  defenses. 

Already  our  interests  are  closely  bound  up  with  the  other  coun- 
tries of  the  Western  Hemisphere,  and  it  requires  no  prophet  to 
foretell  that  our  merchant  fleets  will  once  again  visit  all  portions 
of  the  globe.  So  that  our  interests  are  now  growing  beyond  the 
waters  washing  our  coasts,  and  our  Navy  will  soon  be  expected 
to  afford  protection  to  a  considerable  merchant  marine  in  all 
parts  of  the  world.  To  do  this  effectively  we  must  have,  also, 
coaling  stations  so  protected  as  to  defy  raiders.  In  fact  we  can- 
not avoid  our  responsibilities  as  one  of  the  family  of  nations. 
We  can  avoid  entangling  alliance  and  should  refrain  from  assum- 
ing the  attitude  of  an  armed  ruffian,  but  if  we  are  to  remain  pros- 
perous and  if  we  are  to  conserve  our  liberties  we  must  become 
powerful,  daring  to  do  right  and  only  fearing  to  do  wrong. 
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Avoiding  aggressive  war,  but  not  so  dreading  war  as  to  invite 
aggression  from  the  armed  bully,  or  so  fearing  to  assert  the  truth 
and  to  stand  up  for  justice  as  to  drift  into  an  armed  conflict  that 
might  have  been  prevented  by  an  assertion  of  our  strength  in  the 
outset. 

What  boots  it  at  one  gate  to  make  defense, 
And  at  another  to  let  in  the  foe  ? 

{Discussion,  p,  127.) 
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after  propeller  is  keyed  to  the  main  shaft,  and  the  forward  pro- 
peller to  a  sleeve  or  hollow  shaft,  free  to  move  on  the  main 
shaft.  By  means  of  bevel  gears  on  the  main  shaft,  and  on  the 
forward  end  of  the  sleeve,  suitably  arranged,  the  propellers 
revolve  in  opposite  directions. 

The  torpedo  is  maintained  at  constant  depth  by  horizontal 
rudders,  and  on  a  straight  course  by  vertical  vanes  set  at  an 
angle  predetermined  by  experiment,  or  by  movable  vertical 
rudders  controlled  by  the  Obry  gear. 

These  torpedoes  are  a  decided  improvement,  in  the  matter  of 
speed  and  certainty  of  work,  on  the  earlier  type  of  shorter  tor- 
pedoes. 

The  war  head,  of  sheet  phosphor-bronze,  is  charged  with 
approximately  220  pounds  of  wet  gun-cotton,  and  is  closed  at  its 
base  by  a  bronze  bulkhead.  In  the  bulkhead  is  a  moisture  tap, 
through  which  distilled  water  may  be  poured  when  necessary  to 
make  up  possible  loss  of  weight  by  evaporation. 

Soldered  in  the  forward  end  of  the  war  head  is  the  primer  case, 
of  brass,  in  which  is  inserted  the  dry  gun-cotton  primer. 

The  wet  gun-cotton  is  inserted  in  a  series  of  discs,  a  sufEcient 
number  of  them,  counting  from  forward,  being  pierced  through 
their  centers  to  receive  the  primer. 

The  primer  consists  of  a  series  of  small  cylinders  of  dry  gun- 
cotton  in  a  metal  case.  The  forward  cylinder  is  pierced  to  receive 
the  detonating  primer,  containing  fulminate  of  mercury,  and 
capped  with  a  percussion  cap. 

The  exercise  head,  of  steel,  is  ballasted  for  exercise  by  filling 
it  with  fresh  water. 

The  war  nose  screws  into  the  forward  end  of  the  primer  case. 
A  traveling  sleeve  has  a  thread  cut  inside,  throughout  its  length, 
and  in  this  thread  works  a  traveling  nut.  This  nut  is  turned  by 
a  screw  fan,  receiving  its  motion  by  its  passage  through  the 
water.  The  nut  is  screwed  back  by  the  action  of  the  fan  until 
it  rests  against  the  firing  pin.  A  shearing  pin  holds  the  latter  in 
place,  and  as  the  nut  continues  to  revolve  the  sleeve  moves  out, 
carrying  the  fan  with  it,  until  the  square  shaft  of  the  fan  is  pushed 
out  clear  of  the  nut.  The  fan  then  revolves  freely.  When  the 
torpedo  strikes  the  target,  the  fan,  nut  and  sleeve  are  driven  in, 
shearing  the  shearing  pin  and  driving  the  firing  pin  against  the 
percussion  cap. 


WHITEHEAD    TORPEDO.  9I 

The  air  flask  is  a  hollow,  forged  steel  cylinder,  slightly  tapered 
at  the  ends,  with  dome-shaped  heads  screwed  and  soldered  in 
each  end.  A  strengthening  band,  left  on  the  inside  surface  in 
boring,  is  tapped  from  the  outside  for  three  screws  for  attaching 
the  guide  stud.  Over  a  hole  in  the  after  head  is  bolted  and 
soldered  the  body  of  the  charging  and  stop  valves. 

Immersion  Chamber, — This  chamber  contains  the  immersion 
regulators.  It  is  just  abaft  the  air  flask  and  is  riveted  and  sold- 
ered to  it.     The  after  end  is  closed  by  a  bronze  bulkhead. 

The  purpose  of  the  mechanism  in  this  chamber  is  to  control 
the  horizontal  rudders  after  launching,  so  as  to  bring  the  torpedo 
to  a  predetermined  immersion,  and  keep  it  there  during  its  flight. 
This  is  accomplished  as  follows: 

A  small  compartment  in  rear  of  the  immersion  chamber  has 
free  communication  with  the  water  outside  through  several  aper- 
tures in  its  walls.  The  pressure  of  the  water,  due  to  depth  below 
the  surface,  acts  against  a  piston,  but  the  water  is  prevented  from 
getting  behind  the  piston  by  a  circular  diaphragm  of  thin  rubber. 
The  motion  of  this  piston,  due  to  different  pressures  at  varying 
depths,  is  communicated  to  the  horizontal  rudders  by  means  of 
rods  in  such  a  manner  that  when  the  torpedo  is  below  its  plane 
of  immersion  the  increased  pressure  will  elevate  the  rudders,  and 
when  it  is  above,  the  decreased  pressure  will  depress  them. 

When  the  torpedo  is  in  its  plane  of  immersion  the  piston  is 
kept  in  mid-position  by  an  equilibrium  between  the  pressure  of 
the  water  and  the  tension  of  a  spiral  compression  spring. 

Hydrostatic  Piston  Testing  Attachment, — This  attachment  is  for 
the  purpose  of  testing  the  action  of  the  hydrostatic  piston  on  the 
rudder.  It  obviates  the  necessity  of  the  bent  lever  used  with  the 
3.55  m.-45  cm.,  Mark  I,  torpedoes. 

It  consists  of  a  composition  jews-harp  link  encircling  the  tube 
of  the  hydrostatic  piston  spring,  and  fitted  at  its  upper  extremity 
with  a  collar  that  fits  over  the  end  of  the  socket  post,  under  the 
adjusting  nut.  The  lower  end  of  the  link  is  fitted  with  jaws,  by 
which  it  is  attached  to  the  horizontal  arm  of  a  small  bell  crank 
lever  pivoted  on  the  bulkhead  under  the  tube  of  the  hydrostatic 
piston  spring.  The  upper  arm  of  the  bell  crank  is  connected  to 
the  hydrostatic  piston  by  a  ball  and  socket  joint.  When  the 
adjusting  screw  is  turned  by  the  wrench  in  the  direction  that 
releases  the  tension  of  the  hydrostatic  piston  spring,  the  adjusting 
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nut  travels  downward,  bears  upon  the  jews-harp  link,  and 
through  the  bell  crank  lever  forces  the  hydrostatic  piston  forward 
its  full  travel. 

Pendulum. — A  pendulum,  which  swings  in  a  vertical  plane  pass- 
ing through  the  axis  of  the  torpedo,  acts  to  maintain  the  torpedo 
in  a  horizontal  plane.  If  the  hydrostatic  piston  is  acting  on  the 
rudder  to  steer  the  torpedo  up  or  down,  when  the  torpedo  has 
inclined  three  degrees  above  or  below  the  horizontal  plane  the 
pendulum  swings  towards  the  end  of  the  torpedo  that  is  lowest 
and  counteracts  the  action  of  the  piston  on  the  rudder.  The 
combined  action  of  the  piston  and  pendulum  is  transmitted  by  a 
system  of  levers  and  connecting  rods  to  the  steering  engine,  and 
thence  to  the  rudder,  to  maintain  the  torpedo  in  the  horizontal 
plane  at  the  set  depth. 

Engine  Room. — Next  abaft  the  immersion  chamber  comes  tfie 
after  body,  containing  two  compartments;  between  them  is  a 
bulkhead.  The  joint  is  made  tight  by  a  rubber  gasket  To  this 
bulkhead  the  propelling  machinery  is  secured.  The  engine  room 
contains  the  main  engine  and  oil  cup,  the  valve  group,  the  sinking 
and  retarding  gear,  the  steering  engine,  and  the  locking  gear. 

The  Whitehead  torpedo  engine  consists  of  three  cylinders,  fixed 
radially  about  the  propeller  shaft  with  their  axes  120  degrees 
apart.  Within  the  circular  enclosure,  at  the  junction  of  the 
cylinders,  the  main  crank  is  free  to  revolve,  and  receives  its 
impulse  from  the  piston  of  each  cylinder  in  succession.  The 
compressed  air  is  admitted  behind  the  piston  and  evacuated  in 
proper  order  by  means  of  three  slide  valves,  each  working  in  a 
separate  chest  on  the  forward  face  of  each  cylinder,  but  all  regu- 
lated by  a  single  cam,  keyed  to  the  main  shaft. 

The  Depth  Index. — The  depth  at  which  a  torpedo  runs  is  ad- 
justed by  means  of  the  depth  index. 

An  adjusting  screw,  with  a  square  socket  in  its  upper  end,  is 
supported  at  its  lower  end  in  a  socket  post.  A  nut  travels  along 
the  thread  of  the  adjusting  screw  when  turned.  A  fork  at  one 
end  of  a  bell  crank  presses  against  a  collar  on  this  nut,  and  a 
fork  at  the  other  end  against  a  compression  spring  acting  against 
the  hydrostatic  piston.  The  lower  end  of  the  spindle  of  the  depth 
index  fits  in  the  square  socket  of  the  adjusting  screw,  and  has  a 
square  socket  in  its  upper  end,  in  which  fits  a  male  socket  wrench, 
used  in  setting  the  depth  index.     The  spindle  carries  a  worm 
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which  gears  into  a  vertical  wheel  having  graduations  around  a 
part  of  its  circumference  for  5,  10,  15  and  20  feet  immersion.  A 
cap  screws  down  over  the  worm  wheel,  having  a  central  hole 
through  which  the  figures  may  be  seen  when  the  worm  wheel 
revolves.  A  smaller  cap  screws  down  (using  a  square  male 
socket  wrench)  over  the  spindle  of  the  index,  to  keep  it  in  place 
and  to  prevent  water  from  entering  the  immersion  chamber. 

The  desired  immersion,  in  feet,  will  be  obtained  by  turning  the 
depth  index  spindle,  with  the  socket  wrench,  until  the  figure 
indicating  this  immersion  is  seen  on  the  worm  wheel  through  the 
central  hole  in  •the  cap  over  the  wheel. 

The  steering  engine  is  operated  by  air  at  the  working  pressure 
of  the  main  engine,  and  transmits  the  action  of  the  immersion 
mechanism  to  the  rudder. 

The  combined  action  of  the  pendulum  and  hydrostatic  piston 
is  transmitted  by  a  rod  to  the  steering  engine  valve,  which  con- 
trols the  action  of  the  steering  engine,  and  thence  the  position  of 
the  horizontal  rudder. 

There  is  no  valve  star  used  in  this  torpedo  with  the  steering 
engine.  One  arm  of  the  bell  crank  is  pivoted  to  the  forward  end 
of  the  valve  stem  of  the  steering  engine,  the  other  arm  pointing 
forward.  A  rod,  connecting  with  the  hydrostatic  piston  and 
pendulum,  is  connected  with  one  arm  of  another  bell  crank,  the 
other  arm  of  which  points  aft  and  is  pivoted  to  the  elbow  of  the 
bell  crank  pivoted  to  the  valve  stem.  A  screw  (called  the  valve 
adjusting  screw),  with  a  square  head,  passes  through  a  collar  in 
the  forward  end  of  the  after  bell  crank,  its  end  screwing  in  the 
forward  arm  of  the  forward  bell  crank.  A  spring  around  this 
screw  tends  to  keep  the  forward  ends  of  the  bell  cranks  apart. 
Screwing  down  on  the  adjusting  screw  compresses  the  spring, 
brings  the  two  forward  arms  of  the  bell  cranks  closer  together, 
practically  lengthens  the  valve  stem,  and  puts  the  rudder  down. 
Turning  the  valve  adjusting  screw  in  the  opposite  direction 
shortens  the  valve  stem  and  puts  the  rudder  up. 

The  valve  adjusting  screw  is  usually  set  to  give  one  more  divi- 
sion of  down-rudder  than  of  up-rudder,  to  give  plenty  of  scope 
of  down-rudder  to  steer  the  torpedo  down,  as  it  becomes  lighter, 
on  account  of  the  air  being  used  to  propel  the  torpedo.  The 
divisions  are  marked  on  the  face  of  a  vertical  scale  which  fits,  bv 
a  collar,  over  the  hollow  propeller  shaft,  and,  by  a  slot,  to  the 
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upper  vertical  tail  piece.  A  horizontal  pointer  is  clamped  to  the 
rudder  and  moves  over  the  scale,  showing  the  number  of  divi- 
sions of  up-  or  down-rudder. 

The  forward  end  of  the  steering  rod  acts  against  a  spiral  spring. 
When,  at  the  end  of  the  run,  air  is  cut  off  from  the  steering 
engine,  this  spring  forces  the  steering  rod  forward,  puts  the 
rudder  up,  and  brings  the  torpedo  to  the  surface. 

The  redticing  valve  is  balanced  between  the  pressure  of  a  spring 
tending  to  raise  it  from  its  seat  and  the  pressure  of  air  on  top  of 
it  tending  to  seat  it.  The  object  is  to  regulate  the  pressure  of 
air  admitted  to  the  engine.  A  crank  is  used  to  screw  down  a 
plug  which  compresses  the  spring.  The  number  of  turns  to  give 
this  regulator  plug  for  highest  speed,  for  a  ran  of  800  yards,  is 
given  on  the  record  sheet  of  each  torpedo. 

The  starting  lever  admits  air  to  the  reducing  valve,  from 
whence  it  passes  to  the  main  engine.  Before  the  torpedo  is 
launched  the  lever  lies  flat  along  the  upper  surface  of  the  shell, 
the  end  pointing  forward.  When  the  torpedo  is  launched  the 
starting  lever  catches  under  a  tripping  latch,  in  the  tube,  and  is 
thrown  back. 

The  distance  gear  provides  means  for  automatically  closing  the 
reducing  valve,  and  thus  stopping  the  engines  after  the  torpedo 
has  run  a  predetermined  distance. 

In  general  terms  the  action  of  the  distance  gear  may  be  de- 
scribed as  follows:  A  spindle  with  a  square  head  is  accessible 
from  the  outside  of  the  torpedo,  through  a  hole,  and  may  be 
turned  by  a  socket  wrench.  The  spindle  has  a  worm  on  its 
lower  end,  which  engages  the  teeth  of  a  wheel,  with  cogs  around 
a  portion  of  its  circumference,  called  a  distance  sector.  One  turn 
of  the  spindle  revolves  the  sector  one  tooth,  and  the  number  of 
turns  for  a  run  of  800  yards  is  given  on  the  record  sheet  of  the 
torpedo. 

A  small  wheel  with  a  sector  cut  from  its  circumference,  called 
the  friction  cam,  lies  flat  along  one  face  of  the  distance  sector. 
It  has  a  motion  of  rotation  which  is  limited  in  one  direction  by 
a  pin,  projecting  from  its  periphery,  coming  in  contact  with  a 
stud  projecting  from  the  face  of  the  sector.  A  return  spring,  con- 
nected to  the  axle  of  the  cam,  keeps  the  pin  in  contact  with  the 
stud  in  setting  the  sector,  and  causes  the  cam  to  follow  the  sector 
in  its  rotation  when  the  sector  is  set. 
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The  flat  ring  (with  two  small  holes  in  its  surface)  next  to,  and 
just  inside  of,  the  setting  bar,  is  the  setting  bar  clamp  nut. 

When  the  rudder  is  locked  the  valve  stem  is  held  rigidly  by  a 
long  locking  arm  projecting  from  a  ring,  called  the  locking  ring. 
A  shorter  arm  projects  from  the  opposite  side  of  the  ring,  and  is 
called  the  short  locking  arm.  The  two  arms  bear  against  the 
face  of  a  flat,  circular  flange  (called  the  locking  flange),  cast  on  a 
long  sleeve  (called  the  flange  sleeve),  which  fits  over  a  rigid 
spindle.  The  ring  is  pivoted  midway  between  the  arms  on  screws 
which  screw  into  the  locking  ring  carrier.  This  is  a  thick  cylin- 
der, underneath  the  locking  flange,  which  slides  on  a  rigid  spindle. 
A  circular  score  is  cut  in  the  face  of  one  end  of  the  cylinder,  in 
which  a  pin,  rigidly  attached  to  the  locking  flange,  moves,  and 
thus  limits  the  motion  of  rotation  of  the  flange  around  the 
spindle.  The  face  of  the  other  end  of  the  cylinder  has  a  seg- 
mental score  planed  out,  which  is  the  bearing  surface  on  the  cam 
on  one  end  of  the  rudder  index  dial  sleeve. 

The  flange  is  cut  away  in  two  diametrically  opposite  sectors, 
each  sector  being  about  one-sixth  of  the  circumference  of  the 
flange,  and  cut  deep  enough  towards  the  center  to  permit  fore 
and  aft  motion  of  the  arms  of  the  locking  ring,  w^hen  the  locking 
sleeve  and  flange  are  revolved  to  the  proper  position. 

The  flange  and  its  sleeve  also  slide  on  the  same  spindle  as  the 
locking  ring  carrier,  the  flange  and  carrier  being  held  to  posi- 
tion by  a  spring  (around  the  spindle  and  inside  the  sleeve).  Next 
to  the  spring  is  a  washer,  and  next  to  the  washer  the  ratchet  bar 
sector  arm;  all  held  in  position  on  the  spindle  by  a  nut  screwed 
on  it  next  to  the  ratchet  bar  sector  arm.  This  arm  pivots 
around  the  spindle,  and  supports  the  sector,  of  which  it  is  part. 
Two  deep  slots  are  cut  in  the  flange  sleeve  (diametrically  oppo- 
site), and  the  ratchet  bar  sector  arm  fits  in  these  slots  snugly  so 
that  the  motion  transmitted  by  the  ratchet  bar  to  the  ratchet  bar 
sector  is  transmitted  by  the  latter  to  the  flange  sleeve  and  flange, 
to  release  the  locking  ring,  and  thus  release  the  steering  engine 
valve  rod  to  action. 

In  locking  the  rudder  the  bevel  gear  is  turned  by  a  wrench, 
with  its  two  pins  inserted  in  the  slots  of  the  sleeve.  This  draws 
the  ratchet  bar  down.  Its  teeth  engage  with  those  of  a  small 
pinion.  This  pinion  receives  a  motion  of  rotation  from  the 
engine  when  running,  moves  the  ratchet  bar  up  again,  turns  the 
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locking  sleeve  until  the  arms  from  the  ring  are  opposite  the  cut 
out  portions  of  its  rim,  when  the  valve  stem  is  unlocked,  and  the 
steering  engine  free  to  act. 

Rudder  Index. — This  regulates  the  position  (up,  down,  or  hori- 
zontal) in  which  the  rudder  is  locked  during  the  time  the  locking 
gear  is  in  action.  This  regulates  the  depth  of  the  initial  dive  of 
the  torpedo. 

The  dial  of  the  rudder  index  is  on  the  left  side  of  the  torpedo. 
It  is  circular  and  graduated  to  32  divisions  on  each  side  of  the 
zero  mark,  and  is  turned  by  a  wrench.  It  is  clamped  by  the 
inner  clamp  at  the  center  of  the  index,  the  outer  clamp  being  for 
the  locking  dial. 

The  dial  is  on  the  face  of  a  long  sleeve,  the  other  face  of  which 
is  a  cam,  bearing  against  a  sleeve  (called  the  rocking  ring  carrier) 
on  which  pivots  the  locking  ring,  with  two  arms. 

The  valve  stem  of  the  steering  engine  being  locked  by  the 
locking  gear,  when  the  dial  of  the  rudder  index  is  revolved  with 
a  wrench,  the  valve  stem  is  moved  out  or  in,  by  the  cam  on  the 
rudder  index  dial  sleeve  moving  the  locking  ring  carrier,  and 
with  it  the  locking  ring,  the  long  arm  of  which  moves  the  valve 
stem.  Turning  the  dial  to  the  right  puts  the  rudder  down,  and 
to  the  left  puts  it  up.  Briefly,  the  rule  is,  the  rudder  moves  in 
the  same  direction  that  the  dial  is  turned, 

Obry  Gear, — The  object  of  the  Obry  gear  is  to  keep  the  torpedo 
on  a  straight  course  during  a  run. 

It  is  carried  in  the  after  compartment  of  the  after  body,  just 
abaft  the  bulkhead  to  which  the  main  engine  is  secured.  It  is 
put  in  place,  and  may  be  removed,  through  a  door  in  the  shell  of 
the  torpedo  on  the  under  side.  Its  frame  is  secured  by  square- 
headed  screws  to  supports  riveted  to  the  shell  of  the  torpedo. 

The  Obry  consists,  essentially,  of  a  gyroscope  controlling  the 
motion  of  the  valves  of  a  steering  engine,  which  operates  two 
rigidly  connected,  vertical  rudders,  working  in  the  forward  top 
and  bottom  blades  of  the  torpedo. 

The  gyroscope  wheel,  of  Tobin  bronze,  is  three  inches  in  diam- 
eter and  weighs  i^  lbs.  Its  axis  is  in  a  fore  and  aft  direction 
in  the  torpedo.  The  axle  is  fitted  with  tool  steel  female  centers, 
supported  on  male  centers  screwed  through  the  inner  ring.  The 
inner  and  outer  rings  are  fitted  with  steel  female  centers  and  sup- 
ported by  screws  the  inner  ends  of  which  form  the  male  centers. 
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When  the  wheel  and  rings  have  been  adjusted  these  screws  are 
locked  by  locking  screws.  The  after  centering  screw  of  the  axle 
of    the   gyroscope   wheel    projects   beyond   the    inner   ring,    is 
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threaded,  and  carries  a  nut  and  jamb-nut,  which  may  be  screwed 
towards  or  from  the  gyroscope  wheel  as  a  counterbalance. 

Screwing  the  counterbalance  out  causes  that  end  of  the  axle 
of  the  gyroscope  wheel  to  move  to  starboard  in  the  torpedo. 


which  will  cause  the  torpedo  to  run  to  port;  screwing  the  counter- 
balance  in  towards  the  gyroscope  wheel  will  cause  the  torpedo 
to  run  to  starboard. 

The  screws  through  the  inner  ring,  supporting  the  gyroscope 
wheel,  may  also  be  used  for  adjustment  by  moving  the  gyroscope 
wheel  bodily  in  the  direction  of  its  axis  inside  the  ring. 

The  outer  ring  has  a  small  steel  pin  projecting  outwards,  which 
actuates  a  steel  yoke  (called  the  valve  arm)  and  gives  the  valve 
motion  to  the  rolling  valve  of  the  steering  engine.  The  valve 
seat  (called  the  valve  plug)  is  outside  of  the  valve  (which  is 
cylindrical  and  hollow)  and  is,  in  shape,  a  hollow,  truncated  cone, 
which  may  be  moved  within  small  limits  around  the  valve  by 
horizontal  adjusting  screws.     Air  is  taken  from  the  valve  group. 
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and,  after  passing  through  a  reducing  valve  (which  reduces  the 
pressure  to  about  150  lbs.  per  square  inch),  passes  around  the 
valve,  through  the  valve  plug  and  to  the  steering  engine.  It 
exhausts  through  the  valve  plug  and  valve  into  the  after  body. 

The  adjusting  screws  of  the  valve  plug  are  used  to  correct 
deviation  of  the  torpedo  either  to  right  or  left  of  a  straight  course. 
One  screw  must  be  slacked  up  before  the  other  can  be  screwed  in. 
Then  screwing  in  the  second  screw  draws  the  end  of  the  valve 
plug  into  which  it  screws  towards  that  side,  and  causes  the  tor- 
pedo to  run  towards  the  side  of  the  first  screw  (the  one  slacked 
up).  That  is,  the  torpedo  runs  in  the  direction  in  zvhieh  the  scrnvs 
are  mozTd. 

The  motive  power  of  the  gyroscope  wheel  is  a  stiflF  steel  spring, 
wound  by  a  key  through  a  hole  in  the  shell  of  the  torpedo.  The 
spring,  when  released,  turns  a  cogged  sector  (called  the  impulse 
sector),  the  cogs  of  which  mesh  with  cogs  on  the  forward  axle 
of  the  gyroscope  wheel,  over  276  degrees  of  the  sector,  and  thus 
gives  the  gyroscope  wheel  a  high  speed  of  rotation.  A  sector  of 
84  degrees  is  cut  from  the  impulse  sector,  which  allows  the 
gyroscope  wheel  to  continue  its  rotation  after  the  cogs-  of  the 
remaining  276  degrees  of  the  impulse  sector  have  all  passed  the 
cogs  on  the  axle  of  the  gyroscope  wheel. 

By  suitable  connections  with  the  starting  lever  of  the  main 
engine  the  gyroscope  is  centered,  before  winding  it  up  with  the 
key,  by  putting  the  starting  lever  down  flat  along  the  shell  of 
the  torpedo.  After  winding  the  Obry,  throwing  back  the  start- 
ing lever  releases  the  impulse  spring,  which  then  spins  up  the 
gyroscope  wheel. 

The  tail  of  the  torpedo  consists  of  the  part  abaft  the  after  body, 
comprising  the  gear  box,  the  tail  tube,  and  the  frame  of  the  tail. 
The  latter  consists  of  a  for\vard  and  after  cone,  each  carrying  a 
pair  of  vertical  flat  blades  and  a  pair  of  horizontal  ones.  The 
forward  and  after  blades  are  joined  stiffly  together  by  rails.  On 
the  upper  edge  of  the  top  rail  is  a  guide  which  enters  the  guide 
slot  in  the  tube  in  launching. 

The  gear  box  carries  the  bevel  gears  by  which  the  motion  of 
the  main  shaft  is  transmitted  to  the  outer  tubular  shaft  in  a  con- 
trary direction.  The  propellers,  of  steel,  are  two-bladed  and  are 
carried  in  tandem,  the  forward  one  right-handed,  on  the  outer 
tubular  shaft,  and  the  after  one  left-handed,  on  the  main  shaft. 

The  horizontal  rudder,  of  steel,  is  carried  at  the  rear  end  of  the 


I02  A    GENERAL   DESCRIPTION    OF   THE 

tail,  and  is  connected  with  the  steering  rod  by  a  series  of  levers 
carried  around  the  propeller  on  the  lower,  vertical,  flat  blades 
and  lower  rail. 

The  vertical  vanes  are  set  when  the  torpedo  has  its  trial.  They 
are  pivoted  at  their  forward  ends,  and  can  be  swung  on  their 
pivots,  to  starboard  or  port,  to  give  permanent  rudder  eflFect. 

The  propeller  shaft  is  in  two  sections,  the  after  one  fitting  as  a 
sleeve  over  the  forward  one,  to  which  it  is  held  to  revolution  by 
four  feathers  and  slots. 

The  tail  may  be  removed  by  disconnecting  the  two  steering 
rods  and  withdrawing  the  tail  joint  screws.  When  the  Obry 
steering  rod  is  disconnected,  enter  the  screw  in  the  locking  hole 
of  the  tail  cone  to  lock  the  rudder  spindle  yoke,  to  hold  the 
rudder  amidships.  In  removing  or  putting  in  the  horizontal 
rudder  rod,  take  out  the  screw  and  the  rod  will  more  easily  pass 
through  the  hole  for  it  in  the  spindle  of  the  vertical  rudder. 

In  putting  the  tail  on  the  after  body  see  that  the  marks  on  the 
two  shaft  sections  coincide,  so  that  the  engine  can  be  set  to  start 
without  sticking  on  the  center. 

The  vertical  rudders  are  carried  in  the  forward  vertical  flat 
blades,  and  are  rigidly  connected  by  a  yoke  around  the  star- 
board side  of  the  propeller  shafts.  The  steering  rod  from  the 
Obry  steering  engine  is  connected  to  the  yoke. 

Preparation^  on  board  ship,  of  the  Mark  I  5  m.-4^  cm.  Whitehead 

Torpedo  for  a  Run. 

Start  air  pumps  to  charge  accumulators. 

Put  yoke  on  propellers. 

Close  starting  lever. 

Enter  head  of  torpedo  in  tube. 

Put  rope  sling  under  after  body,  raise  it  from  truck,  at  same 
time  elevating  breech  of  tube  as  necessary  for  torpedo  to  clear 
truck. 

Place  loading  staflF  against  end  of  propeller  shaft  and  shove 
tor])edo  into  tube,  with  guide  stud  just  entering  g^ide  slot. 

Remove  charging  valve  plug. 

Screw  in  valve  of  charging  pipe. 

Open  stop  valve. 

Open  valves  in  air  pipe  between  separator  and  torpedo. 

Examine  torpedo  for  leaks. 
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Try  hydrostatic  piston  to  get  the  throw  of  horizontal  rudder 
due  to  the  action  of  the  piston  alone. 

To  do  this  see  the  yoke  on,  level  toq^edo,  give  two  or  three 
turns  to  regulator,  raise  water  tripper,  raise  starting  lever;  then 
work  depth  index  with  a  socket  wrench,  screwing  it  up  and  down 
between  graduations  o  and  5.  This  will  g^ve  a  total  throw  of  the 
rudder  of  from  3J4  to  4^  divisions,  and  in  all  cases  should  give 
J4  division  more  down-rudder  than  up-rudder.  In  case  it  does 
not  give  this  much  more  down-rudder,  lengthen  the  steering 
engine  valve  rod  by  turning  the  valve  adjusting  screw  to  the  right, 
by  means  of  a  small  wrench  inserted  through  a  hole  in  the  shell 
of  the  after  body,  just  forward  of  the  locking  dial. 

This  adjustment  is  important,  and  if  it  cannot  be  made  by  the 
valve  adjusting  screw,  the  steering  engine  rod  will  have  to  be 
lengthened  or  shortened  (depending  upon  whether  down-  or  up- 
rudder  is  required  to  give  the  %  division  more  down-rudder  de- 
sired), by  screwing  the  steering  engine  rod  out  or  into  the  coup- 
ling just  abaft  the  steering  engine. 

Try  Steering  Engine. — ^To  do  this  admit  air  to  steering  engine 
by  lifting  the  starting  lever  slightly.  Insert  a  small  socket  wrench 
through  hole  in  shell  of  torpedo,  place  its  end  over  the  end  of  the 
valve  adjusting  screw,  and  move  the  steering  valve  rod  as  far 
forward,  and  then  as  far  aft,  as  possible.  This  should  give  four 
divisions  down-rudder  and  three  up-rudder. 

5*^/  distance  gear  by  means  of  socket  wrench  inserted  through 
a  hole  in  the  engine-room  door,  fitting  over  the  square  upper 
end  of  the  adjusting  spindle.  The  record  sheet  gives  the  setting 
for  800  yards  range.  See  that  the  friction  cam  pin  bears  against 
the  distance  sector  stud. 

5*^  the  Regulator, — Insert  the  crank  with  a  square  head  in  the 
square  socket  of  the  head  of  the  regulator  plug.  Screw  the  plug 
up  until  its  upper  face  is  flush  with  the  top  of  the  regulator  body. 
The  record  sheet  gives  the  number  of  turns  to  be  given  to  the 
plug  to  obtain  maximum  speed  for  an  800  yard  run. 

To  get  the  best  speed  of  the  torpedo  the  pressure  in  the  air 
flask  should  be  reduced  from  100  to  105  lbs.  per  100  yards  run. 
If  enough  air  is  not  used  to  reduce  the  pressure  this  amount, 
screw  the  regulator  plug  down  a  little  more. 

The  final  pressure  in  the  air  flask  after  a  run  is  obtained  by 
unscrewing  the  charging  valve  plug  and  screwing  the  valve  end 
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of  the  pipe  of  a  pressure  gauge  in  its  place.     The  reading  of  the 
gauge  gives  the  final  pressure. 

The  actual  final  pressure  at  the  instant  of  the  finish  of  a  run  is 
from  50  to  125  lbs.  less  than  the  reading,  on  account  of  the  lower 
temperature  of  the  air  at  that  instant,  due  to  its  rapid  expansion 
during  the  run. 

Set  the  Locking  Dial — The  locking  dial  is  set  to  lock  the  steer- 
ing engine  valve  rod,  to  prevent  the  rudder  acting  while  the 
torpedo  is  gathering  its  headway. 

To  set  it,  unclamp,  with  the  locking  wrench,  the  clamp  nut 
(first  one  from  the  center)  of  the  setting  bar. 

Turn  the  setting  bar  around  the  proper  number  of  divisions 
(each  division  conesponds  to  a  run  of  about  15  yards  from  the 
ship,  counting  from  the  zero  division). 

Set  up  the  clamp  nut  with  the  wrench. 

Turn  the  locking  dial  sleeve  to  the  left,  with  the  wrench,  until 
the  pins  of  the  latter  bring  up  against  the  setting  bar,  which  com- 
pletes the  locking  for  the  desired  distance. 

Set  the  Rudder  Index. — To  give  up,  down,  or  horizontal  rudder 
during  the  time  the  rudder  is  locked. 

Unclamp,  with  the  locking  wrench,  the  clamp  nut  (center  one) 
of  the  rudder  index  dial. 

Turn  the  dial  (the  outer  graduated  one),  with  the  wrench;  to 
the  right  for  down-rudder,  or  to  the  left  for  up-rudder.  (About 
twelve  divisions  on  the  dial  are  equal  to  one  division  on  the 
rudder.) 

Set  up  the  clamp  nut  with  the  wrench. 

Set  Depth  Index, — To  fix  the  depth  at  which  the  torpedo  will 
run. 

Put  the  socket  wrench  in  the  socket  of  the  depth  index  spindle 
and  turn  the  wrench  until  the  depth,  in  feet,  desired  is  shown  by 
the  figure  stamped  on  the  worm  wheel,  as  seen  through  the  cen- 
tral hole  in  the  cap  over  the  wheel. 

In  assembling  the  torpedo  the  reference  point  of  adjustment 
of  the  depth  index  is  for  five  feet  immersion  of  the  torpedo.  The 
adjusting  screw  is  turned  until  the  after  edge  of  the  lower  arm  of 
the  forked  bell  crank  coincides  with  a  line  cut  on  the  side  of  the 
tube  for  the  hydrostatic  piston  spring,  marked  5,  which  gives  the 
compression  of  the  spring  that  will  balance  the  water  pressure  on 
the  after  side  of  the  piston  at  a  depth  of  five  feet.  The  depth 
index  is  put  in  place  with  the  figure  S  showing  through  the  cen- 
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tral  hole  in  the  cap,  when  the  after  edge  of  the  forked  bell  crank 
coincides  with  the  line  cut  on  the  tube  for  the  hydrostatic  piston 
spring. 

Oil  Cups, — Fill  valve  group  oil  cup,  gear  box  oil  cup,  engine 
room  oil  cup,  and  oil  after  bearing.  The  oil  in  the  valve  group 
oil  cup  is  for  packing,  and  is  forced  out  by  pressure  of  air. 

See  all  drain  plugs  in  the  after  body  closed. 

Close  valves  in  charging  pipe,  unscrew  charging  pipe,  and 
screw  in  plug. 

See  that  the  starting  lever  is  down,  and  then  wind  up  the  Obry. 

Lift  firing  lever  and  put  in  safety  pin. 

Raise  water  tripper. 

Raise  tripping  latch  and  shove  torpedo  in  tube. 

Take  off  yoke  and  see  propellers  turned  until  notch  on  end  of 
shaft  is  S.  S.  E.  (This  is  to  prevent  engine  being  on  center,  as 
the  cylinders  cut  oflF  at  ^  stroke.) 

Work  firing  lever  up  and  down  to  see  that  stop  pin  is  not 
jammed. 

Close  door  of  tube,  load,  prime,  point,  and  fire. 

Obry  Gear. — ^The  action  of  the  Obry  gear  upon  the  torpedo  is 
to  cause  it  to  make  a  series  of  short  curves,  but  to  keep  a  mean 
straight  course,  varying  but  little  from  the  line  of  sight  If  the 
curves  are  long,  or  if  the  general  direction  taken  by  the  torpedo 
is  to  the  right  or  left  of  the  line  of  sight,  the  Obry  should  be 
examined  to  see  if  it  is  properly  adjusted. 

In  testing  or  adjusting  the  Obry  on  board  ship,  the  ship's  head 
should  remain  on  the  same  compass  course,  for  if  the  ship  is 
swinging,  the  change  in  azimuth  will  have  J;he  same  effect  upon 
the  result  as  though  the  torpedo  had  deviated  from  its  course  by 
the  same  amount  as  the  ship  has  swung. 

To  Test  the  Obry  while  in  the  Torpedo, — See  the  starting  lever 
down,  raise  the  water  tripper,  and  put  the  yoke  on  the  propellers. 
Put  the  transporting  strap  on,  and  sling  the  torpedo  so  it  may  be 
swung  in  azimuth.  Wind  the  Obry.  Raise  the  starting  lever, 
which  starts  the  gyroscope  wheel  spinning  by  releasing  the  im- 
pulse spring.  Swing  the  tail  of  the  torpedo  gently  from  side  to 
side,  and  note  the  angle,  or  arc,  through  which  the  tail  moves 
when  the  vertical  rudders  move  from  one  side  of  the  torpedo  to 
the  other.  If  the  Obry  is  working  properly  the  rudders  should 
move  from  one  side  to  the  other  when  the  tail  is  swung  through 
an  arc  of  one  degree  (yi  degree  each  side  of  the  central  position); 
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the  extreme  limit  within  which  it  is  necessary  to  move  the  tail 
to  work  the  rudders  might  very  properly  be  considered  as  not 
more  than  3  degrees  of  arc  (ij^  degrees  each  side  of  the  central 
position).     It  should,  however,  be  less  than  this. 

Continue  to  swing  the  torpedo  to  the  right  and  left  for  four  or 
five  minutes,  and  notice  if  the  limiting  points  of  the  arc  through 
which  the  tail  is  swung  remain  constant,  or  if  it  is  necessary  to 
swing  the  torpedo  a  little  farther  to  the  right  or  left  each  time. 
If  such  is  the  case,  and  the  ship  is  steady,  then  the  gyroscope 
wheel  is  probably  not  keeping  in  the  same  plane  as  it  should.  It 
will  therefore  be  necessary  to  adjust  the  Obry. 

To  Adjust  the  Obry  Gear. — ^Take  out  the  screws  of  the  Obry 
door  and  remove  the  door.  Unscrew  the  holding-down  screws  of 
the  Obry,  with  a  socket  wrench,  and  lift  the  Obry  out  of  the 
torpedo.  Put  it  in  the  frame  of  the  adjusting  stand  and  screw  in 
the  holding-down  screws. 

Swing  the  starting  lever  (on  the  adjusting  stand)  around  in  the 
direction  the  hands  of  a  watch  move  as  far  as  it  will  go. 

Wind  the  Obry,  noting  that  the  impulse  sector  meshes  properly 
with  the  teeth  on  the  gyroscope  axle. 

Have  a  watch  ready  to  note  the  duration  of  the  time  the  Obry 
will  run.  (They  run  from  ten  to  eleven  minutes,  when  adjusted 
in  the  shops  where  made.) 

Trip  the  impulse  spring  by  moving  the  starting  lever  back  in 
the  opposite  direction  to  the  motion  of  the  hands  of  a  watch, 
seeing  that  it  remains  in  the  position  to  which  moved  and  does 
not  fly  back. 

Set  a  pointer  on  the  stand,  close  to  the  end  of  the  center  on 
which  the  counterbalance  is  screwed,  so  that  its  motion  (if  any) 
may  be  carefully  noted.  (This  is  the  after  center  on  wliich  the 
gjToscope  wheel  turns  when  the  Obry  is  in  the  torpedo.) 

If  this  center  moves  to  the  left  (against  the  hands  of  a  watch) 
the  counterbalance  is  too  heavy,  and  must  be  screwed  towards 
the  ring. 

If  the  after  center  moves  to  the  right  the  counterbalance  is 
not  exerting  weight  enough  on  the  wheel,  and  must  be  screwed 
out. 

If  the  horizontal  motion,  to  right  or  left,  of  the  after  center  can 
not  be  overcome  by  moving  the  counterbalance  in  to  the  ring,  or 
out  to  the  end  of  the  screw  upon  which  it  is  screwed,  then  the 
gyroscope  wheel  itself  will  have  to  be  moved  in  the  same  direc- 
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tion.  To  do  this  slacken  the  clamp  screws  of  both  centers,  un- 
screw one  center  about  one-quarter  of  a  turn,  then  screw  the 
other  one  in  carefully  the  same  amount.  The  wheel  will  be 
found  very  sensitive  to  this  adjustment.  See  that  the  wheel  turns 
freely  on  its  centers,  then  set  up  the  clamp  screws. 

Wind  up  the  Obry  and  try  the  running  of  the  wheel  again. 
Continue  the  operation  until  there  is  no  horizontal  motion  of  the 
centers  of  the  wheel,  and,  of  course,  of  the  wheel  itself. 

If  the  centers  of  the  gyroscope  wheel  have  a  vertical  motion, 
after  the  horizontal  motion  has  been  overcome,  it  probably  indi- 
cates that  the  gyroscope  wheel  is  too  near  the  ring-bearing  of 
one  of  its  centers,  and  too  far  away  from  the  other  one.  Moving 
it  back  to  the  proper  position  would  introduce  a  horizontal 
motion  of  its  centers.  The  vertical  motion  would  probably  not 
interfere  with  the  proper  action  of  the  Obry,  however  (unless  the 
torpedo  rolled),  except  in  cases  when  it  was  so  marked  that  the 
wheel  had  turned  up  to  a  position  where  the  gyroscopic  action 
was  interfered  with  before  the  torpedo  had  finished  its  run. 

The  vertical  motion  might  be  overcome  by  moving  the  wheel 
in  the  direction  of  its  centers  until  in  the  proper  position,  and 
then  filing  from  the  heavier  side  of  the  ring. 

The  wheel  is  nearer  the  ring-bearing  of  that  center  which  has 
a  vertical  motion  upwards  when  the  wheel  is  running. 

Having  adjusted  the  gyroscope  so  the  centers  of  the  wheel  do 
not  move  in  azimuth  while  the  wheel  is  running,  make  the  air 
connections  and  turn  on  a  pressure  of  about  150  lbs.  on  the 
steering  engine. 

Wind  up  and  start  the  Obry,  and  then  work  the  frame  of  the 
adjusting  stand  back  and  forth  to  get  an  indicator  diag^m.  This 
will  show  the  action  of  the  rolling  valve  of  the  steering  engine. 
Excellent  cards  have  been  taken  by  moving  the  frame  through 
an  arc  of  one  degree  (one-half  degree  each  side  of  the  center). 

If  the  card  shows  that  the  torpedo  would  have  a  tendency  to 
run  either  to  port  or  starboard  of  the  line  of  sight  (through  the 
action  of  the  Obry),  counteract  this  tendency  by  setting  the  valve 
plug  by  the  adjusting  screws  of  the  valve. 

One  screw  must  be  slacked  up  before  the  other  can  be 
screwed  in. 

The  torpedo  will  run  in  the  direction  in  which  the  screws  are 
moved. 

To  Retnoife  the  Gyroscope  Wheel. — ^The  centers  of  the  wheel  may 
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be  more  readily  examined  and  kept  free  from  rust,  if  the  wheel 
is  kept  dismounted  and  in  the  compartment  provided  for  it  in  the 
Obry  gear  box.  The  wheel  should  always  be  dismounted  for 
transportation.  To  dismount  it  come  up  the  clamp  screws  of  the 
counterbalance  centers,  but  do  not  disturb  the  other  center  of 
the  wheel,  in  order  that  the  wheel  may  be  put  back  in  the  same 
position  in  the  ring. 

Jam  the  two  nuts  of  the  counterbalance  tightly  together,  hold- 
ing the  hexagonal-headed  nut  with  a  wrench,  and  screwing  the 
jam  nut  tightly  against  it  with  the  fingers.  Tlien  grasp  both  nuts 
with  the  thumb  and  forefinger,  and  by  turning  them  to  the  left 
(and  with  them  the  center  on  which  they  are  screwed)  the  center 
will  screw^  out  until  clear  of  the  axle  of  the  gyroscope  wheel, 
when  it  may  be  removed. 

Impulse  Spring. — Should  the  impulse  spring  become  weak, 
tauten  it  up  as  follows:  Take  out  the  screws  in  the  impulse 
sector  stop,  and  take  oflF  the  stop.  Give  the  impulse  spring  one 
complete  turn  with  the  winding  key,  and  holding  it  in  this  posi- 
tion by  the  key,  put  on  the  stop  again.  Be  careful  to  keep  the 
fingers  out  of  the  holes  through  the  impulse  sector  or  they  might 
be  cut  off  by  the  sector  in  case  the  key  should  slip. 

To  Assemble  the  Obry  Gear, — Clean  out  steering  engine  cylin- 
der with  clean,  oily  waste. 

Put  in  cylinder  head  between  steering  engine  and  air  cushion 
cylinders,  and  set  it  up  tightly,  using  winding  key  inserted 
through  steering  engine  cylinder. 

Oil  piston  and  piston  rod  of  steering  engine  and  put  them  in. 

See  that  the  packing  of  the  stuffing  box  of  the  steering  engine 
is  in  good  order  and  in  place.  For  packing  use  a  piece  of  2 
strand  lamp  wicking,  about  nine  inches  long,  dipped  in  best  tallow. 

Use  an  oiled  linen  paper  washer  under  both  cylinder  heads. 

Screw  the  outer  cylinder  head  in  tightly  w4th  flat  open-end 
hexagonal  \l  inch  wrench  provided. 

Set  up  on  the  stuffing  box  with  thumb  nut,  so  that  the  piston 
works  moderately  tight. 

Put  ill  the  split  pin  holding  the  bonnet  of  the  stuffing  box 
from  turning. 

l*ut  in  the  air  cushion  pistons,  the  one  with  the  screw  hole  in  it 
bcinj^  outboard. 

I*ut  the  cushion  lever  on  the  impulse  sector. 
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Put  the  impulse  sector  in  place,  and  insert  its  shaft  to  see  that 
they  fit  properly. 

Put  on  the  impulse  sector  stop. 

Take  out  the  shaft,  and  put  on  the  impulse  spring. 

Put  in  screws  holding  the  end  of  the  impulse  spring. 

Put  sector  and  spring  in  place  in  frame,  and  put  in  impulse 
sector  shaft. 

Secure  ends  of  spring  to  screws. 

See  that  the  impulse  sector  stop  is  on  the  right  side  of  the  lever 
for  cushion  piston. 

Screw  the  outer  ring  centers  in  place  until  they  are  just  through 
the  frame. 

Secure  inner  ring  in  outer  one  by  its  centers,  balancing  it 
neatly. 

Put  rings  in  frame  and  screw  in  outer  ring  centers. 

Put  in  the  centering  lever  or  clutch. 

Put  in  vertical  rock  shaft  for  centering  gyroscope  wheel. 

Put  gyroscope  in  rings,  balancing  it  neatly. 

Insert  a  block  of  wood  about  an  inch  and  one-half  thick  be- 
tween the  impulse  sector  and  frame,  to  bring  the  sector  into 
position  to  mesh  with  the  teeth  on  the  axle  of  the  gyroscope 
wheel. 

Turn  up  the  clutch  of  the  position  holder  by  hand  until  it  bears 
against  the  inner  ring,  to  get  the  rings  at  right  angles  to  each 
other.  Then  move  the  vertical  rock  shaft  bodily  up  or  down  as 
necessary,  by  means  of  the  screws  at  its  ends,  until  the  centering 
stud  enters  the  socket  in  the  end  of  the  gyroscope  wheel.  When 
in  the  right  position,  lock  the  rock  shaft  against  vertical  motion 
by  setting  up  the  locking  nuts  at  the  ends  of  the  shaft. 

Examine  the  meshing  of  the  impulse  sector  and  teeth  on  the 
axle  of  the  gyroscope  wheel,  to  see  that  it  is  done  satisfactorily, 
and  see  that  the  clutch  brings  up  against  the  inner  ring,  to  bring 
it  in  proper  position  for  the  centering  pin  on  the  vertical  rock 
shaft  to  enter  the  socket  in  the  center  of  the  gyroscope  wheel. 

Put  in  the  clamp  screws  of  the  outer  ring  centers. 

Put  in  the  horizontal  rock  shaft,  the  double-acting  rock  shaft 
spring  and  shaft,  and  the  split  pin  in  the  end  of  the  shaft. 

Hook  up  the  auxiHary  horizontal  rock  shaft  spring  (a  piece  of 
brass  wire)  and  put  in  split  pin. 

Clean  rolling  valve  with  oily  waste,  and  wash  it  off  with  a  blast 
of  air  from  the  charging  pipe. 
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Put  in  the  valve  plug,  put  on  the  valve  arm,  holding  down 
springs,  holding  down  plate  and  nuts.  Put  in  the  valve  arm 
holding  screw,  seeing  that  the  valve  is  on  the  center,  with  the 
valve  arm  in  mid-position,  before  setting  up  the  screw  tightly. 

TOOLS  USED  WITH  OBRY  GEAR,  WITH  THE  NAMES, 
DIMENSIONS,  AND  USES  OF  EACH  TOOL. 

Tool  No.  i. 

Name. — Flat,  open-end  wrench  (double). 

Use. — (Hexagonal  end,  5/16  inch)  with  hexagonal-headed  nuts,  holding 

down  valve-guard  plate  on  top  of  valve. 
Use. — (Square  end,  9/64  inch)  with  valve-plug  adjusting  screws,   and 

securing  screw  of  valve  arm. 

Tool  No.  2. 

Name. — Flat,  open-end  wrench  (double). 

Use. — (Hexagonal  end,  3/8  inch)  with  check  nuts  of  vertical  rock- 
shaft  pivots. 

Use. — (Hexagonal  end,  17/32  inch)  with  cylinder  head  of  steering 
engine. 

Tool  No.  3. 

Name. — Small  screw-driver  (double  end). 

Use. — (1/8  inch  end)  with  inner  ring  clamping  screws,  and  clamping 

screws  of  gyroscope  wheel  pivots. 
Use. — (3/16   inch    end)    with   all   pivots   of  gyroscope,   and  rock-shaft 
pivots. 

Tool  No.  4. 

Name. — Small  screw-driver  (double  end). 

Use. — (1/4  inch  end)  with  door-plate  screws  and  frame  pivot  locking 

screws. 
Use. — (5/16  inch  end)  with  screws  for  stop  on  impulse  sector. 

Tool  No.  5. 

Name. — Combination  winding  key  and  socket  wrench. 

Use. — Winding  key  (square  head,  male,  11/32  inch,  one  foot  long, 
stem  6  inches  long)  winds  up  Obry;  also  screws  (in  or  out) 
the  partition  between  the  steering  engine  and  air-cushion 
cylinders,  by  inserting  wrench  (through  steering-engine  cylin- 
der) in  square  socket  of  partition.  (This  partition  forms  a 
cylinder  head  common  to  both  steering  engine  and  air- 
cushion  cylinders.) 

(;j^_(Square  socket  wrench,  female,  7/^  inch)  with  holding  screws 
of  Obry,  securing  it  to  its  supports  in  the  torpedo,  or  box. 
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SOME  PRACTICAL  NOTES  ON  BATTLESHIPS. 

From    a   seaman's   practical   standpoint,    «'.   e.,   as   seen   by   *'  the   man 
behind  the  grun." 

By  Lieutenant  E.  W.  Eberle,  U.  S.  Navy. 


Our  battleships  of  the  Oregon  class  were  designed,  built 
and  given  their  trials  on  a  theoretical  draft  of  twenty-four  feet: 
a  draft  which  has  no  practical  significance  and  upon  which  they 
have  never  gone  to  sea  since  being  commissioned.  With  her 
coal,  stores  and  peace-time  supply  of  ammunition  on  board,  and 
ready  for  a  cruise,  the  Oregon  has  a  draft  of  more  than 
twenty-six  feet,  displacing  more  than  11,500  tons,  and  her  armor 
belt  is  very  little  above  water.  Thus  when  ready  for  sea,  with 
the  main  armor  belt  submerged,  these  battleships  are  very  little 
better  off  in  the  way  of  above-water  protection  than  armored 
cruisers,  their  only  protection  above  water  being  the  four-inch 
armor  belt.  Granting  that  these  ships  could  go  into  action  with 
very  little  coal  in  the  bunkers  so  as  to  get  the  full  benefit  of  the 
armor  belt,  and  in  comparatively  smooth  water,  even  then  a  few 
shot  holes  at  the  water  line  forward  and  abaft  the  armor  belt 
would  soon  fill  enough  water-tight  compartments  to  cause  the 
ship  either  to  turn  over  or  to  heel  to  such  an  alarming  extent  as 
to  interfere  with  the  working  of  the  guns  and  to  submerge  the 
armor  belt  completely.  As  the  all-important  object  is  to  keep 
the  ship  on  an  even  keel  so  as  to  fight  the  guns  most  effectively, 
it  would  seem  far  better  to  allow  the  ship  to  settle  steadily  in  the 
water  until  the  main  armor  belt  is  entirely  submerged,  rather  than 
to  have  her  heel  to  an  alarming  extent;  and  for  this  reason,  in 
these  ships,  I  think  that  all  unprotected  water-tight  compart- 
ments at  the  water  line,  forward  and  abaft  the  armor,  should 
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extend  the  entire  width  of  the  ship  in  order  to  prevent  the  ship 
"  heeling  "  when  they  are  caused  to  fill  through  shot  holes.  It 
requires  about  forty  tons  to  increase  the  draft  one  inch  in  these 
ship  when  at  their  normal  displacement,  and  consequently  it 
would  not  take  a  very  large  compartment  of  water  to  completely 
submerge  the  armor  belt  when  on  an  even  keel,  and  thus  our  bat- 
tleship is  again  reduced  to  the  level  of  an  armored  cruiser,  even 
when  she  started  out  with  very  little  coal  in  her  bunkers.  For 
these  reasons  I  am  decidedly  opposed  to  the  dangerous  theory 
of  partial  armor  belts,  which  leave  both  ends  of  a  ship  entirely 
unprotected;  and,  as  I  said  before,  a  few  shot  holes  at  the  water 
line  of  these  unarmored  ends  would  soon  admit  sufficient  water 
to  put  the  main  armor  so  far  below  water  as  to  be  of  no  use;  and 
a  few  more  shot  through  the  four-inch  armor,  which  would  now 
be  the  only  water-line  protection,  would  soon  admit  enough  water 
above  the  armored  deck  to  cause  the  ship  to  turn  over  or  to  put 
the  heavy  guns  out  of  action  by  the  angle  of  heel.  In  my  opinion,, 
it  would  be  much  better  to  have  a  lighter  and  wider  armor  belt 
extending  from  stem  to  stem  than  a  partial  armor  belt  of  great 
thickness.  In  our  new  ships  we  have  advanced  one  step  by 
extending  the  armor  belt  to  the  bow,  but  the  after-part  of  the 
ship  remains  unprotected  by  side  armor;  however,  in  our  future 
ships  we  may  have  the  pleasure  of  seeing  a  complete  fore  and  aft 
belt  of  armor  protection  and  more  freeboard;  and  then  we  can 
truly  say  that  we  have  built  an  ideal  battleship — one  that  can 
fight  when  in  cruising  trim,  and  one  that  cannot  be  reduced  ta 
the  level  of  an  armored  cruiser  by  the  striking  of  a  few  shell  at 
the  water  line  of  the  unarmored  ends. 

Spare  Articles. 

The  argument  always  advanced  against  a  complete  armor  belt 
is  that  these  ships,  on  their  present  displacement,  cannot  carry 
the  weight  at  that  height;  but  why  not  dispense  with  various 
weights  that  we  now  find  on  board  our  battleships  and  which 
have  nothing  to  do  with  the  fighting  qualities  of  the  ships?  Our 
ships  are  entirely  too  complicated  and  have  too  many  encum- 
brances for  fighting  machines.  Walk  through  a  battleship  when 
she  is  cleared  for  action  and  note  the  hundreds  of  articles  that 
are  struck  below  on  account  of  not  being  a  part  of  the  fighting^ 
outfit,  and  see  the  many  things  marked  "  overboard  "  on  account 
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of  belonging  to  the  peace  equipment.  These  are  the  articles  that 
complicate  and  encumber  our  battleships  and  take  the  place  of 
weight  that  should  be  given  to  armor  for  the  unprotected  ends  of 
the  ship.  It  is  impossible  to  obtain  the  most  efficient  results  if 
we  design  a  fighting  ship  with  the  idea  of  fitting  her  with  both  a 
peace  equipment  and  a  war  equipment:  and  I  firmly  believe  that 
every  battleship  should  be  always  kept  in  fighting  trim— even  to 
the  color  of  the  paint — and  that  all  superfluous  articles  should 
be  sent  on  shore. 

Stores  and  Equipment. 

I  cannot  see  why  battleships  should  be  supplied  with  every- 
thing in  the  way  of  stores  and  equipment  that  are  supplied  to 
cruisers  when  fitting  out  for  a  three  years'  foreign  cruise.  Our 
battleships  are  principally  for  home  defense  and  their  radius  of 
cruising  is  limited  by  our  coaling  stations;  therefore,  why  not 
limit  their  outfit  of  stores  and  supplies  to  a  certain  extent — say 
six  or  eight  months — and  thus  do  away  with  the  great  weight  due 
to  over-abundance  of  stores,  which  weight  should  be  given  to 
more  ammunition  and  to  armor  for  the  unarmored  ends.  There 
is  no  reasonable  argument  for  filling  the  store-rooms  of  our  battle- 
ships with  from  two  to  three  years'  stores  when  their  coal  capac- 
ity limits  them  to  twenty-four  days'  steaming  at  the  outside. 
Each  one  of  our  battleships  is  burdened  with  enough  spare  arti- 
cles and  enough  needless  stores  to  fit  out  another  ship  of  the  same 
class  in  time  of  war.  If,  in  war  times,  our  battleships  are  to 
remain  on  our  own  coast  on  the  defensive,  then  they  are  at  the 
very  base  of  supplies,  and  they  can  be  kept  filled  up  with  coal  and 
stores;  if  they  are  sent  to  the  enemy's  coast  to  act  on  the  offen- 
sive, they  must  necessarily  be  accompanied  by  coal-laden  steam- 
ers; so  why  not  at  the  same  time  have  them  accompanied  by  sup- 
ply ships?  Every  fleet  of  heavy  ships  should  have  its  fast  colliers 
and  supply  steamers,  and  then  battleships  could  dispense  with  the 
present  plan  of  carrying  large  quantities  of  stores  and  spare  arti- 
cles, the  weight  of  which  tends  to  sacrifice  an  ample  ammunition 
supply  and  prevent  more  side  armor. 

Torpedoes. 

Next,  let  us  gain  weight  by  doing  away  with  torpedoes  in 
battleships,  for  are  they  not  entirely  out  of  place  in  battleships, 
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in  armored  cruisers,  and  in  large  vessels  designed  as  scouts?  I 
cannot  imagine  any  circumstance  under  which  a  battleship  would 
dare  use  her  torpedoes,  unless  it  would  be  to  give  the  "  knock- 
out blow"  to  an  already  defeated  and  disabled  enemy  before  he 
could  lower  his  colors;  and  it  would  seem  poor  judgment  to 
approach  within  torpedo  range  of  an  enemy  that  is  already 
whipped,  because  he  might  possibly  have  an  uninjured  torpedo 
tube  and  that  would  put  both  vessels  upon  an  equal  footing 
again,  thus  possibly  throwing  away  the  victory  that  previously 
had  been  won.  Cruisers  will  use  their  high  speed  to  avoid 
engagements  with  battleships,  and  therefore  battleships  will  in 
most  cases  be  opposed  by  battleships  or  armored  cruisers.  In 
such  engagements  the  battleships  would  probably  never  be  within 
torpedo  range  of  each  other,  and  if  by  chance  they  should  close 
to  800  yards,  would  any  commander  dare  open  his  broadside 
torpedo  ports  and  attach  the  war-head  in  the  face  of  the  terrific 
fire  of  his  opponent's  numerous  rapid-fire  guns? 

A  better  target  for  rapid-fire  guns  at  800  yards  than  an  open 
torpedo  port  in  the  armored  side  of  a  battleship  could  hardly  be 
desired ;  and  if  the  "  men  behind  the  guns  "  fail  to  explode  the 
air-flask  or  war-head,  they  would  most  certainly  destroy  the  tube 
itself.  The  Oregon  has  a  bow  tube,  a  stern  tube,  two  starboard 
broadside  tubes,  and  one  port  broadside  tube — all  above  water. 
Her  bow  and  stern  tubes  are  fixed,  and  as  they  are  not  protected 
by  armor,  they  may  as  well  be  eliminated  from  the  discussion. 
The  broadside  training  tubes  are  behind  four  inches  of  armor, 
which  offers  little  protection  against  the  main  battery  of  a  battle- 
ship. Besides,  the  broadside  tubes  could  not  be  opened  except 
in  smooth  water;  the  bow  tube  could  never  be  used  when  under 
way  excepting  at  very  slow  speed,  a  speed  at  which  the  Oregon's 
helm  is  of  so  little  use  that  she  must  be  handled  with  her  engines. 
It  is  claimed  from  experiment  that  war-heads  will  not  explode 
when  struck  by  rapid-fire  shell  unless  the  small  detonater  itself 
is  struck ;  but  would  any  commander  of  a  battleship  be  willing  to 
stake  the  fate  of  his  ship  in  battle  upon  this  assumption,  merely 
for  the  sake  of  obtaining  a  chance  shot  at  the  enemy,  provided 
his  tube  and  air  flask  have  not  already  been  penetrated?  I  do 
not  believe  that  any  commander  would  so  menace  his  own  ship, 
when  in  action,  as  to  open  his  torpedo  ports  and  attach  the 
war-heads  as  long  as  he  could  fight  a  single  gun.     If  every  gun 
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has  been  silenced  and  the  enemy  should  be  so  indiscreet  as  to 
approach  within  short  range,  then  a  torpedo  might  possibly  prove 
successful  against  him;  but  when  a  ship  has  been  so  seriously 
battered  as  to  have  every  gun  disabled  it  is  hardly  possible  that 
her  torpedo  tubes  remain  uninjured  behind  only  four  inches  of 
armor,  not  to  mention  what  would  occur  when  the  torpedo  ports 
are  opened  and  the  tubes  exposed  to  fire.  In  my  humble  opinion, 
torpedoes  in  battleships,  in  armored  cruisers,  and  in  scouts,  are 
out  of  place  and  are  a  menace  to  the  ship  that  carries  them;  and 
I  believe  that  in  the  near  future  our  policy  will  be:  Torpedoes  in 
torpedo  vessels  and  in  nothing  else.  However,  if  we  must  have 
torpedo  tubes  in  our  battleships,  let  them  be  submerged.  I  con- 
sider that  the  appropriation  for  each  battleship  or  armored  cruiser 
should  contain  a  provision  for  two  torpedo-boat  destroyers. 
These  two  "  destroyers  "  should  attend  the  battleship  during  all 
manoeuvres,  and  in  time  of  hostilities  they  should  serve  as  her 
"  faithful  watchdogs  "  at  night,  being  always  on  the  alert  for 
torpedo-boats  and  rams.  The  service  that  these  "  destroyers  " 
could  render  a  fleet  of  fighting  ships  would  prove  most  valuable : 
some  on  the  scout  and  others  on  the  lookout.  They  could 
form  an  inner  picket  line  for  the  fleet,  the  outer  line  being  formed 
by  the  large  cruising  scouts.  How  much  more  secure  and  com- 
fortable the  fighting  ships  would  feel,  when  on  the  blockade  or 
when  approaching  the  enemy's  coast,  if  each  had  two  effective 
torpedo-boat  destroyers  to  insure  protection  from  the  ever- 
dreaded  little  "  night  prowling  "  torpedo-boats.  The  two  "  de- 
stroyers "  should  be  a  "  part  and  parcel "  of  the  battleship  and 
under  the  orders  of  her  commanding  officer;  and  they  should  look 
to  the  "  mother  ship  "  for  all  supplies  when  cruising  and  also  for 
protection  from  the  enemy's  fighting  ships.  During  action  they 
could  possibly  find  shelter  under  the  unengaged  side  of  their 
powerful  protector  and  be  ever  ready  to  dart  forth  to  repel  the 
onslaught  of  torpedo-boats.  Thus,  for  protection  against  the 
enemy's  torpedo-boats,  the  fleet  should  rely  upon  its  otvft  "  de- 
stroyers/* and  not  upon  useless  torpedo-nets. 

Boats. 

Why  should  a  battleship  be  burdened  with  fourteen  boats  f 
Why  not  do  away  with  some  of  these  weights  which  are  carried 
so  high?    Then  we  could  also  dispense  with  two  of  the  four 
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heavy  boat  cranes  of  the  Alabama  class,  for  every  pound  at 
that  height  counts. 

From  the  fact  that  ships  continue  to  carry  large  numbers  of 
boats  in  cradles  on  the  upper  deck  beams,  it  would  seem  that 
little  apprehension  is  felt  for  the  fierce  blaze  that  these  boats 
would  make  if  set  on  fire  by  a  bursting  shell.  In  our  battleships 
the  boats  are  carried  on  the  beams  at  the  height  of  the  bridge 
deck,  and  some  are  stowed  in  nests  of  three;  thus  they  would 
make  a  superb  target  for  rapid-fire  guns  and  would  probably  be 
set  on  fire  within  the  first  ten  minutes  of  an  engagement.  If 
shell  should  penetrate  either  smoke-pipe  below  the  height  of  the 
boats,  the  heat  coming  through  the  shot  holes  would  also  assist 
in  setting  the  boats  on  fire.  Consider  for  one  moment  the  ser- 
ious effect  of  a  fire  among  the  boats  during  an  engagement. 
Even  should  the  lines  of  hose  that  are  fitted  on  the  upper  deck 
remain  intact,  it  would  be  next  to  impossible  to  subdue  the  flames 
in  the  face  of  the  enemy's  rapid-fire  battery;  and  the  heat  would 
very  soon  drive  the  crews  of  the  secondary  battery  from  their 
guns  and  the  captain  from  the  conning  tower.  The  fire,  once 
started,  would  take  all  the  boats  and  would  find  more  fuel  in  the 
pilot  house,  the  bridge  deck  and  hammocks,  so  that  it  would 
become  a  rather  serious  matter.  Such  a  fire  would  deprive  the 
ship  of  her  secondary  battery,  and,  as  no  man  could  live  in  the 
conning  tower  when  surrounded  by  such  a  blaze,  it  would  de- 
prive the  ship  of  every  means  on  deck  of  manoewuring — ^a  most 
appalling  situation  during  an  engagement.  Possibly  the  enemy 
may  be  practically  defeated,  when  suddenly  he  sees  all  our  upper 
works  in  flames  and  is  given  encouragement  to  continue  the  fight 
with  renewed  vigor,  possibly  turning  defeat  into  victory.  I  con- 
sider this  a  subject  for  very  serious  thought  in  connection  with 
our  battleships  in  commission  and  those  building,  and  it  seems 
to  me  that  the  remedy  can  be  easily  applied.  In  the  first  place 
we  should  change  from  wooden  to  metallic  boats,  except  possibly 
the  two  life-boats  carried  at  davits;  and  in  the  second  place  our 
boats  should  be  reduced  in  number.  We  still  cling  to  the  ancient 
idea  that  a  ship's  boats  must  be  able  to  carry  all  the  crew  in 
case  of  abandoning  ship — an  impossible  proposition  in  a  seaway 
if  a  week's  water  and  provisions  are  to  be  carried.  An  attempt 
to  use  the  unwieldy  boat  cranes  for  hoisting  out  boats  in  a  sea- 
way would  certainly  prove  as  unsuccessful  as  the  innocent  propo- 
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sition  of  a  Umdsman,  who  recently  visited  this  ship,  was  amusing. 
The  landsman  asked  why  the  ship  carried  so  many  boats,  and  he 
was  told  that  they  were  required  to  be  able  to  carry  all  the 
men  in  the  event  of  abandoning  ship.  He  then  asked  how  we 
would  get  the  boats  in  the  water,  and  he  was  answered  that  they 
were  supposed  to  be  hoisted  out  at  sea  by  the  cranes,  but  that 
the  success  of  the  undertaking  would  be  in  doubt.  Our  lands- 
man thought  for  a  moment,  and  then  his  face  brightened  as  he 
conceived  a  brilliant  nautical  idea,  and  he  said,  ''  If  the  ship  is 
sinking,  why  not  leave  the  boats  in  their  cradles  and  put  the 
men  in  them,  then  get  the  oars  ready,  and  when  the  ship  goes 
down  and  the  boats  float,  pull  azvay  like  thunder!  "  I  fear  that 
an  attempt  to  get  the  boats  out  at  sea  with  our  boat  cranes  would 
come  near  meeting  with  the  same  fate  as  the  "  hayseed  "  propo- 
sition of  our  innocent  landsman.  We  must  give  up  the  idea  of 
having  to  abandon  ship  at  sea,  for  it  would  be  impossible  to 
hoist  out  the  boats  without  smashing  them  to  pieces;  but  if  suc- 
cessfully launched  and  filled  with  the  men  and  the  provisions 
that  they  are  required  to  carry,  they  could  not  live  in  even  a 
moderate  sea.  We  must  look  at  this  matter  in  a  cold  practical 
way  and  decide  to  stand  by  the  ship,  and  survive  or  perish  with 
her,  for  that  is  the  plain  common  sense  of  it.  Boats  are  of  very 
little  use  at  sea  to  a  modern  ship,  except  to  rescue  a  man  over- 
board. In  our  present  age  of  high-powered  twin-screw  steamers 
we  have  eliminated  the  anxiety  of  being  "  knocked  down  "  or 
"  driven  on  a  lee  shore,"  which  were  the  most  frequent  misfor- 
tunes that  compelled  the  crews  of  the  old-time  sailing  vessels  to 
take  to  their  boats  and  "  abandon  ship."  Necessity  for  aban- 
doning ship  at  sea  at  the  present  day  could  only  be  brought  about 
by  very  severe  weather  or  by  a  collision.  In  the  former  case — a 
ver\'  improbable  one  for  a  well  built  steam  vessel — the  few  davit 
boats  of  a  man-of-war  might  possibly  get  clear  of  the  ship  with 
a  few  men,  but  the  large  boats  in  the  cradles  could  never  be 
hoisted  out  during  a  gale  that  would  imperil  the  ship,  conse- 
quently the  majority  of  the  crew  must  stand  by  the  ship  and 
trust  to  her  seaworthiness.  In  the  case  of  a  collision  at  sea  be- 
tween modern  ships  their  safety  would  depend  upon  the  rapidity 
of  closing  the  water-tight  compartments,  and  therefore  the  crew 
would  have  to  trust  their  lives  to  the  good  condition  and  success- 
ful working  of  the  water-tight  doors.     If  a  collision  is  so  severe 
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that  the  water-tight  compartments  of  a  modern  ship  will  not 
keep  her  afloat,  then  there  will  be  no  time  for  getting  out  and 
provisioning  boats.  In  case  a  ship  is  stranded  a  few  boats  will 
do  the  work  of  rescue  and  of  getting  a  line  through  the  surf. 
In  time  of  war  there  must  be  no  such  thing  known  to  a  man-o'- 
warsman  as  "  abandoning  ship  " ;  he  must  make  up  his  mind  to 
stake  his  fate  with  his  ship  and  either  cheer  her  colors  in  victory 
or  go  down  with  her  in  defeat. 

A  battleship's  outfit  of  boats  should  consist  of  two  large  steam 
cutters  capable  of  carr>'ing  sixty  men  each,  two  large  launches 
capable  of  carrying  seventy-five  men  each,  two  life-boats  and 
two  dinghies;  the  steam  cutters  to  be  used  for  all  running  and 
towing  purposes,  and  with  the  launches  to  be  used  for  carrying 
stores  or  landing  an  armed  force. 

I  am  glad  to  see  that  in  our  new  ships  the  lofty  and  useless 
battle-mast  is  reduced  to  a  mere  fighting  tower,  and  therefore  we 
have  dispensed  with  one  menace  to  the  fighting  qualities  of  the 
ship. 

Armament. 

The  most  important  subjects  in  battleships  are  the  armament, 
armor  and  ammunition  supply;  and  all  else,  excepting  the  engi- 
neering department,  must  be  sacrificed  for  these  three  main 
fighting  qualities. 

When  the  United  States  Government  commenced  building  a 
navy  the  policy  was  to  have  her  ships  armed  with  more  guns 
and  with  guns  of  greater  range  than  were  carried  by  the  war 
vessels  of  other  nations.  That  policy  was  carried  out  in  our 
early  wars,  and  history  records  the  splendid  victories,  and  these 
victories  were  made  possible  by  the  large  number  of  long-range 
guns  carried  by  our  ships. 

Up  to  the  time  of  designing  the  battleships  that  are  now  on 
tlic  stocks,  our  uninterrupted  policy  had  been  to  build  ships  that 
excelled  in  battery  all  foreign  ships  of  the  same  class,  and  our 
Oregon  class  maintained  this  policy,  as  their  eight-inch  guns 
far  outclass  the  six-inch  guns  of  foreign  battleships.  The  Kear- 
sarge  and  Kentucky  are  somewhat  doubtful  about  maintaining 
our  cherished  policy,  as  many  look  upon  their  superimposed 
turrets  with  a  skeptical  eye.  However,  in  our  latest  battleships 
we  have  completely  abandoned  the  policy  that  we  had  held  to 
for  a  centur}',  as  these  ships  are  designed  to  be  the  equals  of 
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foreign  battleships  in  armament,  gun  for  gun,  and  not  superior 
to  them.  We  have  abandoned  the  splendid  eight-inch  g^ns 
which  made  our  Oregon  class  superior  in  armament  to  any 
ship  afloat,  and  now  we  have  nothing  but  six-inch  guns  to  back 
up  the  thirteen- inch.  I  think  this  is  a  very  unwise  departure 
from  the  policy  that  always  brought  us  victory  in  our  past  wars; 
and  should  our  Alabama  class  engage  with  ships  of  the  same 
class  I  fear  that  the  victory  would  hang  in  the  balance,  while  it 
would  be  insured  had  our  ships  been  given  the  eight-inch  guns. 
I  consider  the  forty  calibre  eight-inch  gun  a  superb  piece  of 
ordnance,  and  one  that  we  can  ill  afford  to  dispense  with  in  our 
battleships,  although  I  do  not  commend  the  eight-inch  turret 
mounts  in  the  Oregon  class.  Those  turrets  simply  invite  dis- 
aster, as  they  are  perched  high  in  the  air,  with  only  a  four-inch 
armored  ammunition  tube  underneath  them  for  protection. 
These  turrets  make  an  excellent  target,  and  one  five-inch  shell 
striking  and  exploding  in  the  armored  tube  under  the  barbette 
would  throw  the  turret  and  its  two  eight-inch  guns  out  of  action. 
Why  not  mount  a  single  eight-inch  gun  en  barbette  on  the  main 
deck  at  each  angle  of  the  superstructure,  the  barbette  being 
twelve  inches  thick  and  carried  down  to  connect  with  the  main 
armor  belt,  thus  insuring  absolute  protection  for  the  ammunition, 
and  eliminating  the  chance  of  having  the  eight-inch  turret  "struck 
beneath  the  belt"  and  being  "knocked  out"?  I  would  also 
mount  an  eight-inch  gun  en  barbette  on  the  main  deck  amidships. 
This  plan  would  give  three  eight-inch  guns  on  a  broadside  with 
splendid  protection,  and  the  weight  of  the  armored  barbettes 
would  not  exceed  the  weight  of  the  present  turrets.  These  guns 
should  be  worked  entirely  by  hand  gearing,  and  I  believe  that 
these  three  guns  on  a  broadside  could  deliver  more  shots  within 
a  specified  time  than  the  present  four  guns  mounted  in  two 
turrets.  I  would  mount  two  six-inch  R.  F.  guns  on  the  broad- 
side between  the  eight-inch  barbettes,  one  in  each  diagonal  of 
the  superstructure,  well  inboard,  two  on  the  upper  deck  amid- 
ships, and  two  under  the  forecastle — thus  having  eight  six-inch 
guns  in  a  broadside.  Of  course,  the  six-inch  guns  in  the  diago- 
nals would  have  a  very  limited  arc  of  fire.  I  would  have  the 
upper  deck  fairly  bristling  with  twelve-pounders  and  six-pounders. 
The  present  plan  in  the  British  ships  of  enclosing  each  six- 
inch  gun  by  a  thick  Har\'eyed  steel  casemate  is  an  excellent  idea. 
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It  guards  against  a  raking  fire  and  at  the  same  time  it  shuts  off 
each  gun  from  the  view  of  its  neighbor.  This  causes  each  gun's 
crew  to  be  more  independent  and  prevents  its  demoralization 
upon  seeing  the  crew  of  an  adjacent  gun  swept  away  by  a  burst- 
ing shell. 

The  eight-inch  guns  of  the  Oregon  class  cannot  be  fixed  in  a 
fore  and  aft  line  without  endangering  the  officer  in  the  hood  of 
the  thirteen-inch  turret,  but  if  they  were  mounted  on  the  main 
deck  there  would  be  no  danger  from  a  fore  and  aft  fire. 

It  appears  that  the  tendency  in  the  British  navy,  and  I  regret 
to  say  in  our  navy,  is  to  reduce  the  number  of  guns  and  to 
increase  their  arcs  of  fire;  and  also  to  have  no  guns  above  six- 
inch  calibre  for  supporting  the  twelve  or  thirteen-inch.  This 
method  of  decreasing  the  number  and  calibre  of  guns  is  an  ideal 
theory  for  reducing  weights;  but  ships  are  built  to  carry  guns  and 
to  fight,  and  it  would  seem  better  to  reduce  weights  elsewhere 
than  in  the  battery  and  ammunition.  A  comparatively  small 
number  of  guns  are  thus  placed  on  board  our  new  battleships, 
and  each  gun  commands  a  large  arc  of  fire;  but  the  theorist  does 
not  consider  the  fact  that  one  shot  may  disable  a  gun,  and  then 
a  large  arc  is  without  a  gun  to  cover  it.  I  believe  in  a  large 
number  of  guns  with  reduced  arcs  of  fire,  for  then  you  will  have 
more  guns,  in  proportion,  at  all  stages  of  the  battle;  and,  if 
necessary,  the  ship  can  be  manoeuvred  to  bring  the  last  guns  to 
bear.  If  every  gun  in  the  ship's  armament  is  to  have  an  extensive 
arc  of  fire  then  it  is  impossible  to  carry  many  guns,  and  when 
these  few  are  disabled  the  ship  is  defeated.  I  do  not  see  how  a 
battleship  can  have  too  many  guns,  even  if  they  are  placed  side 
by  side;  and  to  me  it  seems  a  sin  to  build  a  great  battleship  of 
12,000  tons  like  the  Alabama  and  give  her  a  main  battery  of  only 
four  thirteen-inch  and  fourteen  six-inch  rifles.  To  my  mind  she 
should  have  a  main  battery  of  four  12-in.  B.  L.  rifles  mounted 
in  turrets  at  least  twenty-five  feet  above  the  water;  six  8-in. 
B.  L.  rifles  mounted  singly  in  barbettes  on  the  broadside  (as 
described  above)  at  least  eighteen  feet  above  the  water;  and 
sixteen  6-in.  R.  F.  guns  mounted  in  armored  casemates  on  the 
broadside.  The  British  Majestic  class  should  be  able  to  carry, 
on  their  15,000  tons  displacement,  at  least  six  8-in.  B.  L.  rifles  and 
several  more  6-in.  R.  F.  guns  than  they  have  at  present;  but 
those  ships  have  a  superb  secondary  battery  in  their  sixteen 
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i2-pdr.  (3-in.)  Q.  F.  guns  and  twelve  3-pdr.  Q.  F.  guns.  How- 
ever, I  prefer  a  smaller  number  of  6-pdr.  Q.  F.  to  the  3-pdr.,  but 
the  i2-pdr.  Q.  F.  are  excellent  guns. 

Consider  what  a  terrific  broadside  fire  could  be  maintained  by 
a  main  battery  of  four  12-in.  guns  supported  by  the  eight-inch 
and  six-inch.  I  think  that  12-in.  guns  should  be  the  heaviest 
guns  mounted  on  board  ship,  and  I  believe  they  will  do  more 
execution  than  the  13-in.,  on  account  of  their  greater  rapidity  of 
fire. 

In  the  present  age  when  heavy  fighting  ships  cruise  in  fleets, 
naval  engagements  between  single  ships  will  be  rare;  conse- 
quently during  battle  each  ship  of  a  fleet  will  have  no  trouble  in 
finding  enough  of  the  enemy's  ships  to  serve  as  targets  for  all  the 
guns  of  her  battery,  and  there  need  be  no  fear  of  some  guns  not 
bearing  on  the  enemy's  vessels.  Therefore  I  claim  that  the  ship 
that  mounts  a  large  number  of  guns  with  small  arcs  of  fire  will 
be  superior  to  the  ship  with  fewer  guns  and  large  arcs  of  fire. 
The  former  vessel  will  be  able  to  deliver  many  more  pounds  of 
metal  ag^nst  the  enemy's  various  ships;  and  contests  between 
fleets  of  battleships  will  be  decided  by  the  weight  of  shell  thrown 
by  guns  of  6-in.  calibre  and  above.  Consequently,  when  we 
abandon  the  8-in.  guns  in  our  new  battleships  we  surrender  the 
great  advantage  that  we  have  always  maintained  over  foreign 
ships,  and  we  reduce  our  armament  to  the  same  plane  as  theirs. 
We  should  endeavor  to  retain  the  8-in.  guns  in  our  broadside, 
because,  like  the  past,  the  naval  engagements  of  the  future  zvill 
be  fought  With  broadside  fire  and  not  with  a  fore  and  aft  fire. 

In  an  engagement  between  battleships  of  similar  armor  and 
displacement,  which  one  will  probably  be  the  victor?  There  can 
be  but  one  answer;  for  it  will  be  the  one  that  effectively  delivers 
the  greater  amount  of  steel  against  the  other  ship.  During  the 
^J^&agement  each  ship  will  necessarily  lose  the  use  of  numerous 
guns  and  men,  and  therefore  the  ship  that  carries  the  larger 
number  of  guns  and  that  has  a  reserve  force  of  men  below  in 
protected  places  for  filling  the  vacancies  at  the  remaining  guns, 
will  certainly  have  the  advantage;  and  some  obscure  g^ns  that 
are  generally  looked  upon  with  disfavor  on  account  of  their  small 
arcs  of  fire  may,  at  the  critical  moment  when  their  companions 
of  large  arcs  are  dismounted,  become  the  means  of  insuring 
victor}*.     Give  us  guns  galore,  for  the  time  will  come  when  each 
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gun  will  give  a  good  account  of  itself,  and  our  terrific  broadsides 
will  bring  us  victories  as  they  have  in  the  past. 

Complement. 

Our  battleships  have  not  enough  officers  and  men  to  fight  the 
guns  efficiently,  to  supply  ammunition  rapidly,  and  to  form  a 
reserve  force  for  filling  vacancies. 

In  naval  warfare  between  first-class  powers,  the  one  that  can 
fight  the  greatest  number  of  guns  and  men  throughout  the  action 
will  be  victorious;  and  therefore  the  first  consideration  should  be 
given  to  supplying  ships  with  large  crews  and  with  as  many  g^ns 
as  can  be  carried.  Consideration  should  also  be  given  to  pro- 
tecting the  men  and  the  g^ns  by  armor  in  order  to  retain  their 
services  as  long  as  possible.  In  battle  the  prime  object  is  to  kill 
as  many  men  as  possible,  thus  silencing  the  enemy's  g^ns  by 
depriving  them  of  their  crews.  No  matter  how  riddled  and 
battered  a  ship  may  become,  as  long  as  she  floats  and  guns  re- 
main intact  the  men  will  fight  desperately,  so  it  follows  that  the 
men  must  be  killed,  the  guns  dismounted,  or  the  ship  sunk  in 
order  to  insure  victory,  and  the  easiest  plan  is  to  kill. 

When  battleships  of  the  Oregon  type  engage  other  battleships 
it  would  be  simple  slaughter  to  keep  the  crews  of  the  6-in.  and 
6-pdr.  guns  at  their  exposed  stations  when  at  long  range,  and  I 
believe  that  a  wise  commander  would  send  the  crews  of  these 
unprotected  g^ns  to  seek  shelter  below  behind  armor,  and  thus 
have  them  ready  to  fill  vacancies  in  the  crews  of  the  heavy 
turret  guns  and  to  man  their  own  guns  when  at  close,  effective 
range.  It  will  be  absolutely  necessary  to  have  a  reserve  force 
of  men  in  well  protected  places  below  for  the  purpose  of  filling 
vacancies  as  they  occur  at  the  guns. 

If  the  6-pdr.  crews  are  kept  at  their  guns  from  the  beginning 
of  an  engagement,  I  fear  that  none  of  them  will  be  alive  to  fight 
their  guns  when  they  become  of  use  at  short  range.  If  the 
opposing  battleships  have  their  heavy  guns  mounted  en  barbette 
and  not  in  covered  turrets,  or  when  engaging  cruisers  with  their 
exposed  gun  crews,  then  it  would  be  necessary  to  fight  the  6-in. 
and  6-pdr.  guns  when  within  moderate  range;  but  otherwise  it 
would  be  folly  to  allow  those  gun  crews  to  remain  at  their  ex- 
posed stations  2s  a  target  for  the  enemy's  heavy  guns  at  long 
range.     Our  heavy  guns  behind  thick  armor  are  the  ones  that 
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must  be  depended  upon  to  do  the  fighting  at  long  range,  and  the 
crews  of  the  smaller  guns  must  be  sent  below  for  shelter.  Pres- 
ervation  of  the  fighting  men  is  bound  to  be  the  all-important  rule 
of  the  successful  commander. 

The  Battleship  at  Sea. 

The  word  battleship  should  imply  that  the  ship  is  able  to  give 
battle  to  any  vessel  afloat,  no  matter  where  or  when  encountered. 
Do  our  present  battleships  fulfill  this  requirement  during  mod- 
erately bad  weather  at  sea?  Only  once  during  her  commission 
has  the  Oregon  put  to  sea  without  encountering  a  moderate  or  a 
severe  g^le,  accompanied  by  rough  to  heavy  seas.  During  none 
of  these  gales  could  she  have  fought  the  guns  of  her  main  bat- 
tery, except  possibly  her  8-in.  guns  at  intervals,  nor  could  she 
have  fought  her  13-in.  guns  until  hours  after  the  gale  had  **  blown 
itself  out."  If  it  were  possible  to  control  and  point  the  13-in. 
guns  with  the  ship  rolling  from  eighteen  to  twenty-nine  degrees, 
would  it  be  wise  to  take  off  the  port  bucklers  and  run  out  the 
guns  when  the  main  deck  and  turrets  are  being  swept  by  seas 
at  every  roll?  Under  such  conditions  it  would  take  a  very  few 
minutes  to  flood  the  turret  chamber  and  also  the  shell-rooms  and 
magazines  surrounding  it.  When  a  vessel  of  the  Oregon  type 
is  in  a  moderate  gale,  rolling  from  fifteen  to  twenty-five  degrees, 
with  her  main  deck  awash,  an  armored  cruiser  of  the  Brooklyn 
class  could  come  along  and  "  knock  seven  bells "  out  of  her. 
The  battleship  could  not  run  away,  she  could  not  use  her  heavy 
guns,  and  thus  she  would  be  at  the  mercy  of  the  large  cruiser, 
which  having  greater  freeboard  and  more  steadiness  could  use 
her  guns  in  all  kinds  of  weather,  and  with  her  higher  speed  she 
could  manoeuvre  to  select  her  range  and  her  time  for  placing 
shell  beneath  the  battleship's  armor  belt  as  it  comes  out  of  water 
with  each  roll. 

For  the  reason  that  our  low  freeboard  battleships  cannot 
fight  their  heavy  guns  when  at  sea  in  bad  weather,  I  believe  that 
a  fleet  of  ships  of  the  Oregon  type,  in  time  of  war,  should  be 
accompanied  by  several  armored  cruisers  like  the  Brooklyn ;  or  a 
battleship  cruising  singly,  by  one  armored  cruiser;  this  for  defen- 
sive purposes  during  sez^ere  weather.  Therefore,  to  accompany 
our  present  battleships  we  should  have  more  armored  cruisers, 
cruisers  that  can  fight  under  all  conditions  of  weather;  and  the 
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freeboard  of  our  future  battleships  should  be  such  as  to  enable 
them  to  keep  the  sea  and  fight  their  guns  during  the  freshest 
gales.  In  smooth  water  our  battleships  are  superior  to  any  ships 
afloat,  both  in  battery  and  in  manoeuvring  qualities;  but  in  severe 
weather  at  sea,  the  new  high  freeboard  14,900  ton  battleships  of 
the  British  navy  will  outclass  them.  Our  battleships  of  the 
Oregon  class  were  originally  designated  "  coast-line  battleships," 
but  the  wind  and  seas  along  our  coast  are  about  as  severe  as 
anywhere  else,  and  therefore  such  ships  should  be  able  to  use 
their  guns  under  all  conditions  of  weather. 

The  sea-going  qualities  of  the  Oregon  have  been  thoroughly 
tested  in  numerous  gales,  and  I  have  such  absolute  confidence  in 
her  seaworthiness  that  I  believe  she  can  easily  weather  any  gale 
that  blows,  even  now  before  she  has  had  her  bilge  keels  fitted. 
Last  April,  when  off  Cape  Mendocino,  the  Oregon  was  "hove 
to  "  for  about  thirty  hours  during  one  of  the  most  severe  gales 
that  had  been  experienced  on  this  storm-swept  coast  for  a  long 
time,  and  she  behaved  beautifully;  but,  of  course,  her  main  deck 
and  13-in.  turrets  were  under  water  continually.  Although  she 
is  excellent  as  a  "  sea-boat,"  still  there  is  no  denying  the  fact  that 
this  type  of  ship  cannot  fight  the  heavy  guns  during  gales  when 
the  turrets  are  being  swept  by  seas  and  when  rolling  from 
fifteen  to  twenty-nine  degrees.  Take  the  Oregon  on  the  smooth 
waters  of  Puget  Sound,  and  let  her  have  very  little  coal  in  her 
bunkers  in  order  that  the  armor  belt  may  be  at  the  proper 
height  above  water,  and  she  will  make  a  very  ugly  fight,  but 
after  an  hour's  hot  fighting  at  moderate  range  I  would  have 
grave  fears  for  her  safety,  on  account  of  her  unarmored  ends. 
However,  when  a  ship  requires  the  conditions  of  smooth  water 
and  little  coal  in  her  bunkers  in  order  to  make  a  good  fight,  she 
practically  abandons  her  position  as  a  battleship  and  becomes  a 
harbor  defense  vessel. 

It  is  very  seldom  that  a  ship  can  cruise  along  the  Pacific  coast 
of  the  United  States  without  meeting  bad  weather,  and  the  only 
harbors  along  the  1200  miles  of  coast  that  battleships  can  enter 
are  San  Francisco  and  Puget  Sound  ports. 

Puget  Sound  with  its  smooth,  deep  waters  is  the  ideal  place 
for  our  low  freeboard  battleships,  and  here  they  would  do  superb 
fighting;  and  if  they  only  had  the  fore  and  aft  armor  belt,  and  if 
the  8-in.  turrets  were  on  the  main  deck  with  protection  under- 
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neath,  they  would  really  be  perfection  as  defenders  for  such  waters 
as  Puget  Sound. 

I  have  intense  admiration  for  the  Oregon  class  of  ships,  but, 
unlike  some  officers,  I  do  not  believe  them  to  be  the  best  fighting 
ships  afloat,  for  I  consider  that  a  battleship  should  be  able  to 
fight  at  sea  in  any  weather  short  of  a  hurricane;  that  is,  in  any 
weather  during  which  a  cruiser  could  use  her  g^ns.  To  my 
mind,  the  extension  of  the  armor  belt  forward  and  the  higher 
freeboard  of  our  Alabama  class  is  a  decided  step  in  advance  over 
our  present  battleships;  but  'tis  a  pity  that  a  backward  step 
should  be  taken  in  the  omission  of  the  8-in.  g^ns  from  the  bat- 
tery, and  in  not  extending  the  armor  belt  all  the  way  aft. 

One  must,  necessarily,  admire  the  new  British  battleships  of 
14,900  tons,  in  which,  on  3000  tons  more  displacement  than  our 
ships,  they  have  a  high  freeboard,  sea-fighting  battleship  with  a 
"  very  large  area  of  side  protection,"  and  with  a  hull  of  sufficient 
strength  to  prevent  all  fear  of  docking.  It  seems  too  bad  that 
the  Majestic  class  have  not  a  narrow  armor  belt  continuing  to 
the  bow  and  stern,  for  then  their  fore  and  aft  belt  and  their 
side  protection  would  make  them  very  undesirable  as  an  enemy. 

Conclusion. 

Let  us  hope  that  our  battleships  of  the  future  will  have  com- 
plete armor  protection,  that  they  will  have  a  few  feet  more  free- 
board, that  the  armor  belt  will  be  in  the  right  place  when  in 
war-time  cruising  trim,  that  they  will  not  be  burdened  with  so 
many  boats  and  other  peace-time  encumbrances,  that  the  12-in. 
or  13-in.  guns  will  be  mounted  higher  and  be  supported  by  8-in. 
guns  en  barbette,  that  the  rapid-fire  battery  will  be  increased,  and 
that  reserve  forces  of  men  and  officers  will  be  assigned  to  each 
ship,  for  then  we  shall  possess  ships  which  we  can  truly  call 
battleships,  as  they  will  be  able  to  stand  up  and  give  battle  to 
anything  that  sails  the  seas,  under  all  conditions  of  wind  and 
wave. 

In  time  of  war  the  officers  of  the  ship,  and  not  her  designer  or 
builder,  are  the  ones  to  be  held  strictly  accountable  for  the  fight- 
ing condition  of  the  ship  and  for  the  result  of  battle,  and  it  will 
be  too  late  then  to  attempt  to  excuse  defeat  by  attributing  it  to 
errors  in  the  design,  in  the  armament,  in  the  ammunition  supply, 
or  in  the  practical  equipment  of  the  ship.     Therefore  I  believe 
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that  healthy  criticisms  and  practical  suggestions  by  the  sea-going 
officers  who  man  our  battleships  and  fight  the  guns  should  be 
ver>'  acceptable  to  those  in  authority  who  create  our  naval  policy ; 
and  also  to  those  who  are  intrusted  with  the  noble  work  of  de- 
signing and  constructing  our  great  national  defenders  and  who 
have  not  the  opportunity  of  observing  the  practical  behavior  of 
these  ships  at  sea.  With  this  belief,  I  have  closely  observed  the 
behavior  of  the  Oregon  under  all  conditions  of  sea  and  weather, 
and  also  the  practical  working  of  her  armament  and  mechanical 
appliances ;  and  I  have  noted  them  down  from  time  to  time  in  the 
way  they  have  impressed  me  from  a  seaman's  practical  stand- 
point, I.  e.  as  seen  by  "  the  man  behind  the  gun,"  and  if  any  of 
my  practical  suggestions  ser\'e  to  increase  the  fighting  efficiency 
of  one  of  our  ships  I  shall  feel  ver>'  much  gratified. 
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DISCUSSION. 

Discussion  of  "Our  Naval  Power." 

Commander  C.  H.  Stockton,  U.  S.  N. — It  is  not  my  purpose  to  review 
the  paper  of  Lieut.-Commander  Wainwright  as  a  whole.  So  much  of  it 
is  or  ought  to  be  accepted  as  sound  that  in  the  main  a  review  would  be 
simply  a  re-echo  of  his  views.  There  are  a  few  points,  however,  which 
may  be  well  to  discuss,  in  order  to  elaborate  or  to  present  varying  rather 
than  antagonistic  opinions.  It  is  perhaps  natural,  but  none  the  less  to 
be  regretted,  that  there  should  be  such  diverging  views  held  by  officers 
of  the  Army  and  Navy  as  to  their  respective  roles  in  harbor  and  coast 
defense,  and  also  in  combined  operations.  The  lack  of  a  common  defense 
board  or  proper  general  staflF  in  both  services  aggravates  this  discordance. 
Many  military  officers  of  high  rank  in  both  services  seem  even  at  this 
late  day  to  fail  to  comprehend  the  necessity  and  utility  of  such  an 
organization,  the  lack  of  such  comprehension  being,  to  my  observation, 
greater  in  the  Army  than  in  the  Navy. 

The  differentiating  of  the  defense  of  harbor  and  of  coasts,  urged  by 
the  writer  for  years  past,  as  expressed  by  the  essayist,  shows  plainly  the 
difference  between  the  functions  of  the  Army  and  Navy  upon  our  sea 
frontier,  and  the  larger  and  more  comprehensive  scope  of  naval  coast 
defense  over  that  of  harbor  exclusion  and  defense.  So  to  my  mind  the 
alternative  predominance  of  the  Army  and  Navy  is  generally  lost  sight 
of  in  the  question  of  combined  operations  in  the  attack  or  defense  of  a 
fortified  seaport. 

The  attack  or  siege  is  based  upon  the  sea,  and  to  it  the  command  of 
the  sea  in  those  regions  is  necessary.  This  free  use  of  the  sea  gives  the 
life  and  movement  to  the  attack,  the  sea  is  the  highway  for  its  com- 
munications, its  supplies  and  its  reinforcements.  In  the  attack,  then,  the 
naval  force  and  command  is  essential  for  advance  and  retreat,  and  the 
naval  commander-in-chief  should  have  the  pre-eminence  and  command 
of  the  combined  forces.  There  should  be  unity  rather  than  concert  of 
action. 

In  the  defensive  operations  the  contrary  exists.  Everything  depends 
and  is  based  upon  the  land,  whether  the  fort  is  insular  or  continental; 
the  command  of  the  sea,  without  which  the  attack  is  impossible,  limits 
to  the  land  territory  the  source  of  all  supplies  and  resources.  If  the 
mobile  forces  assisting  the  fortifications  of  the  fort  are  sea-going  they 
are  by  force  of  circumstances  and  inferiority  localized  as  auxiliary  for 
defensive  purposes;  if  the  auxiliary  craft  be  non-seagoing,  such  as  those 
likely  to  be  manned  by  naval  volunteers  or  militia,  they  arc  still  more 
secondary  in  place,  and  the  land  forces  become  the  principals  and  the 
commander  of  these  land  forces  naturally  the  commander-in-chief. 

I  do  not  understand  the  author  of  the  paper  to  take  the  ground  that 
the  Hawaiian  islands  are  necessary  or  important  to  us  in  the  matter  of 
10 
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the  defense  of  our  Pacific  coast.  A  group  of  islands  at  a  distance  of 
more  than  2000  miles  is  neither  of  assistance  for  the  defense  of  our  home 
coasts  nor  of  use  to  an  enemy  for  purposes  of  attack  upon  such  coast. 
Its  importance,  strategical  and  otherwise,  to  my  mind,  is  due  to  its  posi- 
tion as  a  stepping-stone  to  what  is  beyond  and  as  a  coaling  station,  with 
docking  facilities,  at  a  crossing  of  sea  highways. 

It  does  not  require  a  separate  fleet  to  defend,  as  the  sea-going  fleet 
that  defends  our  Pacific  coast  from  Attu  to  San  Diego  likewise  defends 
the  Hawaiian  group  against  the  only  objective — the  enemy's  fleet.  The 
distances  from  the  home  ports  of  origin  of  possible  enemies  causes  a 
filtering  and  reduction  of  available  force  for  offensive  purposes  to  a  size 
which  we  should  be  able  to  readily  meet. 

Attention  has  been  called,  and  not  improperly,  to  the  fact  that  the 
great  circle  routes  between  North  American  ports  and  the  extreme  Orient 
go  long  distances  to  the  northward  of  the  Hawaiian  group.  This  will  be 
doubtless  a  factor,  as  the  Alaskan  coast  and  the  Aleutian  group  furnish 
sufficient  ports  of  trade  to  attract  the  cargo  or  tramp  steamer  along  oar 
own  coasts  and  islands;  but  such  is  not  the  fact  now,  and  few,  if  any,  of 
the  steamers  in  crossing  the  Pacific  follow  the  extreme  great  circle  routes. 

It  is  not  unfair  to  suggest  the  analogy  between  weather  and  sea  condi- 
tions and  the  topography  that  dictates  routes  for  armies  and  railways — 
the  fog,  high  winds  and  rough  seas  of  the  northern  Pacific  in  practice  are 
related  to  the  rough  topographical  features  of  uninhabited  regions,  and 
force  most  of  the  sea  routes,  even  for  steamers,  to  the  southward  of  the 
great  circle  routes  to  Japan.  Neither  the  Canadian  Pacific  steamers  from 
Vancouver  nor  the  Pacific  mail  steamers  from  San  Francisco  ever  take 
the  extreme  great  circle  route,  while  the  number  of  steamers  that  take  the 
longer  routes  and  call  at  the  Hawaiian  group  is  increasing  every  year. 
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A  NEW  SECTIONAL  GUN. 

The  sectional  gun  which  is  illustrated  in  the  accompanying  cuts  has 
been  designed  to  avoid  the  use  o(  the  great  pieces  of  steel  used  in  the 
construction  of  large  modern  guns  of  the  ordinary  type,  and  to  avoid  the 
uncertainty  as  to  the  strains  in  such  large  pieces,  especially  with  hoops 
heated  and  shrunk  on.  It  is  also  claimed  that  by  this  sectional  construc- 
tion the  life  of  guns  will  be  greatly  increased,  since  the  inner  tube  can  be 
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tube  These  disks  are  tilted  in  position  by  means  of  dowel  pins,  and  are 
held  together  bj  four  longitudinal  rods  with  threaded  ends  passing 
through  lugs  on  the  end  pieces  ot  the  gun,  while  the  disks  of  the  breech 


portion  are  also  held  together  by  four 
taper  boll;  fitting  bored  holes  in  the  disks, 
and  drawn  tiglit  by  nuts  on  the  outside. 
When  the  disks  or  sections  are  assembled 
the  rifled  tube  is  inserted  and  driven  home, 
and  the  initial  strain  is  set  up  by  forcing 
It  into  its  final  position  by  hydraulic  pres- 
sure. The  pump  used  (or  this  pufpose 
has  an  indicator  showing  the  force  applied. 
so  that  the  amount  of  the  strains  set  tip  In 
the  body  of  the  gun  can  be  seen  at  once. 
The  bore  of  the  disks  and  the  exterior 
surface  of  the  tube  can  be  turned  to  an 
exact  fit.  but  if  desired  a  thin  tube  of  soft 
copper  may  be  fitted  to  the  steel  tube  to 
ensure  absolute  uniformity  of  bearing  be- 
tween the  disks  and  the  tube.  When  the 
steel  tube  becomes  worn  or  powder - 
burned  it  can  be  loosened  by  a  hydraulic 
jack  applied  at  the  muzzle,  as  the  tnb«  ex- 
tends slightly  beyond  the  tnd  of  the  body 
of  the  gun.  as  shown  in  the  section.  Fig. 
2.     .\  new  tube  can  then  be  filled. 

A  special  feature  of  the  gun.  apart  from 
its  sectional  construction,  is  the  arrange- 
ment of  the  breech,  the  closing  piece 
having  an  uninterrupted  screw  and  yet  re- 
((uiring  only  a  slight  movement  to  release 
the  bri'cch  block.  Ordinarily,  in  large 
guns,  the  breech  block  swings  on  a  ver- 
tical  hinne   and   has  an   interrupted   screw 
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thread  (cut  away  longitudinally)  so  that  it  will  not  require  a  large  number 
of  turns  to  send  it  home.  In  this  gun  the  breech  block  slides  laterally 
in  a  chamber  across  the  breech  and  the  breech  screw  merely  forces  it 
tight  against  its  seat.  When  the  gun  has  been  fired  the  screw  is  turned 
back  slightly,  releasing  the  block,  which  is  then  pulled  out  at  the  side  of 
the  gun.  The  steel  tube  or  sleeve  in  the  breech,  which  is  shown  with- 
drawn in  Fig.  2,  is  then  pushed  in,  as  at  Fig.  i,  and  the  cartridge  is 
passed  through  it  into  the  chamber  at  the  rear  of  the  bore,  the  rim  of 
the  flat  end  of  the  cartridge  projecting  slightly  outside  the  rifled  tube. 
The  sleeve  is  then  withdrawn  and  the  breech  block  slid  back,  a  circular 
recess  in  its  face  fitting  the  flat  end  of  the  cartridge.  The  steel  screw  is 
then  turned,  pressing  the  breech  block  tightly  against  the  end  of  the 
cartridge  and  the  rifled  tube,  and  thus  forming  a  gas-tight  joint.  A  bolt 
in  the  head  of  the  gun  engages  with  a  groove  in  the  back  of  the  breech 
block,  and  forms  a  gauge  to  ensure  its  being  in  proper  position.  The  gun 
is  then  fired  by  the  lock  shown  in  the  end  of  the  breech  block,  the 
screw  reversed,  the  breech  block  slid  out,  the  sleeve  pushed  in  and  the 
cartridge  removed. 

The  gun  is  the  invention  of  Mr.  Edwin  J.  Blood,  of  Chicago,  and  is 
being  handled  by  the  American  Sectional  Cannon  Co.,  New  York  Life 
Building,  Chicago,  of  which  Mr.  Duane  Doty  is  consulting  engineer. 
The  right  to  manufacture  the  gun  in  Europe  has,  it  is  stated,  been  secured 
by  an  English  company,  which  sent  out  military  experts  to  examine  the 
model  gun  built  under  the  direction  of  the  inventor. 

It  seems  to  us  that  the  chief  defect  in  this  gun  would  be  its  lack  of 
longitudinal  stiffness.  In  the  early  experiments  with  wire-wound  guns 
trouble  was  experienced  with  the  droop  of  the  muzzle  until  an  external 
jacket  was  adopted,  and  we  should  suppose  something  of  the  same  sort 
would  be  necessary  here,  unless  for  very  short  pieces,  such  as  mortars. — 
Iron  Age. 


THE  DIAMOND  SHOAL  LIGHTSHIP  No.  69. 

The  lightship  here  described  has  now  been  in  position  off  Cape  Hat- 
teras  for  the  last  three  months  and  has  successfully  withstood  the  heavy 
gales  of  the  present  winter  at  that  dangerous  point.  The  ship  is  anchored 
in  30  fathoms  of  water,  and  her  general  performance  has  been  satisfactory 
to  the  Light  House  Board,  as  tending  to  show  that  a  lightship  can  be 
safely  maintained  there  and  serve  as  a  much-needed  beacon  and  warning 
for  mariners. 

Both  lightships,  Nos.  68  and  69.  were  built  at  the  Bath  Iron  Works,  of 
Bath.  Me.,  and  No.  68  is  now  stationed  off  Fire  Island,  at  the  entrance 
to  New  York  harbor.  The  same  dimensions  apply  to  both.  They  are 
strongly  built,  composite  vessels,  122  feet  10  inches  long  over  all.  29  feet 
6  inches  beam  and  22  feet  molded  depth.  The  two  steel  masts  supporting 
the  electric  lights  are  641/2  feet  high,  and  each  carries  a  gallery  for  day 
signals.  The  propelling  machinery,  to  be  used  in  steaming  to  the  station 
or  away  from  danger,  is  operated  by  simple,  condensing,  vertical  engines. 
with  20-inch  cylinders,  22-inch  stroke  and  350  H.  P..  at  150  revolutions. 
Steam  is  supplied,  at  100  lbs.  pressure,  by  a  steel  Scotch  boiler,  12  feet  2 
inches  diameter  and  11  feet  long.  Two  vertical  donkey  boilers  furnish 
steam  for  the  electric  lighting  plant,  windlass,  pumps,  fog  signals  and 
heating.  Each  vessel  is  fitted  with  steam-steering  gear,  bells,  steam  winch, 
anchors,  chain  cables,  etc. 
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The  electric  plant,  which  is  in  duplicate,  was  made  by  the  General 
Electric  Co.,  of  Schenectady,  N.  Y.  Each  plant  contains  two  marine 
generating  sets,  with  dynamo  and  engine.  The  four-pole  djrnamos  are 
8  kilowatt,  350-revolution  machines,  directly  coupled  to  4J4  x  4-inch 
double  cylinder  engines.  These  dynamos  furnish  a  lOO-volt  current  to 
eight  loo-c.  p.  lamps,  four  at  each  masthead,  and  forty  i6-c.  p.  lamps  about 
the  vessel.  The  masthead  lights  are  each  enclosed  in  a  lens  lantern,  of 
which  three  are  used  and  one  held  in  reserve.  Appliances  are  employed 
for  breaking  the  circuit  at  regular  intervals,  so  that  a  fixed  white  light 
shows  for  12  seconds,  followed  by  an  eclipse  of  3  seconds.  The  focal 
plane  is  57  feet  above  the  sea  and  the  lights  will  be  visible  for  15  nautical 
miles  in  clear  weather. — Scientific  American. 


GUN  OF  NEW  TYPE  SUCCESSFULLY  TESTED. 

A  very  interesting  and  highly  satisfactory  preliminary  test  of  a  new 
type  of  steel  gun  was  conducted  during  the  latter  part  of  January  at  the 
Sandy  Hook  Proving  Ground.  The  gun,  which  is  of  the  5-inch  rapid- 
fire  class,  is  so  simple  in  construction  that  no  drawings  are  needed  to 
describe  it  to  our  readers.  It  is  made  of  a  single  forging  of  steel,  which, 
having  followed  the  course  of  manufacture  usual  for  large  gun  forgings, 
was,  at  a  proper  stage  of  manufacture,  cooled  from  the  interior  from 
such  temperature  as  to  produce  properly  disposed  initial  strains  of  such 
intensity  as  would  place  the  wall  of  the  gun  in  the  best  condition  to 
resist  interior  pressure. 

The  manufacture  of  the  gun  is  due  to  the  suggestions  of  Capt  F.  E, 
Hobbs,  Ordnance  Department,  United  States  Army,  who  pointed  out 
several  years  ago  to  the  chief  of  ordnance  the  advantages  that  could  be 
obtained  in  the  manufacture  of  guns  by  applying  to  forgings  a  modifica- 
tion of  the  Rodman  principle  of  casting  guns;  that  the  process  as  applied 
to  forgings  could  be  made  to  produce  exactly  the  initial  strains  desired; 
that  these  strains  could  be  easily  increased  or  diminished  at  little  cost. 
and  that  guns  so  made,  while  quite  as  strong,  would  be  much  cheaper 
to  make  than  those  built  up. 

An  experimental  forging  made  under  Capt.  Hobbs'  direction  at  the 
Bethlehem  Iron  Works  showed  such  excellent  results,  on  being  cut  up 
and  carefully  examined,  that  the  chief  of  ordnance  ordered  this  S-inch 
gun  to  be  manufactured. 

The  thickness  of  metal  which  the  gun  should  have  and  the  proper 
initial  strains  to  be  applied  to  give  great  strength  were  computed  by 
Capt.  R.  Birnie.  ordnance  department,  from  his  formulae  on  the  strength 
of  guns.  Capt.  Birnie  was  an  early  convert  to  the  methods  of  manufac- 
ture proposed,  and  has  materially  assisted  Capt.  Hobbs  in  perfecting  the 
details  of  plans. 

The  gun  is  fitted  with  Gordon's  breech  mechanism,  uses  fixed  ammu- 
nition. <:mokele?s  powder,  a  projectile  weighing  55  pounds,  can  be  fired 
from  six  to  ten  times  per  minute,  depending  upon  the  conditions  of  load- 
ing: and  aiming,  and  has  a  range  of  more  than  six  miles.  In  the  Sandy 
Hook  tcst<>  a  velocity  of  over  2700  feet  per  second  at  the  muzzle  was 
shown,  and  in  the  special  high  pressure  test  to  which  the  g^n  was  sub- 
jected, pre'^sures  were  repistered  of  nearly  50.000  pounds  per  square  inch. 

The  method  of  manufacture  can  be  applied  to  forgings  of  any  size  that 
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can  be  turned  out  by  the  steel-producing  plants  of  the  country;  conse- 
quently the  calibre  of  gun  which  can  be  made  of  a  single  forging  may  be, 
to-day,  set  at  8-inch,  but,  by  using  this  method,  the  number  of  parts  in 
guns  of  larger  calibre  could  be  much  reduced,  while  the  guns  themselves 
would  be  stronger. 

It  is  probable,  also,  that  the  commercial  engineering  interests  of  the 
country  will  be  found  ere  long  following  the  lead  of  the  ordnance  de- 
partment in  this  latest  improvement  in  the  treatment  of  steel  forgings,  as 
they  did  many  years  ago,  in  demanding  for  their  structures  oil-tempered 
and  annealed  steel  forgings,  after  that  department  of  the  army  had  shown 
conclusively,  by  careful  experimental  investigation  and  by  actual  test,  the 
safety  and  superiority  of  such  metal. — Scientific  American, 


SCHNEIDER-CANET  QUICK-FIRING  AMMUNITION. 

The  chief  characteristics  and  new  features  of  the  Schneider-Canet  am- 
munition are  as  follows: 

(i)  The  complete  separation  of  projectiles  from  cartridges  up  to  the 
moment  of  firing. 

(2)  The  employment  of  one  special  shell  for  several  purposes.  The 
system  is  applicable  to  all  calibres  alike,  but  offers  the  greatest  advant- 
ages for  field  service.  The  temporary  attachment  of  the  projectile  to  the 
cartridge  is  carried  out  by  means  of  a  sort  of  bayonet  joint  fitting,  by 
which  studs  in  the  interior  of  the  metal  cartridge  mouth  enter  grooves 
of  the  bayonet  joint  form  on  the  projectile  base,  which  is  readily  done 
by  a  push  and  twist  when  desired. 

This  shell  combines  a  maximum  amount  of  mitraille  with  great  struc- 
tural strength.  The  central  space  is  filled  with  a  compact  composition 
generating  a  great  quantity  of  smoke  and  of  high  incendiary  power. 
This  gives  the  advantages  of  a  burst  which  is  strikingly  visible  and  of 
the  power  to  set  fire  to  combustible  material. 

In  short,  it  is  claimed  for  the  system  thus  briefly  described  that  it 
combines  the  following  advantages  belonging  respectively  to  ammuni- 
tion with  charge  and  projectiles  fixed  together  and  kept  separate  from 
each  other.  Under  the  head  of  the  former  are  chiefly  the  rapid  loading 
in  a  single  operation  without  the  use  of  a  rammer,  regular  and  accurate 
placing  of  the  projectile  in  its  true  position  in  the  bore.  Under  the  head 
of  advantages  of  separation  are  the  better  packing  and  handling  of  charge 
and  projectile  separately,  the  prevention  of  accidents  to  the  rim  of  the 
brass  case  in  transport,  the  power  of  testing,  examining,  and  re-charging 
the  cartridges  at  any  time,  and  the  reduction  of  the  length  of  the  metal 
at  the  neck  of  the  case.  In  addition  to  the  above  the  following  advant- 
ages are  obtained:  The  employment  in  the  field  of  a  single  projectile 
which  involves  only  a  single  scale  of  elevation  and  fuse;  the  regulation 
of  fire  and  visibility  of  burst  at  all  ranges;  a  great  effect  on  troops  in 
consequence  of  the  great  delivery  of  mitraille;  an  effective  attack  on 
existing  defensive  works  and  on  the  defenders  behind  them;  the  ignition 
of  buildings  and  wooden  structures;  and  the  doing  away  with  cast-iron 
shells,  case  shot  and  incendiary  projectiles  as  distinct  classes^  by  the 
substitution  of  one  projectile. — Engineer. 
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PRESERVATION  OF  BOILERS. 

A  method  of  preserving  boilers  not  in  use  has  been  prescribed  for  the 
French  navy.  According  to  this  the  boilers  are  completely  filled  with 
fresh  water,  and  in  the  case  of  large  boilers  with  large  tubes  there  is 
added  to  the  water  a  certain  amount  of  milk  of  lime  or  a  solution  of 
soda;  in  the  case  of  tubular  boilers  with  small  tubes  milk  of  lime  or  soda 
is  added,  the  solution,  however,  not  being  so  strong  as  for  the  larger 
tubes,  in  order  to  avoid  any  danger  of  contracting  the  efTective  area  by 
deposit  from  the  solution.  The  strength  of  the  solution  is  to  be  just 
sufficient  to  neutralize  any  acidity  of  the  water.  Care  is  enjoined  to  be 
taken  to  preserve  the  outside  of  the  steel  or  iron  tubes  in  those  boilers 
which  are  not  to  be  used  for  long  periods;  such  are  for  this  purpose 
painted  with  red  lead  or  coal  tar  as  far  as  it  is  possible  to  reach,  while 
for  those  portions  which  are  inaccessible  a  protective  coating  is  obtained 
by  burning  under  the  tubes  a  certain  amount  of  tar  or  coal  tar.  the 
smoke  of  these  forming  a  coating  of  soot,  which  prevents  the  air  from 
reaching  the  surface  of  the  tubes.  Besides  this  treatment  the  boiler 
casing  is  closed  and  kept  air-tight,  after  some  quicklime  has  been  placed 
inside.  Periodical  inspections  of  these  boilers  are  made  to  ensure  the 
complete  filling  of  the  tubes. — Engineer. 


TESTS  OF  CORN  PITH  CELLULOSE- 

Some  experiments  were  carried  out  by  the  Gunnery  Establishment  at 
Portsmouth  on  January  i8th  with  the  view  of  testing  the  powers  of  corn 
pith  cellulose  in  stopping  leaks.  This  material  has  been  introduced  from 
America  and  is  said  to  possess  great  advantages  over  cork  when  used 
for  packing  cofferdams  at  the  water-line  in  the  unarmorcd  ends  of  ships 
of  war.  A  cofferdam  had  been  erected  in  the  Nettle  3  feet  thick  and  it 
was  tightly  packed  with  cellulose  blocks.  In  front  and  at  the  rear  of  the 
cofferdam  were  steel  plates,  so  as  to  represent  the  side  of  a  ship.  From 
a  5-inch  gun  a  50-pound  shell  was  fired  into  the  structure.  The  shell 
burst  inside  the  cofferdam,  blowing  out  a  part  of  the  rear  plate  and  some 
of  the  cellulose.  After  this  the  water  test  was  applied,  water  being  made 
to  flow  into  the  shot-hole  in  front.  In  about  20  minutes  it  had  soaked 
through  the  packing  and  was  pouring  out  through  the  rent  in  the  back 
plate.  So  far  as  shell  fire  was  concerned,  therefore,  the  result  of  the 
trial  was  not  altogether  favorable  to  the  new  invention. — Engineer. 


TRIAL  OF  VICKERS  PLATE. 

.An  armor-plate  experiment  was  conducted  at  Shoeburyness  on  Decem- 
ber 13.  1897.  the  object  of  which  was  to  ascertain  the  effect  of  firing  a 
9.2  stctl  common  shell  against  a  6-inch  plate  inclined  to  an  angle  of  JO 
dej^Tccs  to  the  normal.  The  plate  was  supplied  by  Messrs.  Vickers  and 
the  dimensions  were  6  inches  by  8  feet  by  6  feet.  It  was  made  of  specially 
treated  nickel  steel,  and  was  held  in  wood  struts  front  and  rear,  which 
were  secured  at  the  top  by  screwed  bolts  and  held  at  the  bottom  between 
iron  slabs  running  parallel  to  the  plate  and  buried  6  feet  into  the  ground. 
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The  backing  was  of  4-inch  teak,  behind  which  were  }/^-inch  steel  plates, 
the  whole  being  secured  to  the  armor  plate  by  eight  bolts.  The  target, 
as  thus  described,  exactly  represented  the  side  of  a  battle-ship  of  the 
Canopus  and  Vengeance  class.  The  gun  used  was  a  9.2-inch  breech- 
loader, giving  a  striking  velocity  of  1892  foot-seconds  and  a  striking 
energy  of  9460  foot-tons.  The  projectile  was  of  the  usual  service  design, 
weighing  381^  pounds,  and  was  filled  and  fused  in  the  ordinary  manner. 
The  shot  struck  2  feet  9  inches  from  the  bottom  and  3  feet  5  inches  from 
the  right  edge  of  the  plate,  and  broke  up  against  the  hardened  face 
without  materially  damaging  the  plate  in  any  way,  beyond  causing  a 
slight  indentation  at  the  point  of  impact  and  slightly  scaling  it  around 
the  centre.  The  supports,  etc.,  were  shifted  rearwards,  but  the  plate  was 
for  all  practical  purposes  uninjured. — Engineer. 


TRIAL  OF  VICKERS  GUN. 

Further  trials  were  made  December  13,  1897,  at  Shoeburyness  with  the 
Vickers  6-inch  quick-firing  gun,  which  gave  such  excellent  results  last 
October.  The  new  trials  were  made  to  test  the  present  accuracy  of  the 
weapon  after  having  fired  200  rounds,  and  also  to  further  test  its  rapidity. 
The  charge  consisted  of  a  loo-pound  shell,  with  cordite  and  service 
primers.  In  the  first  10  rounds,  in  which  the  gun  was  tested  for  accuracy. 
two  of  the  shells  actually  passed  through  the  same  hole  in  the  target. 
In  the  rapidity  tests  36  rounds  were  fired  in  4  minutes  47  seconds,  in 
which  time  was  included  that  necessary  for  taking  the  temperature  of  the 
vent  head.  The  greatest  speed  attained  was  one  round  in  6y2  seconds, 
whilst  eight  rounds  were  fired  in  7  seconds  each.  The  gun  has  given  a 
muzzle  velocity  of  2784  feet  with  a  pressure  of  15.9  tons.  A  peculiarity 
about  this  quick-firing  gun  consists  in  the  fact  that  no  metal  cartridge 
case  is  used. — Engineer. 


SHIPS  OF  WAR. 
General. 

The  war-ships,  exclusive  of  torpedo-boats,  launched  during  the  year 
1897  for  the  various  navies,  with  their  tonnage,  I.  H.  P.,  and  estimated 
speed,  were  as  follows: 

Great  Britain. — First-class  battle-ship:  Canopus,  12,950  tors.  13.500 
I.  H.  P.,  and  18  knots  speed.  First-class  cruisers:  Andromeda  Europa. 
Niobe,  all  of  11,000  tons,  16,500  I.  H.  P.,  and  20.5  knots  speed.  Second- 
class  cruiser:  Vindictive,  5800  tons,  10,000  I.  H.  P.,  and  19.5  knots  speed. 
Third-class  cruisers:  Pactolus,  Perseus,  Pomone,  Pegasus,  Pyramus.  all 
of  2200  tons,  7000  I.  H.  P.,  and  20  knots  speed.  River  gunboats:  Heron, 
Jackdaw,  Nightingale,  Sandpiper,  82  tons  and  9  knots  speed.  Torpedo- 
boat  destroyers:  Ariel,  Cheerful,  Fairy.  Fawn.  Flirt,  Flying  Fish.  Gypsy, 
Leopard,  Osprey,  Panther.  Seal,  Sylvia.  Wolf,  all  of  300  tons.  6000 
I.  H.  P.,  and  30  knots  speed. 

Argentine  Republic. — Training-ship:  Fresidentc  Sarmicnto.  2352 
tons,  2000  I.  H.  P.,  and  13  knots  speed. 

Austria-Hungary. — Torpedo  cruiser:  Zcnta,  2300  tons,  5000  I.  H.  P., 
and  20  knots  speed. 

Brazil. — Double-turret  monitor:  Vinte  e  Quatro  de  Maio,  5000  tons. 
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6000  I.  H.  P.,  and  15  knots  speed  (originally  launched  in  1885),  has  now 
been  rebuilt. 

Chili. — First-class  armored  cruiser:  General  O'Higgins,  8500  tons, 
16,000  I.  H.  P.,  and  21  knots  speed. 

China. — First-class  cruiser:  Hai-Tien,  4300  tons,  17,000  I.  H.  P.,  and 
24  knots  speed.  Second-class  cruiser:  Hai-Yong,  2950  tons,  8000  I.  H.  P., 
and  19  knots  speed.  Torpedo  cruiser:  Feiting,  1000  tons,  2400  I.  H.  P., 
and  24  knots  speed. 

France. — First-class  cruiser:  Guichen,  8277  tons,  23,670  I.  H.  P.,  and 
23  knots  speed.  Third-class  cruist*is:  Lavoisier,  2317  tons,  6400  I.  H.  P., 
and  20  knots  speed;  D'Estrees,  2452  tons,  8500  I.  H.  P.,  and  20  knots 
speed.  Torpedo-aviso:  Dunois,  896  tons,  6800  I.  H.  P.,  and  23  knots 
speed.  Despatch-boat:  Kerseint,  1243  tons,  2200  I.  H.  P.,  and  15  knots 
speed. 

Germany. — First-class  battle-ship:  Kaiser  Wilhelm  II.,  11,180  tons, 
13,000  I.  H.  P.,  and  18  knots  speed.  First-class  armored  cruiser:  Furst 
Bismarck,  10,650  tons,  19,000  I.  H.  P.,  and  19  knots  speed.  Second-class 
cruisers:  Freya,  Hertha,  Victoria  Louise,  all  of  5700  tons,  10,000  I.  H.  P., 
and  18  knots  speed. 

Italy. — First-class  battle-ships:  Ammiraglio  di  Saint  Bon,  Emanuele 
Filiberto,  both  of  9800  tons,  13,500  I.  H.  P.,  and  18  knots  speed.  First- 
class  armored  cruisers:  Giuseppe  Garibaldi,  Varese,  both  of  6840  tons  and 
13,000  I.  H.  P.,  and  20  knots  speed. 

Japan. — Second-class  cruiser:  Takasago,  4150  tons,  15,500  I.  H.  P.,  and 
22  knots  speed. 

The  Netherlands. — Second-class  cruiser:  Zeeland,  3900  tons,  9250 
I.  H.  P.,  and  20  knots  speed. 

Norway. — ^Third-class  battle-ships:  Harald  Haarfagre,  Tordenskjold, 
both  of  3400  tons,  4800  I.  H.  P.,  and  16  knots  speed. 

Russia. — No  large  ships,  but  seven  torpedo-boat  destroyers  of  the 
Sokol  type,  viz.  240  tons,  4500  I.  H.  P.,  and  29.5  knots  speed. 

Spain. — First-class  armored  cruiser:  Cardinal  Cisneros,  7000  tons, 
15,000  I.  H.  P.,  and  20  knots  speed.  Third-class  cruisers:  Marques  de  la 
Victoria,  Don  Alvaro  de  Bazan,  both  of  823  tons,  4600  I.  H.  P.,  and  19 
knots  speed.  Torpedo-boat  destroyers:  Audaz,  Osado,  Pluton,  all  of  400 
tons,  6000  I.  H.  P.,  and  30  knots  speed. 

United  States. — First-class  gunboats:  Wheeling,  Marietta,  Princeton, 
all  of  1000  tons,  800  I.  H.  P.,  and  13  knots  speed. — Journal  of  the  Royal 
United  Service  Institution. 

[Austria.] 

Buda-Pest. 

The  Imperial  Austro-Hungarian  coast-defense  ironclad  Buda-Pest  has 
recently  completed  a  successful  series  of  official  steam  trials  at  Pola.  The 
Austrian  Navy  now  possesses  three  coast-defense  ironclads,  namely,  Wicn, 
Monarch,  and  Buda-Pest.  These  vessels  have  been  constructed  from  the 
designs  of  Herr  Obingenieur  Siegfried  Popper,  of  the  Austrian  Navy, 
and  are  in  every  respect  similar  excepting  the  boiler  installation.  The 
Wicn  and  Monarch  are  fitted  with  cylindrical  boilers  and  the  Buda-Pest 
with  Belleville  water-tube  boilers.  All  three  vessels  were  tried  at  Pola, 
each  loaded  to  the  same  displacement  and  run  over  the  same  course,  the 
trials  being  under  the  observation  of  the  same  Austrian  naval  officers 
forming  the  commission  representing  the  government.  The  princtiMd 
dimensions  of  the  vessels  are  as  follows:  Length,  305  feet;  breaddi,  55 
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feet  9  inches;  draught,  21  feet;  displacement,  5550  tons;  armor  belt,  10.6 
inches;  barbette,  10.6  inches;  protective  deck,  2.36  inches.  The  armament 
consists  of  four  Knipp  9.4-inch;  six  quick-firing  5.9-iuch;  15  quick- 
firing  3-pounder;  two  machine  guns,  two  torpedo  tubes.  The  machinery 
consists  of  two  sets  of  triple-expansion  engines  having  cylinders:  high 
pressure,  33j^-inch;  intermediate  pressure,  51-inch;  low  pressure,  78^- 
inch;  stroke,  35j4-inch;  steam  being  supplied,  in  the  case  of  the  Wien 
and  Monarch,  by  cylindrical  return-tube  boilers,  having  a  total  heating 
surface  of  15,750  square  feet,  and  grate  area  of  568  square  feet,  and  in 
the  Buda-Pest  by  Belleville  water-tube  boilers,  having  a  total  heating 
surface  of  22,500  square  feet,  and  grate  area  of  720  square  feet.  The 
propellers  of  the  three  vessels  were  of  the  same  diameter  and  surface; 
pitch  being  15  feet  6  inches  in  the  case  of  the  Wien  and  Buda-Pest, 
altered  to  15  feet  3  inches  in  the  case  of  the  Monarch.  Appended  we 
give  comparative  results  of  the  natural  and  forced-draught  trials  of  the 
three  vessels. 

Natural-draught  trial  of  six  hours'  duration. 

Wien.  Monarch.  Buda'Pest. 

Mean  number  of  revolutions 121. 7  119. 8  124 

Mean  indicated  horse-power 6376  61 10  6608 

Mean    steam    pressure    in    boilers, 

pounds  per  square  inch 138  130  230 

Ditto,  at  engines 132  121  129 

Vacuum    26.4  27  27.9 

Mean  air  pressure 63  .6  nil 

Mean  speed  of  ship 16.7  16.2  17.  i 

Full-power  forced  draught  trial,  four  hours'  duration,  during  two  hours 
of  which  the  vessel  steamed  over  measured  course,  17  knots,  accurate 
observations  being  taken  as  to  power,  speed,  etc. 

Wien.  Monarch.  Buda-Pest. 

Mean  revolutions   131. 2  13576  135-6 

Mean  indicated  horse-power. . . .  8480  8900  9185 
Mean  steam  pressure  in  boilers, 

pounds  per  square  inch 149  145  199 

Ditto,  at  engines  142  131  149 

Vacuum    25.5  25.5  26.4 

Mean  speed  in  knots 17-49  ^7-35  17-87 

Number     of     ventilating     fans 

(stokehold)  8  8  4 

Mean  air  pressure i}i  i^  t^/t 

The  stokers  were  drawn  entirely  from  the  Austrian  Navy.  The  coal 
used  was  Nixon's  Navigation,  and  being  measured  in  the  case  of  the 
natural-draught  trial  of  the  Buda-Pest,  the  consumption  was  ascertained 
to  be  about  1.8  lb.  per  indicated  horse-power.  Thermometers  were 
placed  in  various  parts  of  the  engine  and  boiler-rooms,  between  decks, 
and  in  the  cabins.  The  temperature  registered  during  the  trial  being 
carefully  noted,  it  was  found  that  the  temperature  in  all  parts  of  the 
ship  was  much  lower  in  the  case  of  the  Buda-Pest  than  her  sister  vessels. 
The  representatives  of  the  Austrian  government  considered  the  results  of 
the  trials  as  highly  satisfactory,  both  engines  and  boilers  working 
smoothly  throughout.     It  will  be  observed  that  the  adoption  of  Belleville 
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water-tube  boilers  enabled  such  a  large  increase  of  heating  and  grate 
surface  when  fitted  in  the  same  space  as  the  cylindrical  boilers,  that  a 
higher  power  and  speed  could  be  realized  under  practically  natural- 
draught  conditions  than  could  be  obtained  with  the  cylindrical  boiler 
under  forced  draught  with  considerable  air  pressure.  It  has  been  decided 
to  fit  Belleville  boilers  in  the  new  armored  vessels  which  are  building  for 
the  Imperial  Austrian  Navy. — Engineering. 

[China.] 
Hai-Tschen. 

The  Hai-Tschen,  another  of  the  three  cniisers  building  at  the  Vulcan 
Works  at  Stettin,  was  launched  December  11.  She  is  of  the  same  type 
as  the  Hai-Yung.  of  2950  tons,  8000  H  P.,  and  iQj^  knots,  the  principal 
characteristics  of  which  were  given  in  No.  84,  page  756. 

Hai-Chi. 

On  January  24  was  launched  from  the  Armstrong  Works  the  Hai-Chi. 
protected  cruiser  of  4300  tons,  17.000  H.  P.,  calculated  to  make  a  speed 
of  24  knots,  a  sister  ship  to  the  Hai-Tin  launched  November  25. 

The  principal  dimensions  of  the  vessel  are  as  follow:  Length.  396  feet: 
breadth.  46  feet  8  inches;  mean  draught,  16  feet  9  inches:  displacement. 
in  tons,  4300.  Her  armament  will  consist  of  two  8-inch  Elswick  quick- 
firing  guns,  ten  4.7-inch  Elswick  quick-firing  guns,  twelve  3-pounder 
Elswick  quick-firing  guns,  four  37-millimetre  Maxims,  six  rifle  calibre 
Maxims,  and  five  18-inch  torpedo  tubes.  The  vessel  will  have  a  strong 
steel  protective  deck,  extending  right  forward  and  aft,  so  as  to  protect 
completely  the  machinery,  magazines  and  steering  gear,  the  deck  varying 
in  thickness  from  lY*  inches  on  the  flat  to  5  inches  on  the  slopes.  The 
conning  tower  will  be  built  of  armor  6  inches  thick,  so  as  to  afTord 
eflicient  protection  to  the  steering  wheels,  etc.,  when  the  vessel  is  going 
into  action.  The  total  coal  capacity  is  about  looo  tons,  giving  a  steam- 
ing radius  of  12.000  miles.  The  speed  guaranteed  on  trial  is  24  knots 
during  a  trial  of  four  hours'  duration. 

[Denmark.] 

Naval  Budget. 

The  estimates  for  naval  appropriations.  1898  to  1899,  amount  to  6,936.922 
kronen,  or  about  $1,845,000.  Of  this  amount  about  $300,000  to  be  used 
in  tlie  construction  of  a  battle-ship  of  5000  tons,  the  Herluf  Trolle.  The 
remainder  to  be  expended  in  repairs  of  the  Iver  Hvitfeldt,  Geiscr,  Heimdal 
and  Lindormcn. 

[England.] 

Argonaut. 

The  Argonaut  was  successfully  launched.  January  24th.  from  the  yard  of 
the  Fairfield  Shipbuilding  Crmpany.  She  is  a  protected  cruiser  of  the 
Dia<leni  type,  eight  of  which  are  already  built  or  under  construction, 
although  the  four  most  recently  designed — consisting  of  the  Argonaut: 
the  Spartiate.  which  has  been  laid  down  at  Pembroke:  the  Amphitritc.  at 
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Barrow;  and  the  Ariadne,  at  Clj'debank — differ  somewhat  from  the  first 
quartette  in  indicated  horse-power  and  in  the  nature  of  the  armament 
mounted. 

The  dimensions  of  the  vessel  are  as  follows:  Length  over  all,  from  ram 
end  to  taffrail,  462  feet  6  inches;  length  between  perpendiculars,  435  feet; 
beam,  69  feet;  displacement,  at  normal  draught,  with  1000  tons  of  coal 
on  board.  11,000  tons.  The  hull  is  generally  of  Siemens-Martin  steel, 
and  the  construction  of  the  ordinary  character,  with  frames  4  feet  apart 
along  the  space  occupied  by  the  double  bottom,  and  3  feet  apart  forward 
and  aft  of  this.  There  is  a  double  bottom  extending  the  full  length  of 
the  machinery  and  boiler-room  spaces,  and,  fore  and  aft  of  these  limits, 
the  flats  of  the  steel  water-tight  magazine  and  of  the  platform  decks, 
into  which  the  longitudinals  are  worked  right  up  to  the  ends  of  the  ship, 
practically  continue  the  double  bottom  from  stem  to  stern.  The  coal 
capacity,  at  normal  draught,  is  1000  tons;  but  nearly  2000  tons  can  be 
carried,  should  the  necessity  arise  for  doing  so,  by  employing  the  middle- 
deck  bunkers.  The  hull  is  subdivided  into  a  very  large  number  of  water- 
tight compartments  by  longitudinal  and  transverse  water-tight  bulkheads. 
Openings  have  been  cut  in  these  bulkheads  only  where  it  is  absolutely 
necessary;  and  in  such  cases  water-tight  doors  of  approved  pattern  are 
fitted,  all  arranged  to  work  both  at  the  doors  and  by  gearing  leading  to 
deck  plates  on  the  main  deck.  Where  it  is  necessary  for  bulkheads  to  be 
cut  through  for  ventilating  trunks,  or  such  like  passages,  automatic 
doors,  closed  by  a  self-acting  counterweight,  are  fixed,  so  that  if  a  com- 
partment associated  with  the  opening  is  flooded  a  small  tank  fills  with 
water,  raises  the  ballcock,  and  the  weight,  being  released,  falls,  closing 
the  automatic  door.  The  stem,  stern-post,  and  shaft  brackets  are  of 
phosphor  bronze,  as  is  usual  in  sheathed  vessels.  The  stem  is  of  the 
ordinary  ram  form,  and  is  strongly  supported  by  the  framework  of  the 
vessel  by  means  of  breast  hooks  and  other  devices,  as  well  as  by  the 
forward  parts  of  the  armored  and  platform  decks  being  built  into  it. 
The  hull,  below  and  up  to  about  6  feet  above  the  load  water-line,  is 
sheathed  with  teak  planking  and  coppered.  Bilge  keels  are  also  fitted 
for  a  distance  of  210  feet  amidships;  they  are  3  feet  in  depth  and  splayed 
off  at  the  ends,  not  disappearing  at  the  midship  section,  as  in  the  United 
States  ships  of  the  Wisconsin  type.  The  protective  deck,  of  a  curved 
form  in  section,  ranges  in  thickness  from  2]^  inches  on  the  flat  to  4 
inches  on  the  slopes,  and  covers  the  whole  of  the  machinery,  boilers  and 
magazines.  The  conning  tower  forward  is  of  Harveyized  steel,  fitted 
with  the  customary  gear  for  controlling  and  directing  the  ship  in  action. 
The  connections  from  the  steering  standards,  etc.,  in  the  conning  tower 
are  protected  by  an  armored  trunk  of  thick  steel  leading  down  to  the 
protective  deck.  There  are  navigating  bridges  fore  and  aft  which  secure 
a  view  over  all  operations  on  deck.  The  height  of  the  forward  bridge 
may  be  imagined  when  we  say  that  the  upper  part  of  the  stem  is  about 
32  feet  above  the  water-line,  there  being  between  7  feet  and  8  feet  more 
freeboard  in  this  direction  than  that  possessed  by  the  vessels  of  the 
Majestic  type. 

The  armament  of  the  Argonaut  will  be  of  the  most  recent  character. 
Four  8-inch  quick-firing  guns  in  shields  will  replace  the  same  number  of 
6-inch  quick-firers  as  mounted  on  the  Diadem.  Two  of  these  will  be  on 
the  forecastle  and  two  on  the  upper  deck  aft.  Four  6-irch  quick-firers 
will  be  mounted  in  armored  casemates  of  Harveyized  steel  on  the  main 
and  upper  decks,  capable  of  being  trained  axially  forward,  and  four  more 
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mounted  in  a  similar  manner  capable  of  being  trained  axially  aft;  on 
either  broadside  are  four  other  6-inch  quick-firers  on  the  main  deck. 
Twelve  i2-pounder  quick-firers  are  mounted  on  the  main  and  upper 
decks,  and  two  more  on  the  superstructure  forward.  There  are  also 
light  quick-firing  and  machine  guns,  and  two  torpedo  tubes  below  water 
forward.  The  magazine  and  shell  rooms  for  storing  ammunition  are  of 
large  capacity  and  are  conveniently  situated  for  working  the  quick-firing 
guns,  special  gear  being  supplied  for  hoisting  and  delivering  the  ammu- 
nition. The  importance  of  this  last  feature  will  be  recognized  when  we 
say  that  the  6-inch  guns  have  a  unit  of  200  rounds  each,  the  12-pounders 
of  300  rounds,  and  the  8-inch  guns  of  150  rounds  maintained  in  the 
magazines.  The  axial  fire  of  the  Argonaut  will  be  exceptionally  heavy, 
both  forward  and  aft.  Forward  there  will  be  two  8-inch,  four  6-inch, 
and  two  12-pounders  capable  of  being  trained  in  a  line  with  the  keel. 
These  can  discharge  in  one  minute. 


Two    8-in.         quick-firers    4  rounds  1000  lb. 

Four  6-in.  *•  20       **       2000  "    }•  3360  lb. 

Two  i2-pounder      **  30      **        360 
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representing  a  hitting  energy  of  122,418  foot-tons. 

The  propelling  machinery  of  the  Argonaut  will  consist  of  two  sets  of 
triple-expansion  engines,  each  with  four  inverted  cylinders.  Each  pro- 
peller has  a  boss  of  gun-metal  fitted  with  three  adjustable  blades  of  man- 
ganese bronze,  constructed  to  work  inwards.  Steam  will  be  supplied  by 
thirty  water-tube  boilers  and  economizers  of  the  latest  Belleville  type. 
The  boilers  are  arranged  in  four  groups,  each  group  fitted  in  a  water- 
tight compartment.  The  boilers  are  designed  to  work  at  300  pounds 
pressure,  reducing  valves  being  fitted  to  bring  it  down  to  250  pounds  at 
the  engines.  The  boilers,  in  working  condition,  weigh  720  tons.  In  the 
later  ships  the  boiler  is  divided  into  two  parts;  in  addition  to  the  "  gen- 
erator **  an  "  economizer  "  is  placed  in  the  path  of  the  escaping  hot  gases, 
and  much  of  the  heat  otherwise  lost  is  utilized  in  raising  the  temperature 
of  the  feed-water,  as  it  passes  through  the  economizer  tubes  to  the  gen- 
erator below.  There  is  a  space  between  the  lower  series  of  tubes  forming 
the  generator  ?nd  the  upper  series  forming  the  economizer;  and  a  supply 
of  air  is  forced  into  this  space,  to  ensure  the  combustion  of  the  gases. 
The  passing  of  the  feed-water  through  the  economizer  tubes,  it  was  found 
by  land  trials,  raised  the  temperature  from  68  degrees  Fah.  to  226  degrees 
under  ordinary  conditions,  and  to  330  degrees  when  the  boiler  was 
pressed.  At  the  same  time  the  temperature  of  the  gases  was  reduced  by 
more  than  half  in  its  passage  through  the  economizer  tubes,  from  860 
degrees  to  394  under  ordinary  conditions,  and  from  1560  degrees  to  750 
when  the  boiler  was  pressed.  A  speed  of  20^  knots  per  hour  is  expected, 
with  18,000  indicated  horse-power. 

The  Argonaut  will  be  rigged  with  two  light  masts,  each  fitted  with  a 
platform,  or  light  top,  for  operating  electric  search-lights.  She  has  not, 
however,  any  arrangement  designed  for  fighting  tops  to  mount  quick- 
firing  guns. — Engineering. 

Wolf. 

The  torpedo-boat  destroyer  Wolf,  built  by  Messrs.  Laird  Brothers, 
Birkenhead,  went  out  on  December  30,  1897,  on  the  Qyde  for  her  official 
full-power  coal-consumption  trial  with  satisfactory  results,  the  mean  speed 
obtained  on  six  runs  over  the  measured  mile  being  30.3  knots  with  370 
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revolutions,  and  the  speed  for  three  hours*  run  30.11  knots.  On  January 
6  she  went  out  for  her  official  full-power  coal-consumption  trial  with 
satisfactory  results,  the  mean  speed  obtained  on  six  runs  over  the 
measured  mile  being  30.3  knots,  with  370  revolutions,  and  the  speed  for 
three  hours'  run  30.11  knots. 

Flying  Fish. 

The  Flying  Fish,  torpedo-boat  destroyer,  built  and  engined  by  the 
Palmer  Shipbuilding  Company,  had  her  initial  three  hours'  coal-consump- 
tion trial  on  the  25th  February.  The  mean  of  six  runs  over  the  meas- 
ured mile  in  Stokes  Bay  gave  her  a  speed  of  30.361  knots,  with  390.7 
revolutions  a  minute,  while  with  393  revolutions  for  the  three  hours  the 
speed  by  patent  log  was  30.484  knots.  The  indicated  horse-power  on  the 
mile  was  6431,  and  for  the  three  hours  6457,  showing  remarkable  uni- 
formity in  both  phases  of  the  trial.  There  was  an  abundance  of  steam 
throughout  the  run. 

Violet. 

The  Violet,  torpedo-boat  destroyer,  had  a  12  hours'  economical  coal- 
consumption  trial  at  Portsmouth  on  February  23.  She  was  required  to 
steam  at  13  knots  with  a  coal  consumption  not  exceeding  i  ton  per  30 
miles.  The  mean  speed  of  the  12  hours  was  13.008  knots,  and  the  con- 
sumption 1.99  lb.  per  unit  of  power  per  hour.  The  average  worked  out 
at  36^  miles  per  ton  of  coal,  and,  as  the  vessel  carries  84  tons  of  fuel, 
this  gives  her  a  radius  at  economical  speed  of  3066  miles. 

Gipsy. 

The  Fairfield  Shipbuilding  and  Engineering  Company,  Limited,  have 
completed  the  official  trials  of  H.  M.  S.  Gipsy,  the  first  of  the  30-knot 
torpedo-boat  destroyers  built  by  them  for  the  British  Admiralty,  with 
most  satisfactory  results.  The  speed  on  six  runs  over  the  measured 
mile  at  Skelmorlie  was  as  follows:  29.851  knots,  29.607  knots,  30.456  knots, 
30.151  knots,  30.456  knots,  and  30.354  knots;  giving  a  mean  of  30.176  knots. 
On  a  subsequent  trial  of  three  hours'  continuous  steaming  the  mean 
speed  was  30.207  knots. 

Bullfinch. 

On  February  loth  H.  M.  S.  Bullfinch,  30-knot  torpedo-boat  destroyer, 
was  launched  at  Hull  from  the  yard  of  Earle's  Shipbuilding  and  Engineer- 
ing Company,  Limited,  and  may  shortly  be  expected  to  be  ready  for  her 
official  trials,  as  her  machinery  is  nearing  completion,  and  her  boilers 
were  on  board  at  the  time  of  launching. 

Seal. 

The  Seal,  torpedo-boat  destroyer,  built  by  Messrs.  Laird  Brothers, 
Birkenhead,  went  out  on  the  Clyde  on  January  3rd  on  her  official  full- 
power  coal-consumption  trial  with  the  following  satisfactory  results: 
Speed  on  mile  30.04  knots  with  370.5  revolutions,  and  speed  on  three 
hours'  run  3002  knots. 
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Locust. 

H.  M.  S.  Locust,  torpedo-boat  destroyer,  built  by  Messrs.  Laird 
Brothers,  Birkenhead,  went  out  on  the  2ist  February  for  her  official  full- 
power  coal-consumption  trial  at  30  knots,  with  very  satisfactory  results. 
The  speed  realized  on  six  runs  on  the  measured  mile  at  Skelmorlie  was 
30.26  knots.  And  for  three  hours'  continuous  steaming,  30.15  knots. 
Her  sister  ship,  the  Seal,  completed  her  series  of  trials  on  the  24th  Feb., 
in  the  presence  of  the  Admiralty  representatives.  Her  official  full-speed 
trial  was  commenced  shortly  after  10  a.  m.,  and  a  speed  of  30.79  knots 
was  obtained  as  a  mean  of  the  six  runs  on  the  measured  mile.  The  mean 
speed  for  the  first  four  miles  was  31.03  knots,  equivalent  to  36%  miles 
per  hour.  The  speed  for  the  three  hours'  continuous  steaming  was 
30.15  knots.  After  the  completion  of  this  trial  the  usual  steering  trials 
at  full  speed  ahead  and  astern  were  carried  out  satisfactorily  and  success- 
fully, and  the  stopping,  starting  and  reversing  of  the  engines  demon- 
strated their  efficiency. 

[France.] 

Building  Program. 

The  following  is  the  building  program  as  at  present  settled  for  1898: 
At  Brest,  a  first-class  battle-ship  A9;  at  Cherbourg,  a  first-class  armored 
cruiser  C4;  at  Lorient,  a  first-class  armored  cruiser  C7.  To  be  built  by 
contract:  One  first-class  armored  cruiser  C8,  of  9517  tons,  to  be  a  sister 
ship  to  the  Montcalm;  two  first-class  armored  cruisers,  ex-D4  and  ex-D5, 
of  7700  tons,  to  be  called  the  Desaix  and  Kleber;  five  torpilleurs-de- 
haute-mcr  and  six  first-class  torpedo-boats. 

The  total  number  of  new  vessels  completing,  building  and  to  be  laid 
down  is  84.  divided  as  follows:  8  first-class  battle-ships,  10  first-class 
armored  cruisers,  4  first-class  station  cruisers,  3  second-class  cruisers. 
3  third-class  cruisers,  i  first-class  aviso.  10  torpedo-boat  destroyers,  6  sea- 
going torpedo-boats,  36  first-class  torpedo-boats,  i  submarine  torpedo- 
boat.  I  gunboat,  i  gunboat  launch.  Of  these  numbers,  61  are  actually 
under  construction  in  government  and  private  yards,  leaving  20  to  be 
commenced  before  the  end  of  1898. 

The  new  battle-ship  to  be  built  at  Brest  is  to  have  a  displacement  of 
12.000  tons,  but  her  plans  are  not  yet  completed.  It  is  intended  to  lay 
down  the  Kleber  and  Desaix  before  the  end  of  this  year,  if  possible,  but 
the  contracts  have  not  yet  been  signed.  Their  dimensions  will  be  as 
follows:  Displacement,  7700  tons;  length,  422  feet  6  inches;  beam,  58 
feet:  engines  and  boilers  of  the  same  system  as  Montcalm  class;  H.  P.. 
17.100:  speed.  21  knots;  coal  stowage,  5200  tons;  radius  of  action  at  10 
knots.  8800  miles;  radius  of  action  at  full  speed,  1650  miles;  armament. 
ten  16.4-ccntimetre  (6.3-inch),  ten  3-pounder  and  six  i-pounder  Q.  F. 
guns,  with  two  above-water  torpedo  discharges.  The  station  cruiser  to 
be  l)uih  at  Rochefort  will  have  a  displacement  of  about  5000  tons,  but 
the  plans  arc  not  yet  completed. 

The  destroyer  Yatagan  will  be  similar  to  the  Pique,  Epee  and  Framee, 
namely:  displacement.  303  tons:  H.  P..  4800;  speed,  26  knots;  armament, 
one  ()5-iiiillinietre  and  six  47-millimetre  Q.  F.  guns;  two  above-water 
torpedo  tubes.  The  designs  for  the  five  sea-going  torpedo-boats  are  not 
yet  completed,  but  they  will  have  a  displacement  of  about  150  tons.  The 
six   tir-t-class   torpedo-boats   will   have  a  displacement  of  84  tons  and  a 
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Speed  of  23  knots.    Armament,  two  37-miIlimetre  guns  and  two  torpedo 
tubes. 

The  plans  of  the  new  battle-ships  and  cruisers  are  all  due  to  M.  Bertin, 
head  of  the  Section  Technique  des  Constructions  Navales,  who  will  be 
held  responsible.  This  is  a  new  departure,  as  up  to  the  present  no 
definite  responsibility  for  the  ship  designs  was  attached  to  any  single 
official. — Journal  of  the  Royal  United  Service  Institution. 

A  first-class  armored  cruiser,  to  be  called  the  Dupleix,  has  been  laid 
down  at  Rochefort,  replacing  the  cruiser  "  D3,"  of  5500  tons,  which 
figured  in  the  budget  vote  of  1897.  The  Dupleix  will  have  a  displacement 
of  7700  tons,  vertical  triple-expansion  engines,  multitubular  boilers,  three 
propellers,  and  an  estimated  speed  of  21  knots.  Her  armament  will  con- 
sist of  ten  164  centimetre  (6.3rinch),  ten  pounder,  and  six  i-pounder  Q.  F. 
guns,  and  two  above-water  torpedo  discharges.  Her  cost  will  be  15,500- 
000  francs,  and  she  will  practically  be  a  sister  ship  to  the  Kleber  and 
Desaix. — Journal  of  the  Royal  United  Service  Institution, 

[Italy.] 

Ships  under  Construction. 

The  naval  estimates  for  1898  and  1899  amount  to  105,963,646  lire,  but 
as  some  deductions  have  to  be  made,  the  real  total  is  94,769,124  lire,  of 
which  24  millions  and  a  half  are  devoted  to  the  personnel  and  19,500,000 
lire  to  new  constructions  and  completing  during  the  current  year  the  fol- 
lowing ships:  First-class  battle-ships — Emanuele  Filiberto,  completing  at 
Naples,  and  Ammiraglio  di  Saint  Bon  at  Venice.  First-class  armored 
cruisers — Vettor  Pisani,  completing  at  Naples;  Giuseppe  Garibaldi,  com- 
pleting at  the  Ansaldo  Works,  Sestri  Ponente;  Varese,  completing  at  the 
Orlando  Yard  at  Leghorn.  Second-class  ram  cruiser — Puglia,  fitting  out 
at  the  dockyard  at  Taranto.  Torpedo  cruisers — Agordat  and  Ciotat, 
building  at  Naples  and  Castellamare  respectively. 

At  Castellamare  a  new  torpedo  cruiser  of  the  Agordat  type  is  to  be  laid 
down,  besides  some  torpedo-boat  destroyers  and  torpedo-boats,  but  with 
regard  to  the  proposed  new  battle-ships  no  decision  as  to  their  type 
would  appear  to  have  been  yet  arrived  at,  although  it  is  stated  that  four 
are  to  be  laid  down.  By  the  end  of  the  financial  year,  ist  July,  1899, 
the  active  fleet  will  consist  of  320  vessels  of  all  classes,  51  of  which  will 
be  battle-ships  and  cruisers  and  146  torpedo-boats. — Journal  of  the  Royal 
United  Service  Institution. 

The  Duilio  is  refitting  at  Spezia,  same  as  the  Dandolo.  She  is  to  receive 
a  new  armament,  new  boilers  and  engines,  to  give  a  speed  of  18  knots. 
If  these  changes  come  up  to  expectations  all  the  older  ships  are  to  be 
similarly  refitted  and  rebuilt. 

[Japan.] 
Akashi. 

The  latest  papers  from  the  Far  East  bring  an  account  of  the  launch  at 
the  Yokoska  shipbuilding  yard  of  the  cruiser  Akashi,  a  sister  vessel,  we 
believe,  to  the  Suma,  which  was  launched  from  the  same  yard  about 

11 
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two  years  ago.  The  Yokoska  shipbuilding  yard,  which  is  situated  a  few 
miles  below  Yokohama,  was  under  the  charge  of  French  engineers  and 
shipbuilders  for  a  good  many  years,  but  now  it  is  entirely  managed  by 
Japanese,  who,  after  having  studied  in  their  own  country,  extended  their 
practical  knowledge  in  some  of  the  largest  shipbuilding  yards  in  Europe. 
The  Akashi  is  a  steel  twin-screw  cruiser  of  295  feet  in  length,  41  feet 
75^  inches  in  beam,  15  feet  8^  inches  in  draught,  2800  tons  displacement, 
and  8000  horse-power.  It  is  expected  that  she  will  attain  a  speed  of  19^ 
knots.  Her  coal  bunkers  have  a  capacity  for  600  tons,  and  her  armament, 
when  completed,  will  consist  of  six  12-centimetre  quick-firing  guns,  two 
15-centimetre  quick-firers,  four  machine  guns,  and  two  torpedo-tubes; 
the  six  12-centimetre  in  sponsons,  three  of  which  are  constructed  on  either 
side  of  the  ship,  the  two  15-centimetre  guns  being  mounted  behind  shields, 
fore  and  aft.  The  difficulty  of  shipbuilding  in  Japan,  especially  for  the 
navy,  will  be  understood  when  it  is  remembered  that  practically  all  the 
steel  used  in  construction  requires  to  be  imported,  and  therefore  that 
much  of  the  special  work  which  engineers  and  shipbuilders  in  this 
country  get  done  at  outside  establishments,  requires  to  be  done  in  the 
yard  at  Yokoska. — Engineering. 

Kasagi  and  Chitose. 

This  protected  cruiser  was  successfully  launched  at  Cramp's  shipyard, 
January  20th.  She  is  the  first  foreign  warship  launched  in  America  for 
twenty  years.  Two  days  later  the  Chitose,  building  at  the  Union  Iron 
Works,  San  Francisco,  was  launched.  The  Kasagi  is  modeled  on  the 
lines  of  the  fast  and  powerfully  armed  protected  cruisers  which  have  been 
built  by  Armstrong,  of  England,  for  the  Japanese  and  other  foreign 
navies.  She  is  396  feet  long,  with  49  feet  of  beam  and  a  draught  of  17 
feet  9  inches,  her  displacement  at  this  draught  being  4900  tons.  The 
motive  power  is  supplied  by  two  vertical,  inverted,  triple-expansion,  four- 
cylinder  engines,  driving  twin  screws,  and  estimated  to  develop,  under 
forced  draught,  a  mean  speed  of  22^  knots  per  hour.  The  engines  are 
of  17,000  horse-power,  and  the  boiler-rooms  contain  twelve  single-ended 
boilers,  14  feet  2  inches  in  diameter  and  9  feet  9  inches  in  length.  She 
will  carry  enough  coal  to  cruise  for  4000  miles  at  10  knots  an  hour.  In 
the  specifications  she  is  classed  as  a  protected  cruiser  of  the  second  class, 
and  like  all  vessels  of  her  type  has  no  defensive  armor,  relying  on  her 
coal  bunkers,  which  run  108  feet  fore  and  aft  of  her  amidship  section, 
to  protect  her  engines,  which  are  entirely  below  the  water-line.  Above 
these  is  a  protective  deck,  having  a  maximum  thickness  of  4^  inches  on 
the  slopes  and  i^  inches  on  the  flat,  giving  ample  protection  to  the  vital 
parts  of  the  ship. 

The  batteries  of  the  Kasagi  are  heavier  than  those  on  either  the  United 
States  cruisers  Minneapolis  or  Columbia,  and  it  is  alleged  that  the  new 
cruiser,  because  of  her  superior  protection,  will  have  greater  defensive 
and  offensive  power.  There  are  no  turrets  on  the  Kasagi,  but  she  will 
be  quite  well  protected  by  guns.  There  are  two  8-inch  rifles  at  the  sides, 
and  her  armament  besides  will  consist  of  ten  4.7-inch  quick-firing  rifles 
mounted  in  broadside,  a  secondary  battery  of  twelve  12-pounder  quick- 
firing  rifles,  and  six  2^-inch  Hotchkiss  guns.  The  8-inch  rapid-fire  guns 
have  a  speed  of  fire  three  times  that  of  the  old  slow-firing  type,  so  that 
these  two  guns  alone  would  equal  the  six  8-inch  guns  carried  on  our  own 
New  York,  a  ship  of  8000  tons  displacement.    As  the  energy  of  each 
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shell  from  the  New  York's  8-inch  guns  is  7498  foot-tons  and  that  of  the 
shells  from  the  Kasagi's  8-inch  guns  is  10,662  foot-tons,  we  see  what  an 
enormous  advantage  is  gained  by  the  adoption  of  the  rapid-fire  system. 
In  the  present  instance  it  brings  the  offensive  power  of  a  4900-ton  ship  up 
to  and  beyond  that  of  an  8ooo-ton  ship.  This  comparison  is  an  important 
commentary  upon  the  urgent  plea  of  Assistant  Secretary  of  the  Navy 
Roosevelt  for  the  arming  of  our  cruisers  with  guns  of  the  rapid-fire  type. 

New  Japanese  War  Vessels. 

In  addition  to  the  new  second-class  cruisers,  Kasagi  and  Chitose, 
building  in  this  country,  Japan  is  having  built  at  various  places  nearly 
forty  battle-ships,  armored  cruisers,  protected  cruisers,  torpedo-boats  and 
torpedo-boat  destroyers.  These  include  three  14,800-ton  battle-ships, 
which  are  well  advanced  at  Armstrong's,  Thompson's  and  the  Thames 
Iron  Works,  respectively,  in  England;  one  battle-ship  of  about  10,000 
tons,  also  under  way  at  Armstrong's;  four  first-class  armored  cruisers  of 
9600  tons  displacement  and  twenty  knots  speed — ^two  of  these  at  Arm- 
strongr's,  one  at  the  Vulcan  Works,  Stettin,  Germany,  and  one  at  Forges 
et  Chantiers,  France;  one  protected  cruiser  of  4300  tons  and  about  twenty- 
three  knots  speed  at  Armstrong's;  four  thirty-knot  torpedo-boat  destroy- 
ers at  Yarrow's,  England,  and  four  more  of  a  similar  type  at  Thompson's; 
eight  ninety-ton  torpedo-boats  at  the  Schichau  Works,  Elbing,  Germany, 
and  four  more  of  a  similar  type  at  the  Normand  Works,  France;  three 
3000-ton  protected  cruisers  of  twenty  knots,  three  torpedo  gunboats  and 
a  dispatch  vessel  at  the  Imperial  dockyards,  Yokosuka,  Japan,  and  an 
armored  cruiser  of  9600  tons  and  twenty  knots,  to  be  also  built  at 
Yokosuka.    All  of  these  vessels  are  expected  to  be  completed  by  1903. 

[Portugal.] 

Adamastor. 

The  latest  addition  to  the  Royal  Portuguese  Navy  is  the  twin-screw 
cruiser  Adamastor,  whkh  performed  her  speed  trials  and  was  accepted 
in  July,  1897.  The  ship  was  built  and  engined  by  Orlando  Brothers,  of 
Leghorn;  her  general  dimensions  are  as  follows,  viz.:  Length,  between 
perpendiculars,  242  feet  2  inches  (73.810  m.);  length,  over  all,  261  feet 
(79.622  m.);  breadth,  35  feet  2  inches  (10.730  m.);  depth,  moulded,  21  feet 
454  inches  (6.500  m.);  normal  displacement,  1765  metric  tons;  displace- 
ment, with  419  tons  of  coal  on  board,  1962  tons.  The  hull  is  of  steel  and 
is  partially  double  bottomed.  The  whole  is  divided  into  twenty-three 
main  water-tight  compartments,  and  the  lower  deck  is  of  steel  with  water- 
tight doors. 

The  armament  consists  of  two  is-cm.  Krupp  guns,  placed  one  on  the 
topgallant  forecastle  and  one  on  the  raised  quarterdeck;  four  quick-firing 
10.5-cm.  and  four  quick-firing  6.5-cm.  Krupp  guns  on  the  main  deck;  two 
37  mm.  Hotchkiss  guns  on  the  bridge;  two  6.5  mm.  Nordenfeldt  machine 
guns  on  the  fighting  tops.  Besides,  there  are  three  torpedo  tubes,  one 
forward  and  two  on  the  broadside  on  the  main  deck. 

The  conning  tower  is  of  steel,  254  inches  thick.  There  are  six  boats, 
one  of  which  is  a  steam  launch.  On  the  quarterdeck  there  is  a  very 
elegant  state-room;  the  chief  commander's  bed,  drawing  and  bath  rooms; 
the  second  commander's  bed  and  bath  rooms;  the  pantry,  the  chart  room. 
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&c.  &c.  The  officers'  accommodation  is  aft,  but  under  the  main  deck; 
the  officers'  mess-room,  which  is  near  the  midshipmen's  mess-room  and 
cabins,  extends  the  full  breadth  of  the  ship.  The  topgallant  forecastle  is 
occupied  by  petty  officers'  cabins  and  sailors. 

Great  care  was  taken  in  ventilating  the  ship  with  natural  draught;  but 
besides  this,  two  electric  ventilators,  4  feet  in  diameter,  are  provided  for 
use  in  hot  climates,  and  they  blow  the  fresh  air,  not  only  into  every  cabin, 
but  also  into  the  store-rooms,  steering  engine-room  and  magazines.  The 
vessel  is  propelled  by  two  triple-expansion  engines,  designed  to  develop 
4000  indicated  horse-power,  placed  in  separate  water-tight  compartments, 
the  high-pressure  cylinders  being  forward;  the  bed  plates,  the  cylinder 
frames,  which  are  of  the  inverted  Y  form,  as  well  as  the  covers  of  the 
cylinders  and  valve  chests,  are  of  cast  steel.  The  cylinders'  diameters  are: 
High-pressure,  23 J4  inches  (0.59  m.);  intermediate,  37fi  inches  (0.95  m.); 
low  pressure,  5954  inches  (1.50  m.).  The  common  stroke  is  31 54  inches 
(0.80  m.).  The  main  condensers  are  in  the  wings — they  are  cylindrical — 
and  built  with  Muntz  sheets;  the  total  combined  condensing  area  is  4862 
square  feet.  The  propellers  are  of  Delta  metal,  three-bladed,  10  feet  11 54 
inches  in  diameter  (3.340  m.),  the  projected  surface  6i  each  propeller  being 
of  30.66  square  feet  (2.85  m.  q.).  Steam  is  supplied  by  four  marine  single- 
ended  boilers,  placed  in  separate  water-tight  compartments;  they  are  13 
feet  6Ji  inches  in  diameter  and  12  feet  354  inches  long,  with  three  Fox's 
furnaces,  each  3  feet  7l4  inches  mean  diameter.  The  total  heating  surface 
is  8823  square  feet  (8.20  m.  q.);  the  total  grate  area  is  262  square  feet. 
The  working  pressure  is  160  lbs.  per  square  inch.  Four  ventilating 
tubes,  39^  inches  in  diameter,  supply  air  to  the  boilers  at  natural  draught, 
and  four  ventilating  fans,  5  feet  3  inches  (1.600  m.)  in  diameter,  are  pro- 
vided for  the  forced  draught,  which  is  on  the  closed  ashpit  system.  One 
auxiliary  boiler,  having  223  square  feet  of  heating  surface,  is  placed  on 
the  main  deck.  A  very  complete  system  of  pumping  arrangement  is 
fitted,  and  we  may  mention  the  two  500  tons  per  hour  centrifugal  pumps, 
the  bilge  and  auxiliary  pumps,  capable  of  pumping  overboard  100  tons 
of  water  per  hour,  and  the  two  50  tons  each  steam  ejectors. 

Three  trials  were  to  be  made.  The  contract  speed  at  natural  draught, 
six  hours'  trial,  was  to  be  16  knots,  with  115  revolutions  and  3000  indi- 
cated horse-power  the  main  engines.  The  official  results  of  this  first  trial, 
made  on  the  28th  June,  1897,  are:  Mean  speed,  17.19  knots;  mean  revolu- 
tions 119,  with  a  maximum  of  122;  indicated  horse-power  varying  from 
2900  to  3100.  On  the  following  six  hours'  trial,  at  10  knots  speed,  the 
coal  consumption  was  not  to  exceed  154  lbs.  (70  kilos.)  per  mile.  The 
trial  was  made  on  30th  June;  the  power  developed  by  the  main  engines, 
running  at  67  revolutions,  corresponding  to  lo-mile  speed,  was  523,  and 
the  coal  consumption  in  the  six  hours  was  4629  lbs.  (2100  kilos.),  that  is, 
77  lbs.  per  mile,  or  1.45  lb.  per  indicated  horse-power. 

The  coal  capacity  of  the  bunkers  being  of  419  tons,  the  radius  of  the 
Adamastor  at  10  knots  speed  is  at  least  8896  miles,  including  the  coal 
consumption  of  the  galley,  water-distilling  apparatus,  etc. 

The  two  hours'  forced-draught  trial  was  to  give  a  speed  of  17.3  knots 
with  130  revolutions  of  the  main  engines  and  4000  indicated  horse-power. 
The  trial  was  made  on  the  8th  of  July,  on  which  occasion  the  photograph 
of  the  vessel  at  sea,  reproduced  as  our  supplement  this  week,  was  taken, 
with  the  following  results:  speed,  mean,  18.04  knots;  revolutions,  131. 5; 
mean  indicated  horse-power,  4030;  steam  pressure  in  the  boilers  varyinjj 
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from  156  lbs.  to  160  lbs.;  air  pressure  in  the  ashpits,  "^  inch  of  water. 
The  engines  as  well  as  the  boilers  worked  during  all  the  trials  in  the 
most  satisfactory  manner,  no  part  of  the  engines  getting  heated,  nor  was 
there  any  priming. 

The  Adamastor's  electric  plant  consists  of  two  4-pole  dynamos,  directly 
coupled  to  the  vertical  single  cylinder  double-acting  engines,  8  inches  in 
diameter,  with  55^-inch  stroke,  working  at  275  revolutions  per  minute. 
The  current  output  of  each  dynamo  is  no  amperes,  at  65  volts.  There 
are  190  lamps  through  the  ship,  and  two  16-inch  diameter,  50-ampere, 
search-lights  on  the  mast. — Engineer, 

Don  Carlos  I. 

An  armored  cruiser,  Don  Carlos  I.,  of  4100  tons  displacement,  is  build- 
ing in  England  for  the  Portuguese  government.  The  armored  deck  to 
have  a  thickness  of  i^  to  4  inches.  Two  triple-expansion  engines,  steam 
supplied  by  water  tubular  boilers,  are  to  give  a  speed  of  22  to  23  knots 
under  forced  draught.  Coal  capacity  1000  tons,  giving  a  radius  of  action 
of  10,000  miles  at  12  to  13  knots.  The  armament,  entirely  of  rapid-fire 
guns,  comprises  two  7.8-inch  and  ten  4.7-inch  guns,  protected  by  3-inch 
gun  shields;  twelve  47-mm.  and  six  37-mm.  guns,  besides  four  Maxim  ma- 
chine guns.  There  will  be  five  torpedo  tubes,  three  being  submerged. — 
Moniteur  de  la  Flotie. 

Gunboats. 

Two  gunboats,  Almirante  Baptista  de  Andrade  and  Thomaz  Andoa,  of 
220  tons  each  and  10  to  12  knots  speed,  are  building.  They  are  to  be 
armed  with  small  rapid-fire  guns. 

[RassiA.] 

Ships  under  Construction. 

It  is  stated  that  the  naval  estimates  for  the  coming  year,  when  pub- 
lished, show  an  increase  of  6,000,000  roubles  on  those  of  last  year,  and 
that  the  credit  allotted  for  the  construction  of  new  warships  will  amount 
to  24,800,000  roubles,  and  attempts  will  be  made  to  carry  out  the  building 
much  more  speedily  than  heretofore.  At  present  a  large  armored  cruiser 
of  the  type  of  the  Rossia  is  being  constructed  at  the  Baltic  Works  on 
the  Neva;  she  will  have  three  engines  and  three  propellers,  and  the 
engines  are  to  develop  a  total  of  18,000  I.  H.  P.  In  the  same  yard  two 
torpedo  destroyers  of  the  type  of  the  Sokol  are  being  built;  their  hulls 
will  be  of  nickel  steel,  and  their  engines  will  develop  about  4400  I.  H.  P., 
and  they  are  intended  to  be  in  all  respects  superior  to  the  Hornet,  and 
in  some  minor  points  improvements  on  the  Sokol.  In  Abo,  at  the  works 
of  Greighton  and  Co.,  two  more  torpedo  destroyers  of  the  same  type  are 
in  process  of  construction.  In  the  Admiralty  Works  at  Ijora  a  battle- 
ship of  12,674  tons  displacement,  434  feet  long  and  26  feet  draught,  of 
the  type  of  the  Oslabija,  is  being  built,  and  no  less  than  twenty-four 
torpedo  destroyers  of  the  Sokol  type.  Of  these,  twelve  will  be  taken  in 
parts  to  the  port  of  Vladivostock  and  twelve  will  be  left  in  the  Baltic 
port  A  lightship  for  Nekmangrund  and  another  for  Port  Nikolaieff  in 
the  Black  Sea  have  also  been  ordered  at  the  same  place.  An  armored 
ship  of  8800  tons  displacement  and  341  feet  long,  of  the  type  of  the 
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Rostislav,  is  ^o  be  built  at  Nikolaieff  for  the  Black  Sea.  fleet.  In  the 
same  works  a  battle-ship  of  12,480  tons  displacement  and  357  feet  long, 
of  the  type  of  the  Three  Saints  (Tri  Sviatitelya),  will  shortly  be  laid  down. 
Further,  engines  are  now  being  made  for  the  unchristened  cruiser  of  the 
type  Rossia  (18,000  I.  H.  P.),  for  the  new  cruiser  of  the  type  Pallada 
(11,610  I.  H.  P.),  for  the  cruisers  Diana  and  Aurora  (11,610  I.  H.  P.),  for 
the  armored  turret-ship  Peresjet  (14,500  I.  H.  P.),  for  the  Oslabija 
(14,500  I.  H.  P.),  and  for  the  barbette  ship  of  the  type  of  the  Tri  Sviatitelya 
(10,600  I.  H.  P.). 

The  Ministry  of  Marine  has  decided  to  provide  next  year  the  following 
guns:  Twenty-five  12-inch,  40  calibres  in  length;  sixteen  lo-inch,  45  cali- 
bres long;  one  8-inch;  forty-nine  6-inch  Q.  F.  guns;  twenty-three  120- 
mm.  Q.  F.  guns;  a  hundred  75-mm.  Q.  F.  guns;  eight  Baranovsky  2^4- 
inch  guns;  134  Hotchkiss  47-mm.  guns;  and  ninety-six  Hotchkiss  37-mm. 
guns.  In  addition,  hydraulic  carriages  will  be  built  for  the  12-inch  and 
lo-inch  guns,  turret  mounts  for  the  6-inch  pieces,  and  fixed  carriages  for 
the  others.  The  Admiralty  has  also  ordered  100  Whiteheads  (new  model), 
ninety-six  19-feet  Whiteheads,  and  twenty  45-cm.  torpedoes.  112,000 
roubles  are  to  be  expended  on  hand  torpedoes  and  87,000  roubles  on 
electric  naval  mines  and  mining  material.  For  the  vessels  in  commis- 
sion, 11,184,371  roubles;  provisions,  6,946,906  roubles;  guns  and  torpedoes, 
5,089,296  roubles;  workshops  and  offices,  4,487,556  roubles;  for  improve- 
ments in  the  port  of  Vladivostock,  6,000,000  roubles. — Journal  of  the  Royal 
United  Service  Institution. 

The  Russian  Admiralty  has  decided  to  replace  the  "  Du  Temple  '* 
boilers  of  torpedo-boats  Nos.  125  and  126  by  Yarrow  straight-tube  boilers, 
owing,  it  is  said,  to  the  rapid  deterioration  of  the  tubes  of  the  former 
boilers — due,  we  are  told,  to  their  curved  shape,  and  also  because  the 
Yarrow  boilers  allow  of  a  larger  heating  surface. 

[Spain.] 
Cristobal  Colon. 

It  will  be  remembered  that  one  of  the  six  vessels  in  the  last  Italian  naval 
programme  (which  dates  so  far  back  as  1891)  was  named  the  Giuseppe 
Garibaldi.  She  was  to  be  built  and  engined  complete  by  Messrs.  Ansaldo 
and  Co.,  of  Sestri  Ponente  and  Sampierdarena,  near  (}enoa,  and  she  was 
to  be  delivered  within  six  years.  But  the  capacity  of  the  Ansaldos'  works 
is  such  that  the  construction  of  the  engines  was  completed  and  the  ship 
ready  for  launching  within  22  months. 

It  was  just  at  this  time  that  the  Argentine  Republic,  having  one  of 
those  perennial  differences  of  opinion  with  its  sister  republic  of  Chili, 
was  looking  about  for  warships  to  add  to  its  fleet  as  an  answer  to  the 
threatening  armament  that  Chili  was  gradually  accumulating,  and  over- 
tures were  made  to  the  Italian  (^vemment  for  the  purchase  of  the 
Giuseppe  Garibaldi.  It  was  then  arranged  that  Messrs.  Ansaldo  should 
have  power  to  dispose  of  the  vessel  to  Argentina  on  the  condition  that 
the  second  one  should  be  delivered  to  the  Italian  government  within  the 
time  originally  stipulated  for  the  first  one;  and  with  the  further  proviso 
that  in  consideration  of  the  granting  of  such  a  favor  Messrs.  Ansaldo 
were  to  fit  the  new  vessel  with  water-tube  boilers,  in  place  of  the  cylin- 
drical ones  provided  for  the  original  vessel,  and  that  all  materials  for  the 
new  ship  should  be  obtained  in  the  kingdom  of  Italy  as  far  as  possible. 
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The  name  Garibaldi  was  retained  for  the  Argentine  vessel  in  recogni- 
tion of  all  that  that  hero  did  for  Argentina,  and  the  vessel  was  speedily 
completed  and  handed  over  to  the  Argentine  authorities.  The  fitting  the 
machinery  on  board  was  a  remarkably  smart  piece  of  work  for  any 
country,  the  engines  and  boilers  being  ready  for  their  steam  trials  ten 
weeks  after  the  vessel  was  launched.  The  keel  of  the  second  ship  was 
laid  on  September  25,  1895,  and  her  construction  so  pushed  forward  that 
there  was  every  probability  that  it  also  would  be  ready  for  sea  long 
before  the  time  orig^inally  stipulated.  It  was  at  this  juncture  that  Spain, 
seeing  the  urgent  necessity  of  adding  to  her  fleet  some  modem  and  really 
serviceable  vessels,  decided  to  purchase  the  Garibaldi  No.  2  if  it  were 
possible,  and  the  Italian  government  was  again  approached  with  a  request 
for  the  cession  of  the  second  vessel.  This  was  again  granted  on  the  same 
terms  as  before,  but  with  a  distinct  warning  from  the  Italian  Ministry  of 
Marine  that  on  no  account  would  any  extension  of  time  for  final  delivery 
be  granted,  and  any  fines  for  delay  would  be  most  strictly  enforced.  The 
launch  •of  this  second  vessel  took  place  on  September  16,  1896,  and  was 
made  the  occasion  of  a  most  remarkable  outburst  of  enthusiasm  and 
scene  of  fraternization  between  the  Spanish  and  Italian  peoples.  A  large 
steamer  was  chartered  and  sent  to  Barcelona  for  representatives  of  all  the 
principal  Spanish  newspapers,  and  these  journalists  had  public  receptions 
and  festivities  in  their  honor  wherever  they  went.  The  vessel  left  the 
ways  in  the  presence  of  cheering  thousands,  and  was  named  Cristobal 
Colon  by  Madame  Benomar,  the  wife  of  the  Spanish  ambassador  to  the 
court  of  Italy. 

The  leading  dimensions  of  the  vessel  are  as  follows:  Length,  328  feet; 
beam,  59  feet  9  inches;  and  draught,  23  feet  3  inches,  at  which  the  dis- 
placement is  6840  tons.  The  armament  consists  of  two  25-centimetre 
guns  placed  at  either  end  of  the  vessel  en  barbette,  ten  15-centimetre, 
six  12-centimetre,  ten  57-millimetre,  and  ten  37-millimetre  guns,  all,  with 
the  exception  of  the  two  large  guns,  being  quick-firing.  There  are  also 
two  machine  guns  and  two  light  guns  with  their  carriages  for  use  on 
shore. 

The  propelling  machinery  consists  of  two  sets  of  triple-expansion  in- 
verted engines  having  cylinders  42  inches,  63  inches,  and  93  inches  in 
diameter  respectively,  with  a  stroke  of  3  feet  10  inches.  Each  cylinder 
is  supported  by  four  cast-steel  columns  with  cast-iron  crosshead  guides 
bolted  on  their  faces  and  standing  on  cast-steel  main  bearing  frames. 
The  high-pressure  cylinders  are  fitted  with  piston  valves,  while  the  inter- 
mediate and  low-pressure  cylinders  have  double-ported  slide  valves,  all 
being  worked  by  double  eccentrics  and  Stephenson's  link  motion.  The 
piston-rods,  connecting-rods  and  shafts  are  of  steel,  these  latter  being 
hollow  throughout,  and  the  crankshaft  being  made  in  three  parts  inter- 
changeable. The  condensers,  two  in  number,  are  of  delta  metal,  and  are 
fitted  with  horizontal  tubes  through  which  the  water  passes,  and  have  a 
cooling  surface  of  14,600  square  feet.  There  are  two  single-acting  air- 
pumps  made  of  gun  metal  33  inches  in  diameter  and  21  inches  stroke, 
worked  by  beams  from  the  low-pressure  cylinder  crossheads.  There  are 
two  large  centrifugal  pumps,  each  worked  by  a  compound  engine,  and 
each  is  fitted  with  a  small  auxiliary  single-acting  air  pump  for  the  pur- 
pose of  maintaining  a  vacuum  and  keeping  the  main  condensers  free  of 
water  when  the  main  engines  are  stopped.  An  auxiliary  condenser  is 
fitted  in  each  engine-room,  having  its  special  circulating  and  air  pump. 
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Messrs.  Maudslay's  latest  arrangement  with  secondary  tanks  for  main- 
taining a  constant  head  of  water  against  the  suction  valves  of  the  feed 
pumps  was  adopted,  and  was  found  to  give  admirable  results  on  the 
trials. 

The  steam-producing  apparatus  consists  of  12  water-tube  boilers  of  the 
Niclausse  type,  which  were  made  in  Paris.  The  boilers  are  placed  back 
to  back  against  the  central  bulkhead,  three  in  each  compartment,  and  a 
funnel  is  provided  for  each  group  of  six  boilers. 

The  vessel  was  ready  for  trial  in  March,  1897,  the  official  natural- 
draught  trial  taking  place  on  April  29,  1897,  when  the  results  exceeded 
every  expectation.  The  boilers  gave  such  an  ample  supply  of  steam  that 
the  full  contract  speed  of  the  vessel  was  obtained  without  even  putting 
the  fans  in  motion.  At  the  three  hours'  trial,  with  a  mean  pressure  of 
57.04  lbs.  in  the  high-pressure  cylinders,  a  vacuum  of  28.2  inches,  the  two 
engines  developed  a  collective  indicated  horse-power  of  10,671,  exceeding 
by  2071  I.  H.  P.  that  required  by  contract. 

As  is  usual  on  trials  with  ships  fitted  with  water-tube  boilers,  the 
firing  was  done  regularly,  each  furnace  being  charged  with  a  certain 
amount  of  fuel  at  stated  intervals,  a  clock  being  fitted  in  each  stokehold 
to  facilitate  this. 

The  mean  speed  on  this  trial,  on  a  long  base,  was  19.35  knots,  and  as 
this  was  in  excess  of  the  contract  speed,  the  commission  appointed  by 
the  Spanish  government  to  receive  the  vessel  decided  that  no  further 
full-speed  trial  was  necessary. 

Besides  the  substitution  of  water-tube  boilers  and  the  application  of 
hotwell  pumps  with  their  tanks  and  service  of  pipes,  the  second  vessel 
possesses  many  other  improvements,  which  were  found  desirable  or  neces- 
sary from  experience  with  the  first  Garibaldi. — Engineering, 

[United  States.] 
The  Latest  Battle-ships  for  the  United  States  Navy. 

The  latest  report  furnished  to  Chief  Constructor  Hichbom,  showing 
the  progress  which  is  being  made  in  the  construction  of  the  five  battle- 
ships which  are  building  in  private  yards  for  the  United  States  Navy, 
shows  that  the  Kearsarge  and  Kentucky  are  more  than  half  completed, 
and  that  from  32  to  39  per  cent  of  the  work  has  been  accomplished  on 
the  Alabama,  Illinois  and  Wisconsin. 

These  five  vessels,  all  of  which  will  be  first-class  seagoing  battle-ships, 
belong  to  two  different  types,  the  first  oif  which,  authorized  in  the  year 
1895,  includes  two  twin  ships,  the  Kearsarge  and  the  Kentucky,  which 
are  building  at  Newport  News;  the  other  type,  authorized  in  the  follow- 
ing year,  consists  of  the  Alabama,  building  at  the  Cramps'  yard,  the 
Illinois,  at  Newport  News,  and  the  Wisconsin,  which  is  being  constructed 
at  the  Union  Iron  Works,  San  Francisco. 

They  differ  considerably  from  each  other  and  from  the  class  of  ships 
which  preceded  them,  represented  by  the  Indiana,  Massachusetts  and 
Oregon.  They  represent  the  advance  which  has  taken  place  in  battle- 
ship design  since  the  year  1890,  when  the  Indiana  class  was  authorized, 
and  in  the  Alabama  we  have  embodied  those  features  of  high  freeboard, 
widely  separated  main  battery  and  broadside  secondary  battery  of  rapid- 
fire  guns  which  are  likely  to  remain  permanent  in  the  navies  of  the  world. 
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The  leading  features  of  the  two  ships  are  as  follows: 

Kentucky.  AUbama. 

Water-line  length 368  ft.  368  ft. 

Beam 73"  aX  in.  79  **  aH  in. 

Draught 93  "  6      "  93  "  6 

IVeeboard  forward ^4  "  3      "  ao  " 

••         aft X3"  3      "  13  ••  3 

Displacement x  t  ,535  tons  z  z  ,5*0  tons 

Speed i6knots  i6knots 

Coal  supply  .  ...  4Z0  tons  800  tons 

Horsepower 10,000  lo.coo 

Armor,  nickel  steel. 

Water-line  belt z6X  in.  16X  in. 

Side  armor  abore  belt....              6      "  $H  " 

Turret  armor Z7  and  zs      **  17  and  13      " 

Barbette  armor 15      *'  15   **    10      " 

Conning  tower so      "  10      " 

Protective  deck sK  "  aXt04" 

Armament. 

Main  battery 4  z3-in.  guns  4  i3«in.  guns. 

Submain  battery  . .  4   8-in.guns 

Secondary  battery,  14  5-in.  R.  F.  guns  14  6-in.   R.  F.  guns, 

so  6-pdr.  R.  F.  guns  --<--.^-  i>   v  —.— 


•  4  (T^H.     <v.  r*  guns. 

17  6-pdr.  R.  F.  guns. 
6  S'pdr.  R.  F.  guns. 


If  it  is  compared  with  the  Indiana  it  will  be  evident  that  the  greatest 
change  in  the  Kentucky  is  in  the  novel  method  adopted  for  carrying 
the  8-inch  guns.  In  the  Indiana  there  were  eight  of  these  disposed  in 
four  turrets,  at  the  four  comers  of  the  central  armored  battery.  By  this 
arrangement  it  was  hoped  to  be  able  to  train  four  guns  on  either  beam 
or  directly  ahead.  In  the  gunnery  trials,  however,  it  was  found  that  if 
these  guns  were  fired  direct  ahead  or  astern  their  blast  rendered  the 
sighting-hoods  of  the  13-inch  guns  untenable.  To  prevent  this  "  inter- 
ference," as  it  is  called,  the  double-deck  turrets  were  adopted.  They 
constitute  the  most  striking  feature  in  these  ships;  nothing  like  it  has 
ever  been  attempted  before  and  it  is  not  likely  that  it  ever  will  be 
again.  As  far  as  the  danger  of  interference  is  concerned,  the  device 
is  likely  to  prove  a  success.  The  muzzles  of  the  S-inch  guns  project 
well  beyond  the  sighting-hoods  of  the  13-inch  gun  turret  below  it,  and 
no  serious  effects  will  probably  be  felt  by  the  men  stationed  within 
them.  It  will  be  noticed,  moreover,  that  the  Kentucky  will  be  able  to 
bring  the  same  number  of  8-inch  guns  to  bear  in  any  direction  as  the 
Indiana,  that  is,  two  ahead  or  astern,  and  four  on  either  beam;  in  fact, 
owing  to  the  inability  of  the  8-inch  guns  of  the  Indiana  to  be  fired  dead 
ahead  or  dead  astern,  the  four  8-inch  guns  of  the  Kentucky  may  be  said 
to  be  more  efficient  than  the  eight  similar  guns  on  the  Indiana.  The 
great  weight  of  two  turrets  and  four  guns  with  their  ammunition  is  thus 
saved  and  can  be  put  to  other  uses. 

We  have  said  that  it  is  not  likely  that  any  more  double-deck  turrets 
will  be  built.  The  reason  for  this  is  the  objection  which  naval  designers 
feel  to  putting  "too  many  eggs  into  one  basket."  It  is  an  accepted 
axiom  in  warship  design  that  the  various  gun  stations  of  a  ship  should 
be  as  widely  separated  as  possible,  with  a  view  to  localizing  the  damage 
inflicted  by  a  successful  shot 
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If  the  lower  half  of  a  double-deck  tttrret  should  be  crippled,  the  upper 
turret  would  also  be  placed  hors  de  combat,  and  a  light  shell  which  was 
incapable  of  penetrating  the  15-inch  armor  of  the  lower  turret  might 
pass  through  the  9-inch  armor  of  the  upper  turret  and  wreck  the  turning 
gear  below,  thereby  disabling  the  four  guns.  There  is  a  further  objec- 
tion urged  by  the  gunners  in  the  fact  that  the  two  sets  of  guns  must  be 
trained  together,  whereas  it  might  frequently  be  desirable  in  the  course 
of  a  fight  to  train  the  13-inch  guns  upon  one  part  of  the  enemy  and  the 
lighter  guns  upon  some  other  part.  The  whole  question,  however,  was 
well  thrashed  out  by  the  experts  at  the  time  the  ships  were  designed, 
and  it  was  considered  that  the  economy  in  weight  and  machinery  more 
than  offset  the  objections  which  were  raised  against  the  system. 

Next  to  the  turrets  the  most  novel  feature  in  these  ships  is  the  powerful 
broadside  battery  of  fourteen  5-inch  rapid-fire  guns  which  it  has  been 
possible  to  substitute  for  the  four  8-inch  guns  and  turrets  and  the  four 
slow-firing  6-inch  guns  of  the  Indiana.  This  battery  is  ranged  within  a 
central  battery  on  the  main  deck  between  the  two  turrets.  There  are 
seven  guns  on  each  broadside,  each  gun  firing  through  an  arc  of  90 
degrees.  Though  the  shell  for  the  5-inch  gun  weighs  only  50  pounds 
as  against  250  pounds  for  the  shell  of  the  8-inch  gun,  so  great  is  the 
rapidity  of  fire  from  the  former  gun  that  three  times  the  weight  of  metal 
will  be  thrown  in  a  given  time  from  the  rapid-fire  battery.  The  gimners 
will  be  protected  by  6  inches  of  harveyized  steel. 

On  the  deck  above  will  be  another  battery  of  twelve  6-pounder  guns, 
and  eight  others  will  be  located  forward  and  aft  on  the  berth  deck.  It 
will  be  the  work  of  these  guns  to  repel  the  attack  of  the  torpedo-boats. 
A  number  of  i -pounders  and  Gatlingt  will  be  carried  in  the  tops  of  the 
military  masts. — Scientific  American. 


BOOK  NOTICE. 


All  the  World's  Fighting  Ships,  by  Fred.  T.  Jane,  published  in 
this  country  by  Little,  Brown  &  Co.,  of  Boston,  will  probably  prove  to 
be  a  valuable  addition  to  naval  literature.  The  book  shows  an  endless 
amount  of  care  in  its  preparation  and  is  full  of  information.  It  contains 
descriptions  and  cuts  of  nearly  all,  if  not  all,  of  the  fighting  ships  of  the 
prominent  nations.  The  cuts  and  data  are  admirably  arranged  for  easy 
reference,  and  ships  of  all  nations  are  classified  according  to  their  fighting 
and  defensive  power,  into  armored  ships,  of  which  there  are  five  classes; 
then  into  eight  classes  of  unarmored  ships.  The  classification  and 
arrangement  are  easy  to  understand  and  well  suited  to  a  book  for  general 
information.  The  data  and  descriptions  are  published  in  English,  French, 
German  and  Italian.  In  the  case  of  armored  ships  carrying  vertical 
armor,  small  plans  of  the  ships  are  given,  showing  the  arrangement  of  the 
armor.  For  the  whole  work  the  author  deserves  great  credit  and  the 
thanks  of  every  one  seeking  information  concerning  the  navies  of  the 
world.  G.  F.  C. 


ESTABLISHED  1780. 


WALTER  BAKER  &  CO.'S 

Breakfast  Cocoa 

Pure,  Delidous,  Nutritious. 

CosU  Uss  than  ONE  CENT  a  Gv 

Baron  von  Liebig,  one   of  the  best- 
known  writen  od  dietetics,  a^jt : — 
"  It  is  a  perfect  food,  as  wholesome  as 
^licioiu,  a  beneficent  restorer  of  exhausted 
lower ;  but  its  quality  must  be  good,  and  it  must 
te  carefully  prepared.    It  is  highly  nourishing 
Qd  easily digestedandisfitted to repairwasted 
'.rciigth,  preserve  health,  and  prolong  life.    It 
igrtes  with  dry  temperaments  and  convales- 
:t:nis;  with  mothers  who  nurse  theirchildren; 
.viih  those  whose  occupations  oblige  them  to 
uiidtrgo   severe  mental  strains;    with  pub- 
lic speakers,  and  with  all  those  who  give 
^  to  work  a  portion  of  the  time  needed  for 
L  sleep.   It  soothes  both  stomach  and  brain, 
*  and  for  this  reason,  as  well  as  for  others,  it 
is  the  best  friend  of  those  engaged  in  tit- 
thadi-mark.  efa^  pursuits. 

"  Walter  Baker  &  Company,  of  Dorchester,  Mass.,  U.  S.  A.,  have 
given  years  of  study  to  the  skilful  preparation  of  cocoa  and  chocolate, 
and  have  devised  machinery  and  systems  peculiar  to  their  methods 
of  treatment,  whereby  the  purity,  palatabilily,  and  highest  nutrient 
characteristics  are  retained.  Their  preparations  are  known  the  world 
over  and  have  received  the  highest  endorsements  from  the  medical 
practitioner,  the  nurse,  and  the  intelligent  housekeeper  and  caterer." — 
DuUtk  and  Hygienic  Gasttle, 

Be  Sw<  that  Uie  Package  Bears  oar  Traite'Mariu 

WALTER  BAKER  &  CO.  LIMITED, 

DORCHESTER,   MASS. 


BIBLIOGRAPHIC  NOTES. 


[American.] 

ARMY  AND  NAVY  JOURNAL. 

December  i8,  1897.  Record  of  the  Military  Academy.  Re- 
ports on  Small-arms  Practice.  The  Guns  of  the  Future.  The 
New  16-inch  Gun. 

December  25.    English  Opinion  of  our  Light  Drafts. 

January  i,  1898.  The  Army  and  the  Navy  in  1897.  Hos- 
pital Corps  for  the  Navy.  The  Marietta  as  a  Sea  Boat.  A 
Tribute  to  a  Noble  Sailor. 

January  8.    China  as  an  Example. 

January  15.  Steam  Turbines  for  Large  Vessels.  Sheathing 
Naval  Vessels. 

January  22.  Naval  Power  and  Commercial  Growth.  The 
Question  of  Dry  Docks.     Fighting  Efficiency  of  our  Vessels. 

January  29.  Our  Interest  in  Sea  Power.  Manning  British 
Warships.  Sea  Power  in  our  Civil  War.  United  States  looking 
ahead.     The  Dum-Dum  Bullet. 

February  5.  The  New  Single  Forging  Gun.  Uncle  Sam's 
Homing-pigeon  Service.  Modem  Ships  and  Modem  Seamen. 
American  and  Foreign  Armor  Plate.  A  Staunch  Torpedo-boat. 
Future  of  the  Steam  Turbine. 

February  19.  European  Study  of  our  Civil  War.  American 
Armor  for  Foreign  Ships. 

March  5.     The  Question  of  Uniform  Calibres. 

March  12.  Casualties  to  Naval  Vessels.  The  New  French 
Military  Rifle. 

March  19.  War  Status  of  the  Militia.  Our  New  Navy  Ves- 
sels.    The  New  Militia  Law.     Auxiliary  Ships  for  the  Navy. 

ARMY  AND  NAVY  REGISTER. 

December  25,  1897.  Coast  Defense,  from  a  Naval  Point  of 
View.     Ashore  and  Afloat. 

January  i,  1898.  Report  on  Fire-proof  Material.  National 
Guard  and  Federation  of  Labor.     Legality  of  Court-martial. 

January  22.  Defective  Naval  Ordnance.  Drill  Regulations 
for  Artillery.    U.  S.  Navy.     Spontaneous  Ignition. 


156  BIBLIOGRAPHIC  NOTES. 

February  12.  Hawaii:  its  Strategical  Value.  Mahan  on 
Hawaii. 

February  19.    Naval  Reserve.    Military  Balloons. 

March  5.    Spontaneous  Ignition. 

March  12.    The  Government  Dry  Docks. 

CASSIER'S  MAGAZINE. 

January,  1898.  The  Largest  Steamship  Afloat.  Electric 
Power  in  the  Machine  Shop.  An  Ingenious  Metallurgical 
Process. 

February.  The  Japanese  Battle-ship  Yashima.  Natural  Gas 
in  the  United  States.  Recent  Improvements  in  Electro-galvan- 
izing. Mechanical  Stokers.  Technical  Education  in  Great  Brit- 
ain and  Foreign  Competition.  Floating  Docks.  Recovering 
Tar  and  Ammonia  from  Blast  Furnace  Gases. 

March.  The  Building  of  a  Ship.  Can  Coke  be  used  as  a 
Smokeless  Fuel?    The  American  Naval  Officer  of  the  Future. 

ENGINEERING  NEWS  AND  AMERICAN  RAILWAY  JOURNAL. 

December  23,  1897.  The  New  Concrete  and  Steel  Govern- 
ment Docks  at  Puerto  Cabello,  Venezuela.  A  New  Sectional 
Gun. 

December  30.    The  Tidal  Marshes  of  the  Bay  of  Fundy. 

January  6,  1898.  The  Eophone:  a  Device  for  Locating  the 
Direction  of  Sound. 

January  13.    The  Liverpool  Docks. 

January  27.  Questions  u§ed  in  the  Examination  of  Candi* 
dates  for  the  Naval  Civil  Engineer  Corps. 

February  i.  Boiler-testing  with  Various  Fuels.  The  Alter- 
ation of  Metals  by  Sea  Water.  The  True  Policy  of  the  United 
States  concerning  the  Nicaragua  Canal.* 

February  24.    The  Diamond  Shoal  Lightship  No.  69. 

IRON  AGE. 

December  23,  1897.  The  Delaware  Shipyards.  Heavy  Ma- 
chine Tools  for  the  Armor  Plant. 

December  30.  Largest  Drop  Hammer  in  the  World.  The 
Armor  Plate  Matter. 

January  6,  1898.  The  Armor  Plate  Plant.  American  So- 
ciety of  Naval  Engineers. 

January  13.  British  Shipbuilding  in  1897.  The  Armor 
Plate  Matter. 

January  20.  Oil  Fuel  Experiments  on  Hydraulic  Lifeboat 
Queen. 


BIBLIOGRAPHIC  NOTES.  157 

January  27.  The  Canadian  Nickel  Industry.  Influence  of 
Mechanical  Draft  on  Ultimate  EflSciency  of  Steam  Boilers. 

February  3.  The  Chicago  Shipbuilding  Company's  Machine 
Shop.    The  Illinois  Steel  Company.    The  Armor  Plant  Bids. 

February  10.  Oil  Fuel  Tests  in  Torpedo-boats.  The  Influ- 
ence of  the  Great  Siberian  Railway  upon  Russian  Industries. 
The  Illinois  Steel  Company. 

February  17.  Small  General  Electric  Motors.  The  Armor 
Plate  Matter. 

February  24.  Forced  Draft  on  Warships.  Naval  Matters 
in  Washington. 

March  3.  The  Navy  of  the  United  States.  Navy  Matters  at 
Washington. 

March  10.    The  Navy  of  Spain. 

JOURNAL  OF  THE  FRANKLIN  INSTITUTE. 

January,  1898.  Geography  of  Precious  Stones.  A  Photo- 
graphic Impact  Testing  Machine  for  Measuring  the  varying  In- 
tensity of  an  Impulsive  Force.  Kryolith:  its  Mining,  Prepara- 
tion and  Utilization. 

March.  Tests  of  the  Synchronograph  on  the  Telegraph 
Lines  of  the  British  Government.  The  Severy  Impression  Pro- 
cess. Graphics  of  the  Thermodynamic  Function.  Progress  in 
Naval  Architecture. 

JOURNAL  OF  THE  UNITED  STATES  ARTILLERY. 

Vol.  VIIL,  No.  3,  No.  29.  The  Weldon  Range-finder:  its 
Use  and  Theory.  Investigations  on  the  Cause  of  Explosion  of 
Shrapnel  charged  with  High  Explosives.  A  New  General  Bal- 
listic Table.     Professional  Notes. 

Vol.  IX.,  No.  i,  No.  29.  Confederate  Ordnance  during  the 
War.  Howitzers  and  Mortars  for  Field  Artillery,  to  Supply  a 
Need  of  Curved  Fire.  National  Defenses.  History  of  the  Sea- 
coast  Fortifications  of  the  United  States.  IV.  Old  Fort  Man- 
tanzas.     Ballistic  Problems  in  Indirect  and  Curved  Fire. 

JOURNAL  OF  THE  MILITARY  SERVICE  INSTITUTION. 

January,  1898.  Our  Volunteer  Army.  The  American  Sol- 
dier. Officers  on  the  Retired  List.  Military  Department  in 
Schools.     Non-commissioned  Officers.     Military  Notes. 

March.  Hasty  Intrenchments.  The  New  Carbine.  Instruc- 
tion in  First  Aid.  The  Late  Revolution  in  Colombia.  Sowing 
without  Reaping.  Service  School  for  Heavy  Artillery.  Reprints 
and  Translations:  i.  A  Visit  to  the  Ninth  (French)  Cuirassiers. 
2.  Aldershot  Training  in  1897.  3.  Notes  on  Artillery.  4.  Mili- 
tary Manoeuvres  of  1897.  5.  The  Armament  of  British  Cavalry. 
6.  Coast  Defense. 


158  BIBLIOGRAPHIC  NOTES. 

JOURNAL  OF  THE  AMERICAN  SOCIETY  OF  NAVAL  ENGI- 
NEERS. 

Vol.  X.,  No.  i,  1898.  Steam  G^nsumption  of  the  Main  and 
Auxiliary  of  the  U.  S.  S.  Minneapolis.  Propulsive  Power.  Cen- 
tral Power  Plants  on  board  Ship  vs.  Distribution  of  Power. 
Water-tube  Boilers.  Trials  of  the  Niclausse  Safety  Water-tube 
Boiler.  Boiler-testing  with  Various  Fuels.  Speed  of  Construc- 
tion, a  Vital  Factor  of  Naval  Strength.  The  Diesel  Motor. 
Speed  and  Power  Trials  of  a  Light-draught  Steam  Launch. 

JOURNAL  OF  THE  U.  S.  CAVALRY  ASSOCIATION. 

December,  1897.  Ranald  Slidell  Mackenzie.  Military  Policy 
and  Institutions.  The  Military  Geography  of  Mexico.  The 
Fort  Donelson  Campaign.  Scouting  with  Mackenzie.  Remin- 
iscences.    Shall  not  our  Legal  Organization  be  Restored? 

JOURNAL  OF  THE  ASSOCIATION  OF  ENGINEERING  SOCIE- 
TIES. 

January,  1898.  Notes  on  Aluminum.  Recent  Designs  in 
Steamship  Construction  upon  the  Great  Lakes. 

PROCEEDINGS      OF     THE     AMERICAN      PHILOSOPHICAL 
SOCIETY. 

December,  1897.  The  Variation  of  Terrestrial  Latitude. 
Some  Results  of  the  Norwegian  Polar  Expedition,  1893-96.  Re- 
marks on  Polar  Expedition. 

SCIENTIFIC  AMERICAN. 

January  i,  1898.    Coast  and  Harbor  Mapping. 

January  8.  Lakes  Submarine  Wrecking  Boat.  Warships 
building  in  England.     The  Weather  Bureau. 

January  15.  Dry  Dock  Construction.  A  Jet-propelled  Life- 
boat. Modern  Conditions  of  Naval  Warfare.  The  Combustion 
of  Smokeless  Powder. 

January  29.  Our  New  Battle-ships.  Raising  a  Stranded 
Cruiser.  A  Great  Electric  Light  Beacon.  Naval  Use  of  Hom- 
ing Pigeons. 

February  5.  Japanese  Cruiser  Launched.  Petroleum  Fuel. 
Soap  to  Quiet  Waves.    Turbine  for  United  States  Torpedo-boats. 

February  12.  Gun  Testing  at  Sandy  Hook.  Old  Maga- 
zines.   The  Largest  Steamship  Companies. 

February  19.  McKinnon  Boat-launching  Device.  Life- 
saving  Davit  Device. 

February  26.  The  Battle-ship  Maine.  Cavalry  in  Future 
Wars.  Gun  Factory  at  Washington.  Finishing  Large  Ord- 
nance.    Ship-bottom  Paint.    Weather  Bureau  Warnings. 


BIBLIOGRAPHIC  NOTES.  159 

March  5.  Industries  of  Japan.  Measuring  Heights  reached 
by  Balloons.  Maine  Inquiry.  Reversing  in  Steam  Turbines. 
Modem  Torpedo  Warfare. 

March  12.  The  Brooklyn  Dry  Dock.  Fighting  Forces  of 
the  World.  Maine  Wreck  at  Havana.  Practice-ship  Naval 
Cadets.    The  Spanish  Army  in  Cuba. 

SEABOARD. 

January  6,  1898.    New  York's  Shipping  Record  for  1897. 
January  27.    Launch  of  Japanese  Cruisers. 

THE  ENGINEER  (NEW  YORK). 

January  i,  1898.  The  Yarrow-Schlick-Tweedy  System  of 
Balancing  Engines.  Something  about  Screw  Propellers.  Prac- 
tical Tempering  of  Steel. 

January  15.  Hult's  Rotary  Engine.  Something  about 
Screw  Propellers.  A  Study  of  Boiler  Types.  A  Broken  Steam 
Pipe  at  Sea. 

February  i.  Portueuese  Cruiser  Adamastor.  Pressures  re- 
sulting from  Changes  of  Velocity  of  Water  in  Pipes.  Clearance 
and  Compression  in  Steam  Cylinders. 

[Foreign.] 

UNITED  SERVICE  GAZETTE. 

December  ii,  1897.  The  Artillery  of  Japan.  Sword-bay- 
onets to  be  Sharpened.  German  and  French  Manoeuvres.  Re- 
cruits for  the  Fighting  Service. 

December  18.  Naval  Expenditure  and  the  Mercantile 
Marine.  Engine-room  Artificers  and  the  Warrant  Rank.  Im- 
perial Strategy. 

December  25.  Wireless  Telegraphy.  Shipbuilding  in  the 
Royal  Dockyards  in  1897.    The  New  Departures. 

January  i,  1898.  Monster  Cannon.  The  Past  and  the 
Future.  Trials  of  Torpedo-boat  Destroyers.  Report  on  some 
Gunshot  Wounds  received  on  the  Northwest  Frontier. 

January  8.  The  French  Navy.  On  the  Selection  of  Strate- 
gic Objectives. 

January  14.  Mr.  Balfour  on  National  Defense.  Foreign 
Policy  and  Sea  Power. 

January  22.  The  Federal  Defense  of  Australia.  The  Vick- 
crs  New  6-inch  Gun.  British  Seamen  for  British  Ships.  De- 
cadence of  the  Marine  Forces. 

January  29.    Naval. 

February  5.    Surprise  in  War.    Health  of  the  Navy.    Naval 
Needs. 
12 
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February  12.  Training  of  Merchant  Seamen.  Our  New 
Cruisers. 

February  19.    Some  Special  Qualities  of  the  British  Fleet. 

February  26.  The  Making  of  the  Infantry  Soldier.  British 
Merchant  Seamen.  The  Ethics  of  Warfare.  The  Maine  Catas- 
trophe. 

JOURNAL  OF  THE  ROYAL  UNITED  SERVICE  INSTITUTION. 

December,  1897.  The  French  First-class  Armored  Cruiser 
Pothuau,  5365  tons,  10,000  I.  H.  P.  The  Future  of  the  Torpedo. 
The  Fourth  Arm.  Schulmeister  the  Spy.  Java  Campaign  of 
1811. 

January,  1898.  The  New  French  First-class  Battle-ship 
Charles  Martel,  11,880  tons,  13,500  I.  H.  P.  The  Civil  War  in 
the  United  States.  Discussion  on  the  Military  Prize  Essay.  The 
Old  Royal  Army  of  France.  Soldiering  in  the  West  Indies  in 
the  Days  of  Queen  Anne. 

February.  The  Japanese  First-class  Battle-ship  Yashima, 
12,400  tons,  14,000  I.  H.  P.  The  Great  Siege  of  Malta,  1565. 
The  Federal  Defense  of  Australia.  The  Fortifications  of  our 
Dockyards.  Lines  of  Concentration  of  the  German  Armies  to- 
wards the  French  Frontier.  Broadside  Submerged  Torpedo 
Tubes. 

PROCEEDINGS  OF  THE  ROYAL  ARTILLERY  INSTITUTION. 

January,  1898.  The  Services  of  Lieut-Colonel  Francis  Dow- 
man,  R.  A.,  in  France,  North  America,  and  the  West  Indies  be- 
tween the  years  1758  and  1784.  British  Gunners  at  the  Siege 
and  Battle  of  Narva  in  1700.  A  Few  Plain  Remarks  on  the 
Positions  and  Work  of  the  Artillery  in  the  Field.  Militia  Field 
Artillery.     Methods  of  Bringing  Guns  into  Action. 

ENGINEERING. 

December  17,  1897.  Vickers  Works  at  Sheffield.  The  Am- 
erican Society  of  Naval  Architects  and  Marine  Engineers.  The 
Yarrow-Schlick-T weedy  System  of  Balancing  Engines.  Work 
in  Peace  and  War.     Torpedo-boat  Destroyers. 

December  24.  Vickers  Works  at  Sheffield.  The  American 
Society  of  Navd  Architects  and  Marine  Engineers.  Additions 
to  the  Navy  in  1897.  Armored  Cupola  for  Fort  Waelhem. 
Shipbuilding  and  Marine  Engineering. 

December  31.  Vickers  Works  at  Sheffield.  Shipbuilding 
and  Marine  Engineering  in  1897.  H.  M.  S.  Fame.  The  French 
Navy.     The  Electric  Lighting  of  H.  M.  Ships. 

January  7,  1898.  Messrs.  Schneider  and  Co.'s  Works,  Creu- 
sot.     Mudd's  Marine  Boiler.     United  States  Naval  Engineering. 
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The   New   Lighthouses   on   Lundy   Island.    Shipbuilding  and 
Marine  Engineering  in  1897. 

January  14.  Messrs.  Schneider  and  Co.'s  Works,  Crcusot, 
II.  Launch  of  a  Warship  in  Japan.  The  Tropenas  Steel-making 
Process.  The  Institution  of  Naval  Architects.  Shipbuilding 
Prospects. 

January  21.  The  Shipping  Industry  in  Japan.  Messrs. 
Schneider  and  Co.'s  Works,  Creusot,  No.  III.  Trial  of  H.  M. 
S.  Diadem.    The  Manufacture  of  Cordite. 

January  28.  Electric  Generators.  Messrs.  Schneider  and 
Co.'s  Works,  No.  IV.  The  New  Light  Houses  on  Lundy 
Island.  Traveling  Gantry  at  Messrs.  Harland  and  Wolff's  Ship- 
yard, Belfast.  Executive  Rank  in  the  United  States  Navy. 
Trials  of  H.  M.  S.  Diadem.  The  Russian  Imperial  Yacht 
Standart. 

February  4.  Electric  Generators.  Messrs.  Schneider  and 
Co.'s  Works  at  Creusot,  No.  V.    Trials  of  H.  M.  S.  Diadem. 

February  ii.  The  Maxim  Gun.  Messrs.  Schneider  and 
Co.'s  Works  at  Creusot,  No.  VI.     Electric  Generators. 

February  18.  Messrs.  Schneider  and  Co.'s  Works  at  Creu- 
sot, No.  VII.  The  Spanish  Cruiser  Cristobal  Colon.  Trials 
of  the  Diadem.     The  United  States  Cruiser  Maine. 

February  25.  Electric  Generators.  Messrs.  Schneider  and 
Co.'s  Works  at  Creusot.    The  Maxim  Gun,  No.  II. 

March  4.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  IX.  The  North  German  Lloyd  T.  S.  S.  Kaiser  Wilhelm  der 
Grosse.     Kynoch's  Ammunition  Works. 

THE  ENGINEER. 

December  17,  1897.  The  Mountings  for  Coast  Artillery. 
The  New  Chinese  Cruiser  Hai  Tien.  Messrs.  Laird  Brothers' 
Work  in  1897. 

December  24.  High  Explosives  and  Modern  War  Vessels. 
Note  on  some  Warships'  Steam  Trials.  Progress  in  Naval  Ord- 
nance in  the  United  States.  Schneider,  Creusot,  and  Terni 
Plates.     The  New  Docks  at  Portsmouth. 

December  31.  The  Condensation  of  Steam  in  Steam  En- 
gines and  its  Measurements,  No.  I.  The  War.  United  States 
Gunboats. 

January  7,  1898.  The  Construction  of  Modern  Wire-wound 
Ordnance.  The  Condensation  of  Steam  in  Steam  Engines  and 
its  Measurements,  No.  II.  Government  vs.  Private  Manufacture 
of  Armor  Plate.  The  Portuguese  Cruiser  Adamastor.  Ship- 
building in  Belfast. 
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January  14.  Cheap  Electricity.  Water  Heat  at  Sea.  Speed 
Trials  and  Experience  in  Commission  of  New  Battle-ships  of  the 
United  States  Navy. 

January  21.  The  Construction  of  Modem  Wire-wound  Ord- 
nance, No.  II.  The  Earliest  Iron-built  Ships.  British  Gun- 
boats on  the  Niger.  An  Experimental  Study  of  the  Influence  of 
Surface  on  the  Performance  of  Screw  Propellers. 

January  28.  Comparative  Forces  in  Chinese  Waters.  The 
Haskin  Process  of  Preserving  Timber.  A  Traveling  Gantry  for 
Shipbuilding.  The  Birkenhead  Destroyers.  Torpedo-boat 
Design. 

February  4.  Squadrons  now  in  Chinese  Waters.  The  Con- 
struction of  Modem  Wire-wound  Ordnance.  The  Bouncer  Gim 
Accident.  Coast  Fortifications  of  the  United  States.  H.  M.  S. 
Argonaut.     Coaling  Experiments  at  Portsmouth. 

February  ii.  Modem  Japan:  Industrial  and  Scientific, 
No.  XV.  Schneider-Canet  Quick-firing  Mechanism.  Dockyard 
Notes.    The  French  Marine.     H.  M.  S.  Irresistible. 

February  18.  Shipbuilding  in  1897.  The  Recent  Strength- 
ening of  Hong-Kong.  The  Naval  War  Game.  The  Construc- 
tion of  Modem  Wire-wound  Ordnance,  No.  IV.  A  New  Nor- 
wegian Warship.     Schneider-Canet  Quick-firing  Ammunition. 

February  25.  French  Naval  Reforms.  The  Improvement 
of  Plymouth  Harbor.    The  Ballasting  of  Steamers. 

INSTITUTION  OF  MECHANICAL  ENGINEERS. 

No.  I,  1897.  Partially  Immersed  Screw  Propellers  for  Canal 
Boats,  and  the  Influence  of  Section  of  Waterway. 

STEAMSHIP. 

January,  1898.  Shipbuilding  Returns  18^7.  Ponovan's 
Patent  Stem  Tube.  Trials  of  another  Roller  ^eamboat  The 
Building  of  the  British  Navy.  The  Clinker  Filter.  Working  of 
Soft  Steel  for  Boilers.  Belleville  Boilers.  Fans  for  Marine 
Uses.  Battle-ships  of  the  New  U.  S.  Navy.  Mechanical  Effi- 
ciencies of  Marine  Engines.    Trimming  Tanks. 

February.  Von  Essen's  Patent  Boiler  Tube  Qeaner.  Am- 
erican Shipbuilding.  Defects  in  Propeller  Shafts.  Ship's  Meas- 
urements in  Germany  and  Great  Britain.  Shipbuilding  at  Home 
and  Abroad  in  1897.  Launch  of  H.  M.  S.  Argonaut.  The  Ven- 
tilation of  Steamships.     Modem  Steamboat  Engines. 

MARINE  RUNDSCHAU. 

February,  1898.  Determination  of  Latitude  and  Longitude 
in  Cloudy  Weather  and  at  other  Times.  Opinions  on  the 
Economic  Advantages  of  High  Steam  Pressures  in  Enginc-driv- 
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ing.     Explosion   under  Water.    The   New   "  ICaiserhofen "   in 
Bremen.     Speed  Revolutions  of  Marine  Engines.     Naval  Notes. 

March.  Strategic  View  of  the  Mediterranean.  Contributions 
to  Nautical  Astronomy.  Electric  Steering  Engines.  Tests  of 
Metals  for  Tensile  Strength  and  Elongation.  Work  done  in  the 
Imperial  Physical  Laboratory  (spring,  1895,  to  the  summer  of 
1897).  Trials  of  the  Aegir.  Kiaotshau.  The  Occupation  of 
Tshingtau.  The  German  Fleet  as  viewed  from  an  Oldenburg 
Standpoint.     Naval  Notes. 

MITTHEILUNGEN  AUS  DEM   GEBIETE  DES  SEEWESENS. 

Vol.  XXVI.,  No.  2.  Statistics  on  the  Growth  of  the  Fleets 
of  Six  European  Powers.  Progress  in  Armor  and  Ordnance 
during  1896.  Germany's  Programme  for  Increasing  the  Fleet. 
Foreign  Naval  Notes. 

ANNALEN    DER    HYDROGRAPHIE    UND    MARITIMEN    ME- 
TEOROLOGIE. 

No.  II,  1897.  Hydrographic  Reports  from  the  South  Pacific. 
The  Comparison  between  Steamship  and  Sailing-ship  Traffic. 
Some  Points  on  Thermometers.  Determination  of  Deviation  of 
Compass  in  Thick  Weather.  On  the  Unreliability  of  Fog-sig- 
nals on  High  Coasts.  Currents  on  the  Newfoundland  Banks. 
Electric  Illumination  of  Compasses  on  board  Ship. 

No.  12.  Temperature  Observations  of  Coal  Cargo  of  Bark 
Madeleine  Rickmers  on  Voyage  to  East  Indies.  Typhoon  Notes. 
On  Pendulum  Observations.  Hydrography  of  Gulf  of  St.  Law- 
rence. New  Storm  Signal  System  on  the  China  Coast.  Bottle 
Posts. 

1898,  No.  I.  Reports  on  Earthquake  Disturbances  noted  at 
Sea.  Remarkable  Storms.  Results  of  Magnetic  Observations 
compared  with  Theory.  Pilot  and  Towing  Charges  in  Antwerp. 
Darwin's  Theory  of  Coral  Growth. 

LE  YACHT. 

No.  103 1,  December  ii,  1897.    Speed  of  Fighting  Ships. 

M.  A.  Normand,  the  eminent  engineer,  published  some  time  ago  an 
interesting  pamphlet  with  the  above  title.  It  brought  forth  comments 
from  the  pens  of  authorized  men  like  Emtle  Duboc  and  Naval  Con- 
structor V.  G.  The  letter  in  this  number  is  an  answer  to  their  criticisms 
and  a  vindication  of  M.  Normand's  theory. 

No.  1032,  December  18.    The  Naval  School  on  Shore. 

Following  the  examples  of  England  and  the  United  States,  a  plea  is 
set  forth  advocating  tht  transfer  to  land  of  the  school  of  the  Borda  from 
its  present  position  in  the  roads  of  Brest 

No.  1033,  December  25.  Re-establishment  of  the  Rank  of 
"  Capitaine  dc  Corvette  "  (lieut.-commander)  and  Advancement 
in  the  Navy. 
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No.  1035,  January  8,  1898.  The  Navy  and  its  Role  in  Time 
of  Peace. 

No.  1036,  January  15.  The  War  Navies  in  1897.  Fine 
Display  of  Seamanship  by  our  OflScers.  The  Centre-board  as  a 
Practice  Boat.     Conditions  of  Life  on  board  Men-of-war. 

No.  1038,  January  29.  The  Crisife  in  the  Question  of  Ad- 
vancement in  the  Navy. 

No.  1039,  February  5.  The  Navy  in  Parliament.  More 
about  the  Rank  of  Capitaine  de  Corvette. 

No.  1040,  February  12.  Measurement  Formulas  for  Yachts 
and  Monotypes.  The  Second-class  Armored  Battle-ship  Alex- 
andra.   Tide  Signals  on  the  Coasts  of  France. 

No.  1041,  February  19.    Advancement  in  the  Navy. 

In  order  to  obviate  in  a  certain  measure  the  evil  of  stagnation  in  the 
navy,  it  is  proposed  (i)  to  re-establish  the  rank  of  capitaine  de  corvette, 
(2)  to  reduce  the  limit  of  the  age  of  retirement  from  60  to  58  for  cap- 
tains and  from  58  to  55  for  commanders,  (3)  to  compel  the  retirement  of 
a  certain  number  of  officers,  (4)  to  form  a  skeleton  of  fixed  residences, 
meaning  a  body  of  officers  not  in  the  line  of  promotion.  Some  kind  of 
reform  has  become  urgent,  owing  to  an  alarming  increase  of  resignations 
in  the  navy,  50  during  the  last  three  years,  according  to  departmental 
statistics.  J.  L. 

REVUE  DU  CERCLE  MILITAIRE. 

No.  48,  November  27,  1897.  Protection  of  the  Coasts  and 
Provisioning  of  Paris.  Employment  of  Bicyclists  in  Russia. 
Actual  State  of  the  English  Army  (cont.). 

No.  49,  December  4.  The  Army  and  Navy  Universal  Ex- 
position in  1900  (cont.).  A  Note  on  the  Penetration  of  the 
Italian  Rifle  Model  of  1891.  Actual  State  of  the  English  Army 
(cont.). 

No.  50,  December  ii,  and  No.  51,  December  18.  The 
Army  and  Navy  Exposition  in  1900.  MUitary  Situation  of  Rus- 
sia as  it  is  and  as  it  should  be,  etc. 

No.  I,  January  i,  1898.    The  Influence  of  Number  in  War. 

With  this  number  the  Review  inaugurates  a  series  of  practical  military 
problems  to  be  worked  out  on  special  maps.  This  plan  has  been  con- 
ceived for  the  purpose  of  putting  into  actual  practice,  on  paper,  the 
regulations  and  instructions  concerning  service  in  the  field.  The  Review 
propounds  a  theme  elaborated  by  a  group  of  officers,  with  data  for  a 
practical  solution  of  the  problem,  of  which  a  typical  solution  is  given  in 
a  subsequent  number,  permitting  a  comparison  with  each  officer's  in- 
dividual work. 

No.  3,  January  15.  A  Visit  to  the  Barracks  of  a  French 
Regiment  of  Cavalry. 

No.  6,  February  5.  The  Combat  (a  lecture  delivered  by 
Lieut.-Colonel  Paquin). 
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No.  7,  February  12.  Solution  of  the  First  Problem:  "Ser- 
vice de  surety  en  station  "  (outpost  duty). 

No.  8,  February  19.  Attack  of  the  various  Means  of  Sup- 
ply of  an  Army  Corps  by  Cavalry  during  Battle.  The  Combat 
(cont.). 

No.  9,  February  26.  Examinations  for  Admission  to  the 
Superior  School  of  War  for  1898;  a  Solution  to  the  "  Military 
Question,"  with  Maps. 

LE  MONITEUR  DE  LA  FLOTTE. 

No.  49,  December  4,  1897.  Reorganization  of  the  Corps  of 
Naval  Inspectors. 

No.  50,  December  ii.  A  Cruiser  Yacht  for  the  President 
of  the  French  Republic.    The  Navy  in  Parliament. 

No.  51,  December  18.  The  Re-establishment  of  the  Rank 
of  "  Capitaine  de  Corvette  "  (lieut. -commander).  The  Navy  in 
Parliament.     For  the  Security  of  Navigation. 

No.  52,  December  25.  The  Mail  Service  between  New 
York  and  Havre. 

No.  I,  January  i,  1898.  Neutralization  of  the  Banks  of 
Newfoundland. 

No.  2,  January  8.    The  Cry  for  more  Cruisers. 

No.  3,  January  15.  The  Hourst  Mission  in  Africa.  The 
Navy  Estimates. 

No.  4,  January  22.    The  Navy  of  Japan. 

No.  5,  January  29.  The  Colonial  Army.  Battle-ships  and 
Cruisers. 

No.  7,  February  12.    What  is  our  Navy  for? 

This  is  an  answer  to  several  criticisms  published  in  newspapers  and  in 
pamphlet  form  in  regard  to  the  services  expected  from  the  navy. 

No.  8,  February  19.  Advancement  in  the  Navy.  Loss  of 
the  Torpedo-boat  133.  J.  L. 

REVUE  MARITIME. 

November,  1897.  Geometry  of  Diagrams  (cont.).  Artificial 
Ventilation  studied  at  the  Point  of  View  of  its  Application  to 
the  Destroyer  Condor.  Circulation  of  Water  in  Multitubular 
Boilers.  Searching  the  Enemy  at  Sea.  Recognition  of  Belli- 
gerents considered  in  its  Bearings  to  Naval  Warfare.  Foreign 
Navies. 

December.  Sixth  Contribution  to  the  Geometry  of  Naval 
Tactics.  Development  of  War  Navies  during  the  Last  Decade. 
A  Noiseless  Siphon  (Exhaust)  for  Steam  Launches.  Foreign 
Navies:  Questions  of  Naval  Tactics,  by  the  Russian  Vice- Ad- 
miral Makaroif. 
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January,  1898.  A  Register  to  Check  Waste  Power  in  En- 
gines: Commandant  Baill's  Method.  A  Study  of  the  Hemp  and 
Flax  for  the  Manufacture  of  Canvas  in  use  in  the  Navy.  Ah 
Essay  on  Phonetic  Signals  to  prevent  Collisions  at  Sea  in  Thick 
Weather.  An  Electric  Contrivance  to  Signal  from  the  Bridge 
the  Direction  of  the  Rotation  and  the  Number  of  Turns  of  the 
Screw.  Foreign  Navies:  Duties  of  Torpedo-boats,  their  Stations, 
and  Reconnoitering  Signals  (trans,  from  the  Italian).        J.  L. 

RIVISTA  DI  ARTIGLIERIA  E  GENIO. 

November,  1897.  Horsemanship  of  the  Field  Artillery  Re- 
cruit. A  Study  of  the  Probability  of  Fire  in  Coast  and  Ship 
Batteries.  Characteristics  of  the  Fire  of  Coast  Batteries.  The 
Phenomenon  of  Vision  in  connection  with  the  Pointing  of  the 
Piece. 

December.  Secondary  Ballistic  Tables.  Lightning  Conduc- 
tors and  the  New  Temporary  Way  of  placing  them  upon  Military 
Buildings. 

January,  1898.  The  Supplementary  Parameters  in  Rational 
Ballistics.  Building  War  Observatories  out  of  Bridge  Materials. 
A  Method  for  Correcting  Defects  in  the  Conduct  of  Coast  Bat- 
tery Fire  (with  diagram).  A  Folding  Support  in  the  School  of 
Fire  of  the  Russian  Infantry.  J.  L. 

RIVISTA  MARITTIMA 

December,  1897.  On  Naval  Battles.  The  Proposed  Com- 
mercial Treaty  between  the  United  States  and  Italy. 

January,  1898.  Our  Navy  Crews.  The  Speed  of  Warships. 
Fourth  Contribution  to  the  Naval  Kinematics.  The  State  of  the 
Italian  Merchant  Marine. 

February.  The  Silurus:  a  Notice  on  its  Speed,  its  Radius  of 
Action,  and  on  its  Destructive  Power.  The  Equipment  of  the 
Navy.  J.  L. 

REVISTA  TECNOLOGICO-INDUSTRIAL. 

October,  1897.  Railways  of  Secondary  Importance.  Con- 
siderations on  the  Distribution  of  a  System  of  Forces  among  an 
additional  Number  of  Props. 

November.  Railways  of  Secondary  Importance  (cont.). 
Substitution  of  the  Cable  System  to  the  Trolley  in  the  System 
of  Tramways  in  Barcelona.  Considerations  on  the  Distribution 
of,  etc. 

December.  Public  Lectures  of  the  Society  "  Tecnol6gico- 
Industrial."  J.  L. 

BOLETIN  DEL  CENTRO  NAVAL. 

August-September,  1897.  The  Dockyard:  its  Meaning  and 
its  Use.  A  Plan  for  Lighting  the  Coasts  of  the  Argentine  Re- 
public.    Questions  on  Naval  Strategy. 
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November.  Modem  Destroyers.  Notes  on  Ship  and  Squad- 
ron Training.    The  Next  Naval  War. 

MORSKOI  SBORNIK. 

No.  9,  September,  1897.  The  Significance  of  Sea  Power  in 
the  History  of  Nations.  English  Naval  Budget,  1897-8.  Tur- 
bine Steam  Engines.  The  Launching  of  Ships.  The  Prepara- 
tion of  Tables  of  Deviation  of  the  Compass.  The  Gyroscopic 
Horizon  (Admiral  Fleuriais'  System). 

Naval  Chronicle:  Shipbuilding  Abroad.  Accidents  to  Ships: 
Collision  of  Cruiser  Phaeton  and  Torpedo-boat  Thrasher.  Ord- 
nance: Sims-Dudley  Pneumatic  Gun.  The  Klrupp  System  of 
Sights  with  Level.  Coast  Defense:  Protection  of  the  Ports  of 
the  South  Coast  of  Great  Britain  from  Torpedo  Attacks. 

No.  10,  October.  Opinions  upon  Questions  in  Naval  Tac- 
tics. Fleet  Organization  of  the  Future.  Value  of  Ordnance  in 
Various  Battle  Formations.  Development  of  the  Mathematical 
Theory  of  Shipbuilding  from  the  Time  of  the  Founding  of  the 
British  Institute  of  Constructing  Engineers.  Notes  on  Ships' 
Boilers.    The  Ship-trawl.     Navigation  Notes. 

Naval  Chronicle:  Shipbuilding  Abroad.  Accidents  to  Ships: 
The  Grounding  of  the  English  Torpedo  Destroyers  Thrasher  and 
Lynx.  Explosion  of  Torpedo  on  board  the  German  Iron-clad 
Friedrich  Karl.  Loss  of  German  Torpedo-boat  S  267.  Ord- 
nance Trials  of  Hadfield  Shells. 

No.  II,  November.  Problems  in  Naval  Strategy.  The 
Blockade  of  Coasts.  The  Fighting  Value  of  Ships'  Artillery. 
The  Use  of  Naphtha  for  Steam  Boilers  of  Warships.  Wooden 
Sheathing  of  Steel  Ships.  Metallurgical  Notes.  Two  Years 
in  Australian  Waters. 

Naval  Chronicle:  Shipbuilding  Abroad.  Ordnance:  Spanish 
Obturating  Electric  Prirter,  Model  1896. 

No.  I,  January,  1898.  Historical  Sketch  of  the  Russian 
Marine  Infantry.  Comparative  Strength  of  the  Fleets  of  the 
Principal  Naval  Powers.  Ironclads  of  To-day  and  of  the  Future. 
Ordnance  Notes.  Recent  Improvements  in  Yarrow  and  Belle- 
ville Boilers.  Fifty  Years'  Existence  of  the  Morskoi  Sbornik 
(1848-1898). 

Naval  Chronicle:  Shipbuilding  Abroad.  Accidents  to  Ships: 
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To  THE  Officers  and  Members  of  the  Institute: 

Gentlemen : — I  have  the  honor  to  submit  the  following  report 
for  the  year  ending  December  31,  1897. 
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Receipts  during  Year  1897. 
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Summary. 

Balance  of  cash  unexpended  January  i,  1897 ^241  41 

Total  receipts  for  1897 3395  60 

Total  available  cash,  1897 $7637  01 

Total  expenditures,  1897 3188  73 

Cash  unexpended  January  i,  1898 ^448  28 

Cash  held  to  credit  of  reserve  fund 59  14 

True  balance  on  hand  January  i,  1898 $4389  14 

Bills  receivable  for  dues,  1897 857  89 

*•            *•            ••  back  dues 950  50 

'*            '*            *'  binding 1500 

-            ««            ••  subscriptions 11  45 

"            "            "   sales 80 

"            *'            **   advertisements 187  50 

Value  of  back  numbers  (estimated) 2000  00 

"      '*   Institute  property 100  00 

I8512  28 

Reserve  Fund. 

United  States  4  per  cent  Consols,  registered I900  00 

District  of  Columbia  3.65  per  cent,  registered  bonds 2000  00 

*•  "         coupon  bonds 650  00 

$3550  00 
Cash  in  bank  uninvested 59  i4 

$3609  14 

Membership. 

The  membership  to  date,  January  i,  1898,  is  as  follows: 
Honorary  members,  5 ;  life  members,  108 ;  regular  members, 
566;  associate  members,  198;  total  number  of  members,  876. 

During  the  year  1897  the  Institute  lost  by  death  and  resigna- 
tions 31  members.  33  new  members'  names  were  added  to  the 
rolls — 19  regular,  14  associate ;  i  life  member;  i  regular  mem- 
ber became  a  life  member — the  prize  essayist. 


Members  Deceased  Since  Last  Report. 

Braine,  D.  L.,  Rear- Admiral,  January  30,  1898. 

Worden,  John  L.,  Rear- Admiral,  October  i8,  1897. 

Lee,  S.  P.,  Rear- Admiral,  June  5,  1897. 

Calhoun,  G.  A.,  Lieutenant,  U.  S.  Navy,  April  28,  1897. 

Jenkins,  F.  W.,  Lieutenant,  U.  S.  Navy,  February  15,  1898. 

Breckinridge,  J.  C,  Ensign,  U.  S.  Navy,  February  11,  1898. 
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The  Institute  had  on  hand  at  the  end  of  the  year  the  following 
copies  of  back  numbers  of  its  Proceedings : 
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Very  respectfully, 

H.  G.  Drbsel, 

LUutenant,  U.  S.  Navy^  Secretary  and  Treasurer. 


OFFICERS  OF  THE  INSTITUTE. 


President. 
Rear-Admiral  S.  B.  luce,  U.  S.  Navy. 


Vtce-President. 
Captain  PHILIP  H.  COOPER,  U.  S.  Navy. 


Secretary  and  Treasurer. 
Lieutenant  GEORGE  F.  COOPER,  U.  S.  Navy. 


Board  of  Control. 

Commander  EDWIN  WHITE,  U.  S.  Navy. 

Commander  CHARLES  M.  THOMAS.  U.  S.  Navy. 

Commander  CHARLES  BELKNAP.  U.  S.  Navy. 

Lieutenant  H.  S.  KNAPP.  U.  S.  Nwy. 

Asst.  Naval  Constructor  R.  P.  HOBSON.  U.  S.  Navy. 

Professor  N.  M.  TERRY.  A.  M..  Ph.  D. 

Lieutenant  GEORGE  F.  COOPER,  U.  S.  Navy  (ex-offido). 


SPECIAL  NOTICE. 


NAVAL  INSTITUTE  PRIZE  ESSAY,  ig» 


A  prize  of  one  hundred  dollars,  with  a  gold  medal,  is  offered  by  the 
Naval  Institute  for  the  best  essay  presented  on  any  subject  pertaining 
to  the  naval  profession,  subject  to  the  following  rules: 

1.  The  award  for  the  prize  shall  be  made  by  the  Board  of  Control, 
voting  by  ballot  and  without  knowledge  of  the  names  of  the  competitors. 

2.  Each  competitor  to  send  his  essay  in  a  sealed  envelope  to  the  Secre- 
tary and  Treasurer  on  or  before  January  i,  1899.  The  name  of  the  writer 
shall  not  be  given  in  this  envelope,  but  instead  thereof  a  motto.  Accom- 
panying the  essay  a  separate  sealed  envelope  will  be  sent  to  the  Secretary 
and  Treasurer,  with  the  motto  on  the  outside  and  writer's  name  and 
motto  inside.  This  envelope  is  not  to  be  opened  until  after  the  decision 
of  the  Board. 

3.  The  successful  essay  to  be  published  in  the  Proceedings  of  the  In- 
stitute; and  the  essays  of  other  competitors,  receiving  honorable  mention, 
to  be  published  also,  at  the  discretion  of  the  Board  of  Control;  and  no 
change  shall  be  made  in  the  text  of  any  competitive  essay,  published  in 
the  Proceedings  of  the  Institute,  after  it  leaves  the  hands  of  the  Board. 

4.  Any  essay  not  having  received  honorable  mention,  may  be  pub- 
lished also,  at  the  discretion  of  the  Board  of  Control,  but  only  with  the 
consent  of  the  author. 

5.  The  essay  is  limited  to  fifty  (50)  printed  pages  of  the  Proceedings  of 
the  Institute. 

6.  All  essays  submitted  must  be  either  type-written  or  copied  in  a 
clear  and  legible  hand. 

7.  The  successful  competitor  will  be  made  a  Life  Member  of  the  Insti- 
tute. 

8.  In  the  event  of  the  Prize  being  awarded  to  the  winner  of  a  previous 
year,  a  gold  clasp,  suitably  engraved,  will  be  given  in  lieu  of  a  gold 
medal. 

By  direction  of  the  Board  of  Control. 

H.  G.  Dresel, 
Lieut.,  U.  S.  N.,  Secretary  and  Treasurer. 

Annapolis,  Md.,  January  i,  1898, 
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It  would  be  a  grave  error  to  suppose  that  seamanship  played 
little  or  no  part  in  these  engagements.  Its  function  was  a  very 
important  one,  viz.  to  bring  to  bear  all  the  guns,  and  keep  them 
constantly  in  action,  while  keeping  the  ship  in  such  a  position  that 
few  or  none  of  the  enemy's  guns  could  be  worked  to  advantage. 
To  this  end  the  ship  was  always  manoeuvred  to  obtain  a  position 
for  raking  fire.  But  that  victory  should  crown  this  manoeuvre 
with  success  the  crew  must  be  trained  to  the  highest  state  of 
efficiency,  that  a  hot  and  deadly  fire  might  be  poured  upon  the 
enemy  during  the  precious  moments  that  the  ship  could  hold  this 
position. 

There  was  no  great  difference  between  the  ships  of  the  leading 
maritime  powers  in  those  days.  French,  English,  Spanish  and 
Americans  had  all  turned  out  fine  specimens  of  naval  architecture. 
So  it  is  to-day.  The  five  or  six  leading  naval  powers  have  battle- 
ships and  cruisers,  torpedo-boats  and  destroyers,  that  are  nearly 
evenly  matched,  sometimes  built  by  the  same  contractors  for  dif- 
ferent nations. 

Those  were  the  days  of  wooden  hulls  and  i8-pounders;  now 
there  is  18  inches  of  steel  armor  and  a  shell  weighing  half  a  ton; 
but  no  nation  can  rightfully  claim  superiority  in  material  to-day 
with  any  better  reason  than  one  hundred  years  ago. 

No  sooner  has  one  power  succeeded  in  perfecting  or  increas- 
ing the  efficiency  of  an  armor  plate,  a  gun,  or  a  torpedo,  than  a 
similar  advance  is  made  by  each  of  the  others. 

What  then  will  decide  the  victory  of  to-morrow?  Not  the 
material,  for  that  is  evenly  matched,  but  the  personnel. 

What  essential  must  the  personnel  possess  above  all  others? 
They  must  be  well  disciplined  and  trained,  to  the  end  that  the 
maximum  rapidity  of  fire  attainable  with  the  greatest  accuracy 
may  be  maintained  in  the  presence  of  the  enemy.  The  one  object, 
the  destruction  of  the  enemy,  must  be  achieved,  and'  that  result 
can  only  be  achieved  by  "  the  man  behind  the  gun." 

Can  we  now  claim  superiority  in  gunnery  over  the  navies  of 
the  world?  Have  we  reached  the  highest  possible  state  of  effi- 
ciency in  training  our  men?  Have  we  a  carefully  selected  and 
trained  body  of  men  for  this  purpose? 

A  most  important  step  in  this  direction,  and  one  which  the 
service  has  long  endeavored  to  make,  was  recently  accomplished. 
A  gunnery  ship  was  detailed  for  the  purpose  of  training  specially 
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selected  men  to  become  expert  marksmen  with  great  guns.  One 
hundred  men  were  selected  by  commanding  officers  of  vessels  in 
the  North  Atlantic  squadron  and  sent  to  the  Amphitrite  for  in- 
struction. 

As  soon  as  these  men  have  become  expert  they  will  be  drafted 
for  general  service  and  another  detail  of  men  selected  for  gunnery 
training. 

What  are  the  qualifications  that  these  men  should  possess, 
what  training  receive,  and  what  position  hold  in  general  service? 

A  gun's  crew  should  be  selected  and  trained  to  serve  the  gun 
with  the  greatest  rapidity  and  fire  it  as  rapidly  as  is  consistent 
with  accuracy. 

Observe  a  turret  crew  at  exercise  firing  at  a  target,  and  note 
the  qualities  most  needed  in  the  leading  men.  There  is  a  man, 
the  gun  pointer,  stationed  in  the  sighting  hood,  sometimes  one 
for  each  gtm,  sometimes  one  for  each  turret;  he  has  his  eye  at 
the  telescope  and  directs  his  entire  attention  to  the  target  His 
control  of  the  gun  varies  in  different  ships.  He  always  fires  the 
gun;  he  also  usually  either  elevates  or  trains  it,  sometimes  he 
does  all  of  these.  His  is  the  master  mind,  however,  that  controls 
the  fire.  The  rest  of  the  crew  prepare  the  gun  for  his  use.  When 
the  gun  is  on  the  target  he  fires;  his  judgment  alone  comes  into 
play.     He  co-ordinates  all  the  variables  at  work. 

What  are  the  requirements  to  fill  this  billet?  Just  one.  He 
must  be  a  good  shot.  He  must  hit  the  target.  There  is  only  one 
way  to  tell  a  good  marksman,  and  that  is  to  give  him  a  rifle.  If 
he  cannot  make  a  good  score  with  a  rifle  on  shore  he  certainly 
never  will  on  board  ship  with  the  target  dancing  all  over  the 
field  of  the  telescope.  It  does  not  follow  that  because  he  has 
made  a  good  score  on  shore  that  he  will  be  a  successful  gun 
pointer;  he  may  be  too  slow  in  his  movements,  or  be  confused  by 
the  multiplicity  of  his  duties  when  trying  to  get  elevation  and 
train  to  coincide  on  the  target.  But  if  a  good  gun  pointer  can 
be  obtained  it  must  be  from  this  class. 

Consider  next  the  remainder  of  the  turret  crew  when  the  gun 
pointer  has  delivered  his  successful  shot  Every  effort  is  now 
made  to  clean,  reload,  prime  and  report  the  gun  ready  to  be 
again  fired  by  the  gun  pointer.  To  this  end  the  gun  captain, 
while  performing  certain  duties  himself,  is  especially  responsible 
that  each  man  in  the  crew  performs  his  duties  in  turn,  quickly 
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and  thoroughly,  and  that  no  time  be  lost  waiting  for  the  next 
step  in  loading;  he  must  then  be  quick,  intelligent,  with  good 
command  of  men  and  resourceful,  so  that  he  may  get  the  best 
results  from  the  crew,  and  that  any  slight  mishap  may  be  at  once 
remedied  without  delay. 

Here  then  are  two  types  of  men,  having  entirely  distinct  func- 
tions to  perform  and  with  probably  markedly  different  charac- 
teristics— ^the  gun  pointer  to  fire  the  gun  and  the  g^n  captain  to 
serve  it 

How  then  are  they  to  be  selected  and  trained  for  these  distinct 
duties? 

Take  the  one  hundred  men  recently  drafted  to  the  gunnery  ship. 
As  these  men  have  not  been  selected  on  account  of  any  special 
aptitude  as  marksmen,  the  first  step  is  to  pick  out  the  best  marks- 
men. For  this  purpose  a  series  of  competitions  with  6  mm.  Lee 
rifle  should  be  held  on  shore.  At  the  end  of  two  weeks'  or  a 
month's  steady  practice  the  records  should  be  made  out  in  order 
of  merit,  and  the  first  half  be  promoted  to  acting  gun  pointers, 
and  exercised  in  sub-calibre  practice  at  the  secondary  and  auxili- 
ary battery.  The  remainder  to  be  trained  for  gun  captains.  This 
would  consist  in  instructing  them  in  the  duties  of  all  the  numbers 
in  a  turret  crew,  the  manipulation  of  all  machinery  in  connection 
with  the  turret  and  the  service  of  the  gun.  At  the  end  of  two 
weeks'  or  a  month's  practice  the  gun  pointers  should  be  again 
arranged  in  order  of  merit  and  a  certain  number  of  them  (J4)  be 
selected  for  turret  gun  pointers,  and  be  drilled  in  sub-calibre  prac- 
tice with  the  turret  guns.     All  of  this  practice  to  be  stationary. 

The  men  would  now  be  arranged  in  order  of  merit  for  turret 
gun  pointers,  secondary  and  auxiliary  gun  pointers,  and  g^n 
captains. 

Men  failing  to  qualify  for  gun  captains  to  be  returned  to  gen- 
eral service  in  the  rating  in  which  they  were  received. 

Having  now  selected  and  sorted  out  the  men,  there  remains 
only  practice  and  plenty  of  it  to  perfect  their  marksmanship. 

The  practice  should  be  progressive  and  instructive.  For  a 
month  daily  practice  should  be  held,  firing  at  a  target  placed  at  a 
variable  and  gradually  increasing  distance  from  the  ship.  The 
target  should  be  a  large  one,  that  not  only  perfect  shots  but  fairly 
good  ones  will  score.  A  bluff  or  steep  hillside  selected  on  shore, 
with  an  Army  B  target  placed  at  a  conspicuous  point  on  this, 
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would  answer.  A  rectangle  sixty  feet  long  and  ten  feet  high 
could  be  laid  off,  with  B  target  as  central  point,  and  an  observer 
placed  near  by  under  cover  to  plot  the  shots.  Shell  without 
charge  or  fuze  should  be  selected  for  this  practice.  As  the  crews 
become  more  expert  at  close  range  the  anchorage  should  be 
shifted  till  a  range  of  800  to  1000  yards  is  reached.  The  men 
haying  obtained  proficiency  in  this  practice,  the  ship  should  get 
underway,  and  steam  past  the  target  at  ranges  varying  from  500 
to  1000  yards,  at  a  speed  of  nine  knots.  Special  attention  ought 
to  be  paid  to  the  position  of  the  target  in  the  field  of  the  telescope 
that  gives  the  best  results,  and  also  when  using  open  sights  how 
much  to  hold  abaft  the  target  to  make  a  hit 

Finally,  a  target  to  be  anchored  off  shore,  and  the  ship  to  steam 
by,  firing  first  at  the  short  ranges  of  500  to  1000  yards  and  using 
sub-calibre  ammunition;  then  running  by  the  target  at  ranges 
from  1000  to  2000  yards  and  firing  service  charges. 

Competitive  practice  to  be  held  at  the  end  of  the  third  month, 
under  as  similar  conditions  as  possible  for  each  man,  and  the 
men  marked  and  rated  according  to  their  merit.  The  men  who 
had  become  proficient  twrret  gim  pointers  to  be  given  acting  ap- 
pointments as  g^n  pointers  ist  or  2nd  class  according  to  merit 
The  gun  pointer  ist  class  to  be  stationed  in  lo-in.  turrets  and 
above ;  the  gun  pointer  2nd  class  in  8-in.  turrets. 

The  men  who  had  become  proficient  as  gun  pointers  at  the  aux- 
iliary battery  to  be  given  acting  appointments  as  gun  pointers 
3rd  class,  a  few  of  the  most  proficient  marksmen  being  given 
acting  appointments  as  gun  pointers  2nd  class. 

To  hold  an  acting  appointment  as  gun  pointer  a  man  must 
qualify  as  first  class  marksman  under  the  conditions  now  laid 
down  by  the  Bureau  of  Navigation,  his  score,  however,  to  be 
the  average  of  three  sets  of  firing.  After  having  held  acting  ap- 
pointments two  years,  upon  the  recommendation  of  the  com- 
manding officer,  the  Department  to  issue  a  permanent  appoint- 
ment. 

The  pay  of  gun  pointers  to  be  as  follows:  ist  class,  $50  per 
month;  2nd  class,  $40  per  month;  3rd  class,  $30  per  month. 

At  the  annual  record  practice  each  ship  to  give  prizes  for  the 
highest  scores  in  each  class  as  follows:  Gun  pointers  ist  class, 
$100;  2nd  class,  $50;  3rd  class,  $25,  for  each  four  guns.  Pro- 
vided that  no  prize  be  given  where  the  gun  pointer  averages  less 
than  60. 
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Coxswains  for  boats  to  be  selected,  preferably,  from  the  gun 
pointers,  though  any  man  possessing  the  qualifications  for  cox- 
swain may  be  appointed.  A  man  holding  an  appointment  as 
coxswain  to  receive  $5.00  per  month  in  addition  to  the  pay  of 
his  former  rating,  as  is  now  done  for  coxswains  of  steam 
launches,  and  the  seamen  acting  as  captain  of  the  hold. 

Gim  captains  in  charge  of  lo-inch  turrets  and  larger  calibre 
to  be  rated  gun  captain  ist  class,  and  those  in  charge  of  8~inch 
turrets,  gun  captains  2nd  class.  As  these  men  possess  the  quali- 
fications of  men  now  holding  the  rate  of  boatswain's  mate,  they 
would  simply  replace  the  boatswain's  mates  in  the  ship's  com- 
plement so  far  as  they  extended.  In  many  instances  this  organi- 
zation now  exists  on  board  ship;  the  boatswain's  mate  is  also 
the  gun  captain  of  the  tiuret  crew,  and  controls  the  same  men 
at  all  times,  whether  at  quarters  or  while  carrying  on  the  routine 
work  of  the  ship;  the  routine  work  being  carried  on  by  divi- 
sions, the  g^n's  crew  being  the  unit  of  organization.  These 
men  to  receive  acting  appointments  in  their  ratings,  and  to  be 
made  permanent  as  now  prescribed  by  Navy  regulations  for 
other  acting  appointments.  Their  pay  to  be  that  recently 
assigned  to  gtin  captains  ist  and  2nd  class  by  the  Bureau  of 
Navigation. 

No  gun  captain  need  be  stationed  at  the  auxiliary  and  sec- 
ondary batteries,  as  the  duties  of  the  men  at  these  gims  are  so 
simple  that  they  can  be  easily  and  quickly  carried  out  without 
the  need  of  a  petty  officer  specially  trained.  There  is  always  a 
gunner's  mate  in  the  division  who  can  remedy  any  slight  mishap 
to  the  lock,  breech-plug,  etc.,  that  may  occur.  A  gun  pointer 
to  fire  the  g^n  being  the  only  specially  trained  man  in  the  crew. 

A  resume  of  the  plan  suggested  is  the  following: 

(i)  As  the  gun's  crew  is  now  the  essential,  and  the  ship  is 
organized  by  divisions,  replace  the  rating  of  boatswain's  mate 
by  that  of  gun  captain. 

(a)  Gun  captains  ist  class  take  charge  of  lo-inch  turrets  and 
above. 

(b)  Gun  captains  2nd  class  take  charge  of  8-inch  turrets. 

(c)  Coxswains  take  charge  of  guns  of  6-inch  and  lesser  calibre. 
(2)  Train  expert  marksmen,  this  to  be  their  sole  requisite,  and 

assign  them  to  g^ns  according  to  their  value. 

Station  gun  pointers  ist  class  at  lo-inch  and  above. 
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Station  g^n  pointers  2nd  class  at  8-inch. 

Station  gun  pointers  3rd  class  at  6-inch  and  lesser. 

Give  coxswains  $5.00  per  month  in  addition  to  the  pay  in 
their  rating  while  so  acting.  Select  them  preferably  from  gun 
pointers  where  suitable  men  can  be  obtained. 

(i)  The  cost. — The  Department  has  already  established  the 
rate  of  pay  here  adopted  for  gun  captains,  and  has  not  decided 
how  many  of  them  will  be  appointed  to  a  ship. 

If  a  gun  captain  is  allowed  for  every  gun  or  pair  of  guns  in 
the  main  battery,  and  no  reduction  be  made  in  the  boatswain's 
mate's  class,  the  number  of  petty  officers  would  be  very  greatly 
increased.  We  have  now  a  very  liberal  complement  of  petty 
officers.  In  many  ships  over  50  per  cent  of  the  deck  force  are 
petty  officers.  So,  recognizing  that  there  are  going  to  be  gun 
captains  on  board  ship,  this  scheme  would  be  economical. 

In  regard  to  the  prizes  awarded,  the  sum  may  appear  large. 
Consider  what  the  prizes  would  be  on  the  Iowa,  which  would 
be  the  largest  awarded:  $175  a  year  for  men  who  can  deliver 
a  fatal  blow  to  the  enemy.  That  ship  is  at  present  authorized 
to  pay  $250  a  quarter,  or  $1000  annually,  for  smaU-arm  target 
practice,  which  of  itself  would  be  of  no  value  in  a  naval  engage- 
ment. 

One  constantly  reads  editorials,  hears  speeches  and  listens  to 
arguments  to  show  that  the  Navy  is  the  means  of  insuring  the 
peace  and  commercial  prosperity  of  the  country.  This  is  true, 
and  in  proportion  to  the  values  insured  it  is  very  cheap.  Go  one 
step  further  and  one  finds  that  skill  and  excellence  in  ginnery 
is  the  insurance  for  the  very  existence  of  a  navy;  for  a  failure 
or  weakness  at  this  point  would  cause  the  disappearance  of  the 
navy  in  the  first  fleet  action;  its  destruction  by  the  superior  fire 
of  the  enemy.  Is  not  a  liberal  expenditure  of  ammunition  and 
frequent  target  practice  a  cheap  insurance  when  its  value  in 
men  and  material  is  considered? 

(2)  EMciency. — ^The  increased  efficiency  of  the  ship  in  gunnery 
cannot  be  doubted,  but  would  the  discipline  and  seamanship  be 
as  good? 

Gun  captains, — In  the  case  of  gun  captains  ist  and  2nd  class 
the  billets  would  be  filled  by  men  now  holding  boatswain's  mate's 
appointments. 

Coxswains. — It  is  held  as  a  vital  point  that  there  must  be  a 
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skilled  marksman  at  each  gun.  If  among  these  marksmen  men 
can  be  found  with  the  qualifications  required  for  coxswains,  ap- 
point them  to  that  billet  and  pay  them  for  their  work.  It  is  not 
probable  that  there  would  be  any  falling  off  in  the  efficiency  of  this 
class.  Many  of  them  now  are  unsatisfactory.  They  are  faithful 
scrubbers  of  paint-work  and  of  their  boats,  but  lacking  in  sea- 
manship and  control  of  their  crews.  Nor  is  it  to  be  expected 
that  a  man  would  willingly  undertake  the  extra  work  and 
drudgery  of  coxswain  without  additional  pay. 

The  following  table  gives  the  complement  of  petty  officers  now 
allowed  on  certain  types  of  ships,  and  the  number  required  by 
this  scheme. 


Kates  Old 

and  New. 

Iowa 

and 

Indiana. 

New  York 

and 

Class. 

Puritan 

and 

Class. 

Kaleigh 

and 
Class. 

Marblehead 

and 

Class. 

Ch.  B.  M. . . .  • 
Ch.  G.  C 

B.  M.,  ist  c. 
G.  C,       ••   . . 
G.  P..      •♦    .. 

B.  M.,  2nd  c. 
G.  C;        "     . 
G.  P..        ••    . 

Cox 

I 
4 

4 
12 

I 

3 

2 

4 

8 

4 

I 
4 

4 
12 

I 

I 
4 

2 
2 

12 

I 

2 

2 
4 

I 

3 

2 

0 
0 

3 

I 

2 

4 
8 

I 

I 
0 

2 
4 

7 

I 

I 

4 
6 

I 

I 
0 

2 
2 

G.  C,  3rd  c... 

6 

Totals 

21 

22 

21 

22 

9 

9 

IS 

«S 

12 

12 

No  mention  has  been  made  of  a  chief  g^n  captain,  but  from 
the  gun  captains  ist  class  there  could  be  gradually  selected  the 
most  deserving  men  to  hold  the  senior  position  of  chief  gun 
captain.  He  might  have  certain  stores  in  his  custody,  similar 
to  the  present  chief  boatswain's  mate,  but  this  seems  unneces- 
sary. With  this  exception  his  duties  would  be  those  of  the 
senior  gun  captain  ist  class. 

In  the  assignment  of  the  complement  to  cruisers  and  gunboats 
it  is  noted  that  the  rule  first  mentioned  would  give  only  2nd 
class  gun  captains  and  gun  pointers  to  the  New  York  and  her 
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class,  and  only  3rd  class  gtm  pointers  to  smaller  cruisers  and 
gunboats.  As  it  is  important  that  there  should  be  several  most 
excellent  "  all-round "  men  in  every  crew,  the  complement  is 
accordingly  modified. 

As  it  is  held  that  the  training  for  gun  pointer  of  a  turret  gun 
is  quite  diflEerent  from  that  for  a  gim  of  the  auxiliary  battery, 
the  gun  pointer  2nd  class  sent  to  cruisers  and  gunboats  should 
be  those  that  had  by  special  merit  been  promoted  from  3rd  class 
gun  pointers,  and  not  those  holding  ratings  as  gun  pointers  2nd 
dass  at  turret  guns. 

Target  practice. — ^A  new  order  of  target  practice  has  been 
issued,  most  liberal  in  its  allowance  of  ammunition,  requiring 
that  target  practice  shall  be  held  seven  times  a  year,  and  ear- 
nestly recommending  that  every  effort  be  made  to  develop  the 
accuracy  and  rapidity  of  fire  on  board  ship.  If  the  spirit  of  this 
order  be  carried  out  the  improvement  in  target  practice  will 
surelv  be  most  marked. 

The  North  Atlantic  squadron  has  recently  had  a  very  exten- 
sive series  of  exercises  at  target  firing,  but  the  results  have  not 
>*et  been  published.  One  of  the  difficulties  attending  target 
practice  is  lack  of  suitable  firing  ground  and  target  A  ship 
spends  more  time  making  preparations  laying  out  targets,  boats, 
etc.*  than  she  does  in  firing  her  battery.  Regular  practic*i 
grounds,  with  permanent  targets,  located  as  conveniently  as 
poi^^sible,  would  aid  greatly  in  carrying  out  the  practice.  Suit- 
able ranges  can  be  obtained  in  Gardner's  Bay,  off  the  Southern 
drill  ground,  and  at  Port  Royal. 

VoT  the  great  gun  range  use  the  gunnery  triangle  as  in 
prt\<ct\t  practice,  and  moor  at  the  apex  of  the  triangle  a  large 
sea  buoy:  a  heavy  spar  buoy  would  be  most  suitable.  Mount 
vn\  tv>p  of  this  a  conspicuous  cage  and  mark  it  with  a  bell  or 
whistle,  that  it  may  be  an  aid,  and  not  a  menace,  to  navigation. 
At  the  extremities  of  the  base  of  this  place  a  marker's  buoy,  to 
a!k<ist  the  ship  in  running  over  the  course  and  to  indicate  the 
jKMUt  at  which  she  would  drop  her  boats  when  they  are  to  be 
uscvl  by  olviifrvers. 

The  tat-^rt  to  In?  this  cage,  as  already  stated;  but  when  opj)or- 

t\uuty  otlVrs.  place  the  regulation  target,  or  the  Naval  Academy 

tai^vt.  i\ist  x\\  frvmt  of  it;  or  better  still,  lay  out  a  large  target 

v%r  Cv  ftet  loug  and  10  feet  high,  supported  at  the  middle 
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point  by  this  buoy,  and  an  additional  buoy  each  side  of  the  cage, 
100  feet  distant,  and  parallel  to  the  bsfse  line.  These  two  buoys 
would  be  useful  in  laying  out  a  large  target,  and  when  no  target 
was  sent  out  from  the  ship  a  vessel  could  run  along  the  base 
line,  and  with  an  observer  in  the  top  could  get  a  very  fair  idea 
of  the  fall  of  the  shots  by  having  these  three  points  on  which  to 
check  the  splash  of  the  shell. 

When  the  only  preliminary  to  target  practice  consists  in 
spreading  fires  and  steaming  out  to  the  firing  ground,  it  is  prob- 
able that  ships  would  be  able  to  get  out  for  practice  much  oftener 
than  now.  A  vessel  could  then  anchor  on  the  firing  ground  and 
spend  several  days  at  sub-calibre  practice,  without  spending  half 
of  each  day  getting  her  targets  in  position. 

Small-arm  ranges  can  also  be  established  at  the  points  named. 
Gardner's  Bay  has  been  in  use  for  years,  and  the  Maine  is  laying 
out  a  range  at  Port  Royal.  The  Cape  Henry  beach  proved 
very  satisfactory  for  the  practice  of  the  Puritan,  but  the  landing 
would  be  bad  with  northwesterly  winds  and  rough  weather. 
No  doubt  a  range  can  be  found  at  Yorktown  that  will  prove 
safe,  though  the  first  range  selected  there  was  dangerous. 

The  small  arm  range  should  be  as  convenient  as  possible, 
both  as  regards  distance  and  also  facility  for  landing,  etc.  So 
that  not  only  may  the  regular  allowance  be  fired  each  quarter, 
but  also  rifle  teams  be  organized  on  the  different  ships  and 
competitive  firing  be  held.  Men  belonging  to  these  teams — and 
they  ought  to  be  the  gun  pointers  mainly — might  also  be  given 
practice  firing  at  a  barrel  or  box  thrown  overboard  when  steam- 
ing along  at  sea.  Sub-calibre  practice  at  sea  could  also  be  held 
in  the  same  way,  using  the  after  guns  and  shifting  the  crews. 

The  practice  on  board  ship  with  the  0.22-cal.  rifle  has  proved 
quite  beneficial  when  it  has  been  much  used  in  conjunction  with 
sighting  drill,  especially  where  the  drill  has  been  made  progres- 
s^pre.  The  man  being  exercised  at  sighting  drill,  making  tri- 
angles, till  he  has  reduced  his  error  to  a  small  triangle;  then 
fire  at  a  target  with  a  0.22-cal.  rifle  at  rest  till  he  makes  good 
scores;  finally  give  him  plenty  of  practice  without  a  rest,  and  he 
will  make  a  good  score  on  his  quarterly  practice. 

A  suitable  place  can  be  found  on  board  ship  where  the  target 
for  the  0.22-cal.  rifle  can  be  set  up,  and  crew  fire,  as  one  of  the 
regular  afternoon  drills. 
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In  order  to  ascertain  the  names  of  the  best  shots  with  great 
guns  at  present  in  the  service,  and  get  their  average  proficiency, 
the  records  of  target  practice  for  the  last  year  have  been 
analyzed. 

Some  of  the  results  are  of  interest.     The  main  battery  alone 
'  is  considered. 

Total  number  of  strings  of  shots  fired,  628;  total  number  of 
gun  captains  firing,  395,  so  that  each  gun  captain  fired  ij4 
strings.  If  both  moving  and  stationary  practice  were  held  each 
quarter  each  man  would  have  fired  8  strings,  and  there  would 
have  been  78  gun  captains  exercised  each  quarter  and  becomings 
expert  marksmen.  The  records  show  that  nearly  400  gim  cap- 
tains fired  and  that  23  per  cent  failed  to  make  any  score  what- 
ever. 

Only  50  men  of  the  400  fired  at  target  practice  more  than 
twice  during  the  year;  only  4  men  fired  at  the  target  5  times 
during  the  year. 

Nor  do  the  scores  show  a  good  average  for  different  quarters. 
A  man  would  make  75  one  quarter  and  16  the  next;  or  120  and 
then  25. 

The  total  average  was  42;  average  for  men  firing  2  or  more 
times,  44;  average  for  men  firing  3  or  more  times,  57. 

One  word  in  conclusion  regarding  an  incorrect  term  applied 
to  a  rating  that  has  grown  up  in  the  service,  and  that  needs  to 
be  changed  if  there  are  to  be  g^n  pointers  and  gun  captains. 
The  seaman  gunner  is  a  man  who  has  received  a  special  training 
in  electrical  appliances  and  ordnance.  Would  not  "  ordnance 
seaman  "  or  "  seaman  electrician  "  be  a  better  and  less  confusing 
term,  if  there  is  need  for  any  title  to  indicate  that  men  have 
taken  this  course?  The  letter  "  O "  on  the  records  should 
suffice. 

Note. — The  authorities  quoted  are  William  James,  J.  de  la  Graviere  a§d 
Theodore  Roosevelt. 
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Lieutenant  A.  A.  Ackerman,  U.  S.  N. — In  the  main,  I  agree  so  well 
with  the  essayist  that  I  am  inclined  to  criticise  the  modest  limits  which 
he  has  set  to  his  treatment  of  the  subject  rather  than  anything  which  he 
has  said. 

On  our  battleships,  where  but  one  officer — including  cadets — is  allotted 
to  every  twenty-five  men  in  the  gun  divisions,  trained  gun  pointers  are 
invaluable.  The  divisional  officer's  attention  must  frequently  be  drawn 
from  the  correction  of  ranges,  etc.,  to  the  service  of  a  particular  gun,  or 
to  the  combating  and  removal  of  difficulties  certain  to  occur  in  many 
forms  within  the  sphere  of  his  responsibility.  In  the  turrets  a  gun 
pointer  requires  peculiar  training;  there  is  a  discipline  of  nerves  and 
heart  as  well  as  of  the  eye,  and  without  it  he  will,  on  occasion,  lack  the 
fine  self-control  necessary  to  prevent  the  very  powers  subject  to  his  hand 
from  causing  disaster. 

The  introduction  of  the  sighting  telescope  has  practically  eliminated 
the  personal  equation  of  the  gun  pointer,  while  the  substitution  of  the 
more  sensitive  and  easily  controlled  electric  motors  for  other  machines, 
as  well  as  the  balancing  of  the  t^^rets,  has  made  refined  adjustments  and 
pointing  of  heavy  turrets  possible.  These  are  improvements  which  can 
be  best  appreciated  by  those  who  have  labored  amidst  the  groaning, 
lurching  complications  of  the  older  types. 

It  is  remarkable,  considering  the  purposes  for  which  the  ships  and  guns 
were  built  and  given  us,  how  difficult  it  is  to  obtain  frequent  target  prac- 
tice. It  must  be  admitted  that  the  Department's  Circular  of  July  22,  1897, 
sets  forth  a  most  wise  and  necessary  plan  for  making  our  gun-fire  truly 
formidable;  for  battles  are  won  neither  by  armor  nor  caliber  nor  num- 
ber of  guns,  alone  or  combined.  And  yet  ship  life  is  so  ciunbered  with 
matters  having  no  relation  to  preparation  for  war,  that  it  is  doubted  if 
many  ships  in  the  navy  have  thus  far  been  able  to  carry  out  the  pre- 
scribed routine. 

Even  when  the  obstructions  to  target  practice  are  overcome,  the  condi- 
tions are  often  such  as  to  require  haste.  This  is  bad,  for  though  it  is 
difficult  to  explain,  it  is  still  a  fact  that  men  may  drill  satisfactorily  every 
day  with  dummy  shell  and  charges,  and  yet,  when  the  rare  occasion 
comes  for  handling  the  real,  there  is  a  nervous  excitement  which  if  un- 
considered will  surely  lead  to  bungling  and  perhaps  disaster. 

Much  has  been  said  concerning  **  the  man  behind  the  gun  "  and  his 
share  in  winning  a  glorious  victory.  He  can  be  relied  upon  to  do  his 
very  best,  and  his  officers  should  and  will  do  their  best  to  render  him 
efficient  and  direct  his  eflForts  to  the  best  advantage.  It  seems,  though, 
that  a  target  practice  which  stops  with  the  testing  of  the  merits  of  gun 
pointers  and  the  training  of  guns'  crews  is  not  all  that  is  required.  There 
is  much  more  to  be  learned  and  practiced;  much,  without  which  the  man 
behind  the  gun  will  become  a  helpless  victim,  and  without  which  our 
officers  would  become  mere  pedants  rather  than  trained  fighters  of  their 
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ships  and  batteries.  The  conditions  of  target  practice  should  as  nearly 
as  possible  resemble  those  of  actual  battle, — not  only  for  the  man  behind 
the  gun,  but  for  every  officer  and  man,  no  matter  what  his  duties.  If 
this  was  done  it  would  soon  bring  to  a  settlement  many  of  the  dispu- 
tations as  to  the  control  of  gun  fire,  determination  of  range,  best  methods 
of  communication,  etc.,  etc.  It  is  the  only  way  in  which  frequent  and 
thorough  trials  of  the  ship's  efficiency  and  condition  for  battle  may 
be  made. 

There  is  just  as  much  reason  why  a  conning  tower,  if  necessary  at  all, 
should  be  large  enough  for  its  purposes  as  a  turret,  only  the  service  of 
the  guns  in  the  latter  seems  to  be  more  clearly  defined  and  insisted  upon 
than  the  requirements  of  the  occupants  of  the  conning  tower.  What  chance 
has  a  commanding  officer  to  navigate  his  ship  on  soundings  through  the 
peepholes  of  a  conning  tower?  It  would  be  interesting  to  learn  some- 
thing of  the  views  of  those  who  have  merely  tried  to  consult  a  chart  in 
the  crowded  space.  Is  it  not  a  relic  of  the  days  of  brute  force  that  we 
must  rely  on  massive  indicators  and  three-foot  wheels  in  an  overcrowded 
conning  tower  to  control  the  submissive  giants  below  of  steam,  hydraulics 
and  electricity?  A  valve  or  switch  the  size  of  a  door-knob  would  do 
as  well,  and  yet  certain  of  our  ships  are  given  light  draft  so  that  they 
may  take  advantage  of  shoals  and  inshore  passages  to  carry  on  the  fight. 
Who  has  not  heard  the  Central  Station  declared  a  fraud?  And  yet  the 
idea  is  correct  if  it  was  only  carried  out.  Now,  however,  we  have  a  tiny, 
superheated  space  crowded  with  delicate  instruments  and  means  of  com- 
munication; while  the  armored  tube,  instead  of  being  at  least  three  feet  in 
diameter,  of  thin  plate  above  the  conning  tower,  and  leading  straight  to 
the  upper  top — the  ideal  post  for  navigator  and  range  observers,  if  not 
signalmen — is  barely  a  foot  in  diameter,  and  choked  with  wires  and 
tubes  intended  to  increase  the  labors  of  the  already  overburdened  cap- 
tain. Sometimes  these  wires  go  wrong  in  the  tube  and  then  the  amazing 
wonder  is  that  they  are  ever  got  right  again.  The  captain  and  his  ship 
would  be  far  better  off  if  the  conning  tower  was  stripped  bare,  leaving 
the  empty  tube  through  which  he  could  express  his  wishes  to  helmsman 
and  other  assistants  in  the  central  station  below.  All  this  could  be  easily 
arranged  by  making  a  small  raid  on  that  part  of  the  coal  supply  and 
space  which  is  not  "  normal "  and  which  it  is  not  intended  should  be 
carried  in  battle.  It  may  be  added  that  in  this  way  our  present  battle- 
ships may  be  provided  with  submerged  torpedo  tubes  without  otherwise 
interfering  with  their  efficiency  in  battle. 

And  now  about  some  of  the  difficulties  which  will  be  met  in  action  and 
which  are  often  carefully  avoided  in  target  practice.  The  estimation  of 
range  through  the  peephole  of  a  turret  sight  hood  is  difficult;  and  even  if 
the  smoke  of  your  own  and  the  enemy's  guns  obligingly  removes  itself, 
to  locate  the  fall  of  your  shot  is  more  difficult,  and  yet  the  turret  gun 
pointer  must  himself  compensate  for  the  variable  rotation  of  his  turret, 
roll  of  the  ship,  its  possible  change  of  direction,  and  the  wind,  as  super- 
imposed on  the  combined  effect  of  the  speeds  of  the  two  ships.  It  would 
seem  that  at  least  he  should  be  assisted  by  a  steady  course,  uniform  speed, 
and  the  coaching  of  an  outside  observer. 
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The  flat  trajectories  resulting  from  the  high  velocities  obtained  with 
smokeless  powder  and  high-powered  guns  make  moderate  errors  in 
range  of  comparatively  little  importance,  and  it  has  been  proposed  to 
avoid  the  difficulties  of  range  finding  by  rushing  in  to  close  quarters 
where  every  shot  would  tell.  So,  the  essajrist  tells  us,  was  the  "  Macedo- 
nian" fought — ^until  she  struck.  It  is  mortifying  to  admit,  even  for  an 
instant,  that  we  lack  the  superior  trained  intelligence,  so  long  claimed 
tor  us,  that  will  enable  us  to  defeat  a  less  skillful  antagonist  at  a  moder- 
ate range  with  the  least  injury  to  ourselves.  For  that  matter  it  does  not 
follow  that  we  would  be  able  to  select  our  own  point  of  attack;  and  even 
then,  would  it  be  wise  to  go  inside  of  torpedo  range? 

How  then  is  the  range  to  be  determined?  No  matter  how  obscured 
the  horizon  and  water  line  of  the  enemy  may  be  by  smoke  or  fog,  there 
must  be  frequent  intervals  when  parts  of  his  smokestacks  or  masts  will 
be  at  least  faintly  visible,  and  then  we  would  wish  for  a  simpler,  even 
less  accurate,  finder  than  that  of  Lt.  Fiske,  but  preferably  of  the  same 
type.  For  in  battle  the  only  base  that  can  be  absolutely  relied  upon  is 
one  laid  down  on  our  own  ship;  and  if  but  a  single  arbitrary  point  out- 
side is  observed,  the  chance  of  continuous  observations  is  much  more 
certain.  In  default  of  such  a  method,  preparations  should  be  made  in 
every  way  possible  by  stadimeters,  Buckner's  method,  etc.  It  has  been 
proposed  to  determine  the  range  by  means  of  sighting  shots  from  small 
guns,  but  consider  what  that  entails.  In  order  to  avoid  confusing  the 
fall  of  the  trial  shot  with  others,  fragments  of  bursting  shell,  etc.,  the 
entire  battery  must  cease  firing,  even  the  enemy  must  be  clear  of  smoke; 
and  before  a  successful  shot  is  fired  and  the  range  transmitted,  the  rela- 
tive position  of  the  ships  may  have  changed,  again  necessitating  a  further 
delay. 

The  aiming  drills  are  most  important;  unfortunately  our  progress  is 
glacier-like,  and  drill  routines  are  apt  to  retain  all  the  old  characteristic 
fissures  and  hummocks  while  making  new  ones;  they  carry  their  past 
with  them.  And  so  our  energies  are  often  wasted  in  the  effort  to  teach 
denationalized  nomads  to  signal  in  English,  while  sub-caliber  practice 
would  be  easily  comprehended  and  more  to  the  point. 

Lieutenant  William  G.  Cutler,  U.  S.  N., — Mr.  Jackson's  motto  is 
well  chosen — "  Fire  is  ever3rthing."  To  it  everything  on  board  a  warship 
should  be  subordinated.  If  on  arrival  within  range  of  an  enemy,  we  can- 
not hit  him,  all  our  outlay  is  in  vain  and  our  ships  are  failures.  Their 
one  object  of  existence  is  to  carry  their  batteries  within  gun  range  of  the 
enemy.  This  accomplished,  and  maintained  through  the  skill  of  the  cap- 
tain and  the  faithful  performance  of  duty  of  the  engineer,  the  issue 
rests  with  the  gun  pointers.  On  them  the  captain  is  absolutely  depen- 
dent for  success,  and  no  matter  how  skilfully  he  may  handle  his  vessel  in 
bringing  his  guns  to  bear  to  the  best  advantage,  all  is  in  vain  unless  hits 
can  be  scored. 

Mr.  Jackson  asks  the  three  following  pertinent  questions:  Can  we 
now  claim  superiority  in  gunnery  over  the  navies  of  the  world? 
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Have  we  reached  the  highest  possible  state  of  efficiency  in  training 
our  men?  J 

Have  we  a  carefully  selected  and  trained  body  of  men  for  this  purpose? 

To  each  of  these  questions  the  American  naval  officer  must  regret- 
fully answer — no! 

In  this  vital  matter  I  believe  that  we  are  sadly  deficient;  but  I  am  hope- 
ful that  the  present  war  with  Spain  will  give  us  an  object-lesson  in  the 
all-importance  of  accurate  gun  fire  that  we  shall  never  forget,  and  that 
the  future  will  see  our  officers  making  this  feature  the  object  of  their 
professional  lives. 

The  Spanish  fire  both  afloat  and  on  shore  has  up  to  date  Quly  6th) 
been  so  excessively  bad  that  relatively  we  shine  by  contrast.  In  the 
present  war  this  is  very  satisfactory,  but  we  are  most  fortunate  in  our 
adversary. 

In  striving  for  rapidity  of  fire  let  us  not  overlook  the  infinitely  more, 
important  element  of  accuracy. 

As  Mr.  Jackson  says,  the  Amphitrite  in  her  quality  as  gimnery  train- 
ing ship  was  a  most  important  step.  In  my  judgment,  however,  she  is 
not  the  type  of  ship  best  adapted  to  this  purpose.  I  believe  that  an  abso- 
lute official  line  should  be  drawn  at  the  calibre  of  gun  to  be  fired  by 
bluejackets.  This  line  I  would  draw  at  the  8-in.  gun.  All  guns  of  and 
below  this  calibre  should  be  fired  by  bluejackets.  All  higher  calibres  by 
officers.  The  bluejackets  I  would  put  through  such  a  course  of  training 
as  Mr.  Jackson  suggests  on  board  a  suitable  training  ship.  For  such  a 
training  ship  the  Chicago  would  be  ideal.  Fitting  her  with  every 
calibre  of  gun  from  8-in.  down,  in  the  hands  of  enthusiastic  officers  she 
could  do  a  great  work.  Her  graduates,  distributed  throughout  the  ser- 
vice, and  rated  and  paid  according  to  their  importance  in  action,  would 
constitute  a  most  important  force  in  time  of  war.  Take  the  Boston 
at  Manila  Bay;  who  was  the  more  important  in  the  moment  of  action,  the 
machinist  or  yeoman,  who  can  be  gotten  by  the  hundred,  or  the  gun 
pointer  of  her  forward  8-in.  gun?  Men  must  be  rated  and  paid  according 
to  their  value  at  the  guns  in  action. 

For  the  turret  guns  let  us  take  the  intelligent,  highly  educated  Naval 
Academy  graduate.  Let  us  make  more  of  a  feature  of  target  practice 
among  the  cadets,  and  put  those  of  each  class  7vhom  nature  has  qualified 
as  natural  gun  pointers  through  a  thorough  practical  course  after  gradu- 
ation. The  letters  T.  O.  (Turret  Officer)  or  their  equivalent  might  well 
be  placed  in  the  Navy  Register  after  the  names  of  those  who  have  quali- 
fied as  such.    This  would  be  a  distinction  which  all  would  covet. 

Mr.  Jackson's  paper  is  most  opportune,  and  I  trust  that,  accompanied 
as  it  is  by  the  object-lessons  of  the  present  war,  it  may  do  much  to 
stimulate  interest  and  hope  in  this  all-important  subject. 
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DISEASES  OF  ELECTRICAL  INSTALLATIONS  IN 

THE  NAVY. 
THEIR  CAUSES  AND  REMEDIES. 

By  Lieutenant  B.  T.  Walling,  U.  S.  N. 

(From  lectures  delivered  before  the  U.  S.  Naval  War  College.) 


Introductory. 


The  entire  scheme  and  system  of  our  electrical  installations 
have  been,  from  the  nature  of  the  case,  progressive,  and  we  may 
confidently  say  have  shown  a  steady  march  toward  improve- 
ment in  details  and  efficiency.  Ever  since  the  introduction  of 
electricity  on  board  ship  there  has  been  a  constantly  increasing 
demand  for  this  form  of  energy,  and  it  is  to  be  anticipated  that 
much  larger  demands  are  shortly  to  be  made  upon  the  adoption 
of  electrical  power  for  turning  guns  as  well  as  turrets,  for  operat- 
ing auxiliaries,  for  all  purposes,  in  short,  which  will  "minimize 
the  present  objectionable  heat  of  long  lines  of  steam  piping,  the 
annoying  leaks  of  hydraulic  apparatus  and  the  excessive  weights 
of  pneumatic  appliances;  to  this  may  be  added  that  a  break  in 
a  steam  or  hydraulic  pipe  could  easily  drive  every  one  from  the 
compartment. 

As  a  simple  matter  of  weight,  the  installation  of  any  particular 
device  is  very  evenly  balanced  between  the  electrical,  hydraulic 
or  steam,  but  when  the  proposed  three-wire  system  is  installed, 
at  a  saving  of  motor  weight  and  67  per  cent,  of  copper  in  the 
leads,  electricity  will  be  far  in  the  lead  in  that  respect  also. 

Perhaps  the  greatest  weight  of  argument  in  favor  of  electricity 
is  the  ready  change  from  electrical  to  hand  control  in  emergency, 
and  the  facility  of  maintaining  and  repairing  the  leads. 
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Conservatives  declare  that  we  should  be  slow  in  making  such 
a  radical  change,  that  too  many  eggs  are  going  into  the  same 
basket,  that  electrical  science  is  still  experimental  and  in  its 
infancy,  and  that  a  stalled  gun  or  turret  in  action  would  mean 
destruction. 

To  these  we  can  confidently  answer  that  the  question  of  appli- 
cability to  gun  and  turret  use  has  been  settled  by  the  trolley 
long  ago.  Minute  control  of  the  power  to  be  applied  to  turret 
or  gun  has  been  discovered  in  separately  exciting  the  fields  of 
both  dynamo  and  motor;  irregularities  of  turret  load  is  a  mechan- 
ical question  of  balance  applying  with  equal  force  to  any  system 
of  power. 

The  proof  of  the  ready  perfect  control  of  electrical  power  as 
applied  to  turrets  was  instanced  in  the  recent  trials  made  on  the 
Brooklyn  at  Cramp^s  shipyard,  when  the  turret  was  successfully 
started  and  stopped  thirty-scz'cn  times  in  a  peripheral  distance  of  one 
inch  in  tlie  same  direction;  this  result  easily  challenges  competi- 
tion; reports  from  trials  at  sea  are  that  the  turrets  were  handled 
with  ease. 

Our  naval  electrical  history  began  in  187 1  with  a  small 
Farmer's  series  dynamo  whose  armature  was  revolved  by  a 
hand  crank  and  whose  output  did  not  exceed  100  to  150  watts, 
which  then  sufficed  for  all  needs,  but  whose  total  energy  would 
in  this  day  be  consumed  by  a  single  32-C.  P.  lamp. 

In  1897  the  Iowa  and  Alabama  require  an  output  of  96,000 
watts,  supplied  by  four  steam-driven  compound  generators  of  a 
capacity  of  twenty-four  kilowatts  each  in  the  one  case,  and  three 
of  thirty-two  kilowatts  capacity  each  in  the  other.  The  Brooklyn 
is  furnished  with  a  total  capacity  of  150,000  watts;  the  Kearsarge 
and  Kentucky  will  have  350,000  watts  distributed  between  two 
double  sets  (100  K.  W.)  in  the  lower  dynamo  room  and  three 
single  sets  (50  K.  W.)  in  the  upper  room  in  each  ship.  (See 
frontispiece.) 

Two-thirds  of  this  energy  is  for  use  as  power,  and  in  line 
with  the  increased  and  increasing  demands  has  come  the  neces- 
sity for  increased  voltage  in  order  to  reduce  wire  size,*  motor 

*  The  energy  of  a  circuit  is  equal  to  the  product  of  the  voltage  (electro- 
motive force)  and  current,  that  is, 

Energy  (Work)  =  CE. 
Evidently  if  E  is  doubled  we  halve  C.  and  the  wire  size  is  proportion- 

*ely  decreased. 
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dimension,  weight  and  cost.  The  same  demands  have  necessi- 
tated a  change  in  the  type  of  our  dynamos  from  the  "  smooth 
body  "  to  the  "  slotted  core  "  design,  by  reason  of  superior  induc- 
tion and  less  weight  and  cost,  and  this  in  turn  has  indicated 
automatic  circuit  breakers  to  operate  at  either  of  the  failure  of 
the  line  voltage  or  overload.  Tlie  "  smooth  body  '*  armature  has 
served  us  faithfully  and  well,  but  has  been  forced  to  yield  to 
superior  considerations. 

The  voltage  selected  for  the  three-wire  system  is  i6o  volts, 
thus  preserving  a  pressure  of  80  volts  at  the  lamps.  It  is  often 
asked  why  we  do  not  use  commercial  voltage  at  125  or  250 
volts  and  thus  avoid  the  extra  expense  of  special  machines, 
lamps  and  supplies,  for  which  we  are  paying  from  ten  to  twenty 
per  cent,  in  addition.  The  answer  advanced  is  that,  while  our 
insulation  can  easily  stand  the  higher  voltage,  we  are  insuring 
good  insulation  at  the  lesser  voltage  and  avoiding  the  exorbitant 
losses  in  search-light  rheostats ;  the  commercial  practice  of  placing 
two  search-lights  in  series  has  some  mechanical  difficulties  in 
ship  installation. 

The  application  of  electricity  to  naval  purposes  is  now  so 
generally  understood  that  it  requires  no  mention  here;  the  results 
of  those  uses  as  obtained  from  ship  discussion,  quarterly  returns, 
official  complaint  and  the  large  bills  for  repairs  and  supplies  are 
the  factors  with  which  we  are  concerned,  and  which  have  occu- 
pied the  attention  and  close  study  of  those  directly  in  charge  of 
the  branch,  in  order  that  the  faults  and  remedies  could  be  cer- 
tainly ascertained  and  specifications  made  more  stringent  to 
avoid  recurrence. 

Notwithstanding  all  the  discussion,  complaint  and  repair,  it 
has  only  been  within  the  past  two  years  that  any  range  of 
information  could  be  obtained  upon  which  to  base  new  specifica- 
tions which  would  ensure  what  we  want  and  are  entitled  to  have. 

This  has  been  chiefly  due  to  the  fact  that  the  information  at 
hand  has  been  repetitions  of  facts  already  canvassed,  particularly 
as  regarded  increased  or  increasing  coal  consumption  in  the 
A  and  B  types  of  the  General  Electric  engines,  long  since  known 
and  admitted  as  poor  types,  inefficient  and  wasteful,  if  indeed 
they  can,  after  reasonable  service,  be  pushed  to  their  rated 
outputs;  again,  a  large  mass  of  suggestion  for  improvement  has 
been  predicated  upon  experience  and  device  as  associated  with 


194  DISEASES    OF    ELECTRICAL    INSTALLATIONS 

the  single  plant  at  hand  without  recourse  cO  changes  that  have 
been  made  or  are  making  elsewhere. 

The  visits  of  officers,  for  acquirement  of  new  information,  to 
the  electrical  store-rooms  and  workshops  of  a  well-equipped 
Navy  Yard,  where  inspection,  test,  assembling  and  manufacture 
of  electrical  material,  appliances  and  supplies  are  continually  in 
progress,  are  rarer  than  the  eclipses  of  the  sun  or  moon.  A 
navigator  or  his  assistant  occasionally  appears  to  look  up  delayed 
articles  of  an  approved  requisition;  a  dynamo  man  strolls  in 
now  and  then  for  permission  to  "  look  about  and  pick  up  a  few 
points,"  but  his  thirst  for  knowledge  is  quite  apt  to  terminate 
abruptly  at  a  stray  tool  whose  isolation  and  position  he  has 
probably  located  previously  and  which  may  "  come  in  handy 
some  time."  The  ship  which  is  building  at  the  dock,  with  all 
the  newest  wrinkles  and  points,  is  passed  by  and  forgotten. 

So  it  has  resulted  that,  until  a  year  ago,  when  opportunity  was 
afforded  to  repair  and  overhaul  the  installations  of  twelve  ships 
representing  almost  all  the  types  and  classes  in  the  service,  infor- 
mation on  the  general  subject  has  been  too  meagre  to  form  a 
good  basis  for  specifications  for  future  work  and  material,  espec- 
ially regarding  the  ever  vexed  and  much  abused  subject  of  interior 
communications. 

New  specifications  have  been  issued  this  year,  which  to  this 
date,  September  i,  1897,  have  stood  the  test  of  criticism  and 
revision  on  all  cases  presented,  and  are  made  an  appendix  to 
this  article. 

The  general  aim  has  been : 

To  restrict  contract  ships  to  the  limits  of  good  workmanship  in 
original  installation; 

To  reduce  experimental  work  and  devices  to  a  minimum,  1.  ^., 
by  establishing  a  system  of  standards  both  as  a  guide  to  requisi- 
tion and  to  ensure  uniformity  of  details  and  strict  interchange- 
ability  in  our  ships. 

It  is  understood  that  anv  system  of  standards  is  to  meet  severe 
opposition  from  many  quarters,  but  much  time  and  study  have 
been  devoted  to  these  electrical  standards  on  the  lines  of  con- 
tinuity of  service,  sound  electrical  principles  and  simplicity,  and 
needed  changes  can  be  made  as  progress  demands.  We  at  least 
secure  for  the  present  that  our  new  battleships  shall  be  installed 
in  the  best  manner  to  date.     Even  then  we  are  fammeled  in 
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obtaining  the  best,  as  far  as  some  supplies  are  concerned,  by  the 
two  stumbling-blocks,  *'  barring  competition  "  and  "  proprietary 
article,"  which  by  law  prevent  us  from  obtaining  in  open  market 
what  we  know  to  be  the  desideratum.  A  familiar  example  of 
barring  competition  is  that  of  lubricating  oil,  which  can  be  mixed 
and  juggled  to  pass  aay  devised  or  devisable  set  of  specifications 
ever  issued. 

Good  special  oils  can  be  obtained  by  purchase  from  especial 
makers  and  the  grade  be  satisfactorily  maintained.  Bids  must 
be  issued  under  the  law;  monopolies  crush  out  the  smaller 
dealers. 

Any  oil  costing  less  than  thirty-five  to  forty  cents  per  gallon 
is,  for  dynamo  use,  an  object  of  distrust. 

*'  Proprietary  article  "  is  a  favorite  recourse  with  contractors 
when  "  barring  competition  "  will  not  fit  or  fails  of  success. 

Our  engine  indicators  have  had  an  especial  experience  under 
this  head.  Whatever  may  be  the  niceties  and  novelties  of  device 
in  these  instruments,  faith  in  their  operation  must  be  pinned 
entirely  to  the  integrity  of  the  spring.  The  Ashcroft-Tabor  in- 
dicator, so  long  in  successful  use  in  the  service  and  elsewhere,  is 
fitted  with  a  **  duplex  "  spring — two  spirals  coiled  in  opposite 
directions  with  containing  caps — which  is  patented,  but  whose 
longevity,  and  therefore  integrity  of  action,  is  far  superior  to 
any  device  in  the  market;  all  other  like  instruments  depend  on 
a  single  spring,  whose  operation  becomes  in  a  short  time  dubious 
and  unreliable.  Spare  springs  are  provided  if  one  only  could 
tell  just  when  the  old  should  be  replaced;  with  the  Tabor  instru- 
ment there  can  be  little  doubt  on  the  subject. 

Two  instances  of  the  results  of  the  above  examples: 

Ten  thousand  gallons  of  mineral  oil  (nearly  200  barrels)  were 
delivered  into  store  at  the  New  York  Navy  Yard  in  the  fall  of 
1896;  were  inspected  later  on,  having  time  to  settle  meanwhile, 
and  passed  into  store;  the  bid  was  seventeen  cents  per  gallon. 
The  first  issued  was  used  on  the  journals  of  the  8-inch  shaft  of  the 
250  H.  P.  engine  driving  the  electric  plant  ot  the  Navy  Yard, 
and  at  a  critical  time  when  the  plant  was  supplying  light  for 
getting  up  steam  on  a  ship  about  to  be  undocked.  So  excessive 
was  the  amount  of  grit  and  dirt  in  the  oil  that  the  plant  could 
be  kept  going  only  by  use  of  a  liberal  stream  of  water  from 
a  hydrant  until  better  oil  could  be  obtained;  filtering  produced  but 
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little  effect;  the  oil  was  also  verv*  deficient  in  "bodv,"  a  matter 
that  no  amount  of  filtering  can  reach. 

Until  recently  the  Tabor  indicator  has  been  our  regular  supply, 
but  some  makers  of  single  spring  instruments  have  supplied  a 
lot  by  underbidding  and  successfully  over-riding  rejection  by 
reason  of  the  patent  held  on  the  duplex  spring. 

These  cases  are  growing  fewer  in  number  since  the  standards 
have  been  adopted ;  contractors  are  not  prone  to  face  the  expense 
of  delivery,  removal  and  redelivery-  where  it  is  expressly  stated 
on  the  face  of  the  schedule  that  samples  are  to  be  seen  on 
application. 

The  unsettled  questions  of  to-day,  fortunately  few  in  number, 
are  rather  those  of  mechanical  details  than  electrical  principles. 
Good  design,  efficient  insulation,  sound  connections  and  thor- 
ough water-tightness  mark  the  not  uncertain  road  to  security 
and  success  in  original  installation,  of  which  design  alone  will 
be  progressive  and  variable.  Continuity  of  service  and  confi- 
dence on  board  ship  rest  upon  intelligent  operation  and  mechani- 
cal aptitude. 

Continuity  of  service  and  endurance  of  our  plants  is  now- 
suffering  from  lack  of  interest,  and  apathy  on  the  part  of  officers. 
The  pioneers  of  our  naval  electric  installations,  and  who  are 
perhaps,  popularly  supposed  to  be  still  at  the  head  of  affairs,  have 
been  called  away  by  the  exactions  of  rank  or  duty,  and  but  little 
new  blood  is  being  infused. 

It  is  difficult  even  to  obtain  inspectors  for  the  various  works 
of  contractors,  or,  at  least,  difficult  to  obtain  at  those  points  the 
services  of  an  officer  who  feels  himself  in  a  position  to  cope  with 
the  subject. 

The  navigator  on  board  ship  is  charged  by  regulation  with 
the  responsibility  of  the  w^hole  installation;  his  duties  in  the 
other  branches  of  his  department,  coupled  with  correspondence 
when  off  the  bridge,  leave  him  but  scant  time  for  the  electric 
plant  in  its  numerous  details;  his  duty  ashore  has  often  been  in 
connection  with  other  branches  of  the  service,  which  gave  him 
but  little  time  for  anything  more  than  a  very  general  interest  in 
electricity  or  its  details  in  ship  construction.  Placed  on  board 
ship,  in  charge  of  a  large  and  expensive  plant,  he  must  rely 
on  the  assistance  of  the  Xavy  Yard  force  or  be  relegated  to  a 
endence  on  his  head  dynamo  man,  which  is  usually  leaning 
I  broken  reed. 
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Our  installations  have  been  brought  to  a  high  state  of  effi- 
ciency through  the  research  and  stiflf-necked  insistance  of  those 
who  worked  out  its  early  details;  what  we  need  most  now  are 
care  and  skill  in  manipulation. 

We  have  the  right  to  point  with  pride  to  the  achievements  of 
our  early  pioneers,  who  came  into  the  field  to  face  the  difficulties 
of  a  proposition  entirely  in  the  air,  environed  by  a  fast  changing 
and  improving  science,  without  so  much  as  a  satisfactory  generat- 
ing set  for  ship  use,  with  ill-matured  appliances  and  poorer  wire ; 
to  the  fact  that  it  was  a  naval  officer  who  first  suggested  direct 
connection  of  dynamos  to  their  engines,  now  so  popular  com- 
mercially, and  imperative  on  board  ship;  that  another  officer  de- 
signed and  inspired  the  first  successful  fire-proof  installation  in 
this  country,  that  of  the  Broadway  Theatre  in  New  York;  and 
it  is  to  be  regretted  that  their  sort  is  seemingly  to  disappear  from 
the  field  unless  some  measure  is  taken  to  supply  their  place. 

Short-Stroke  Engines  and  Water  Consumption. 

The  final  summation  of  all  energy  developed  by  the  generating 
sets,  both  useful  and  wasted,  is  the  consumption  of  water,  of 
which  the  practical  evidence  is  the  coal  account  and  expendi- 
ture. 

The  wasted  energy  can  be  properly  divided  into  two  heads: 

1.  That  which  is  common  and  necessary  to  all  engines,  some- 
what increased  by  wear  and  tear,  but  still  approximating  a  fixed 
maximum. 

2.  That  which  is  due  to  losses  from  the  faults  of  which  we 
treat. 

Losses  comprised  under  the  second  head  are  those  which  are 
remediable  and  should  be  eliminated;  those  comprised  under 
the  first  head  are  remediable  only  in  design,  and  form  the  basis  of 
competition  amongst  engine-builders,  particularly  amongst  those 
builders  who  are  interested  in  the  modern  short-stroke  types. 

Defined  as  those  used  for  driving  machinery  which  runs  at  a 
high  speed  of  rotation,  such  as  dynamos,  centrifugal  pumps  and 
the  like,  short-stroke  engines  have  of  late  been  the  subject  of 
much  rivalry  amongst  designers,  both  as  to  the  merits  of  single- 
acting  as  opposed  to  double-acting  engines  and  simple  versus 
compound. 
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The  questions  involved  are  not  those  of  high-speed  engines 
alone;  the  difference  exists  in  the  fact  that  "high-speed  engines" 
is  the  title  of  a  class  as  opposed  to  "  low-speed  engines,"  and 
includes  engines  used  for  torpedo  boats  and  locomotives  in  addi- 
tion to  the  short-stroke  types;  the  last-named  types,  having^  a 
stroke  of  from  but  five  to  six  inches,  are  alone  those  with  which 
we  are  concerned. 

The  most  concisely  stated  review  of  the  short-stroke  types  is 
contained  in  a  paper  read  in  January,  1897,  by  Mr.  J.  S.  Raworth, 
a  well  known  English  builder  and  designer.  This  paper  presents 
the  very  remarkable  statement  that,  from  observations  of  experi- 
ments with  over  100,000  I.  H.  P.,  it  is  established  that  modem 
short-stroke  engines  are  at  least  quite  equal  to  long-stroke  en- 
gines in  mechanical  efficiency;  as  it  cannot  be  accounted  for  on 
a  simple  theory  of  constant  thrust,  ready  explanation  is  to  be 
found  in  the  better  lubrication  of  the  working  parts,  and  in  the 
better  distribution  of  stress  by  reason  of  the  increased  inertia  due 
to  the  high  rate  of  reciprocation  of  the  pistons. 

The  necessary  waste  steam  consumption  in  an  engine  is  usually 
distributed  amongst  four  well  established  sources  of  loss: 

1.  Clearance. 

2.  Port  friction. 

3.  Condensation. 

4.  Leakage. 

Clearance  must  be  provided  for  easing  the  racking  strain  of 
fast  piston  reversals,  and  must  necessarily  increase  in  percentage 
as  the  number  of  reversals  is  increased. 

The  volume  of  clearance  in  any  given  pattern  of  engine  varies 
with  the  area  of  the  piston  and  is  nearly  independent  of  the 
length  of  stroke;  but  when  expressed  as  a  percentage  of  the  volume 
of  the  cylinder  it  will  obviously  increase  as  the  stroke  diminishes — 
the  usual  3  per  cent,  on  a  five-foot  stroke  would  become  36  per 
cent,  if  the  stroke  were  reduced  to  5  inches. 

This  clearance  loss  is  severe  in  all  short-stroke  engines  and  is 
practically  constant  for  the  type. 

Port   friction   may  be  defined  as  a   sort  of  added  clearance, 

the  volume  necessary  for  the  ports,  combined  with  a  choking  of 

«   the  steam  in  its  passage  to  the  cylinder.     This  loss  is  nearly  a 

minimum  in  our  dynamo  engmes,  as  the  ports  are  fairly  large 

and  straight. 
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Condensation  is  found  in  all  reciprocating  engines,  and  is 
principally  due  to  the  fact  that  the  wall  of  the  cylinder  is  alter- 
nately exposed  to  high  and  low  temperatures.  It  is  stated  that 
the  temperature  difference  approximates  i8o°  F.,  about  that 
between  boiling  water  and  ice. 

In  a  compound  engine  the  temperature  difference  is  approxi- 
mately halved  in  each  cylinder,  with  necessarily  great  reduction 
in  condensation. 

It  is  obvious  that  the  rate  of  cooling  will  vary  with  the  time 
of  exposure,  that  is,  it  will  be  less  with  increased  speed,  and  in 
general  it  is  established  that  there  will  be  a  saving  of  nearly 
one-half  by  doubling  the  speed.  This  is  only  an  approximation, 
however,  as  part  of  the  condensation  is  due  to  the  radiation  of 
the  atmosphere,  and  another  part  to  the  direct  conduction  of 
heat  from  the  cylinders  to  the  bedplate  and  working  parts  of  the 
engine.  The  Case  engine  used  with  some  smaller  types  of 
machines  is  a  familiar  example  of  this  conduction.  In  almost 
every  test  the  water  and  oil  will  boil  out  from  the  well  in  the 
base,  at  first  slowly,  and  then  violently,  as  the  temperature  rises 
from  the  heated  crank.  An  air  tube  has  lately  been  suggested 
as  a  remedy  for  the  difficulty,  but  thus  far  has  had  no  practical 
trial. 

This  Case  engine  will  generally  slow  down  of  itself  as  the 
temperature  rises,  then,  as  the  temperature  falls,  is  will  work  back 
slowly  to  the  original  speed,  causing  a  very  objectionable  fluctu 
ating  voltage  in  the  circuits. 

Steam  jacketing  is  naturally  suggested  as  a  remedy  for  con- 
densation, but  in  short-stroke  engines,  even  when  compound,  the 
gain  in  the  cylinder  is  so  evenly  balanced  by  the  large  loss  in 
the  jacket  as  to  render  the  expedient  expensive  and  unnecessary. 

The  fourth  source  of  loss,  leakage,  is  one  with  which  we  are 
especially  concerned,  as  it  is  an  inherent  vice  of  piston  valves — 
our  usual  type — and  is  not  only  much  increased  by  wear,  causing 
back  pressure  and  increased  loss  from  that  source,  but  it  appears 
in  the  cylinders  as  well,  as  the  pistons  wear,  destroying  pressure, 
which  means  more  coal. 

Valve  leakage  will  be  readily  understood  when  it  is  stated 
that  from  this  loss  alone  it  has  been  found  that  engines,  appa- 
rently in  good  order,  even  when  standing  still,  took  as  high  as 
30  to  40  per  cent,  more  than  their  normal  requirement  of  steam; 
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and,  though  the  automatic  governor  handled  them  well  as 
new  engines  and  when  running  without  load,  they  ran  practically 
independent  of  the  governor  under  the  new  conditions  until 
loaded  to  about  20  per  cent. 

From  15  to  20  per  cent,  of  the  steam  delivered  at  the  throttle 
is  the  plain  statement  of  the  summation  of  these  four  losses  in 
a  new  dynamo  engine  that  has  been  subjected  only  to  those 
preliminary  trials  necessary  to  put  it  in  proper  order  for  turning 
over  to  a  commanding  officer,  and  the  statement  is  believed  to 
be  conservative.  It  does  not  include  water  in  the  cylinder,  which 
is  practically  indeterminate. 

What  occurs  in  service  is  best  illustrated  by  the  case  of  the 
Marblehead;  in  that  ship  the  coal  expenditure  for  auxiliaries 
increased  over  one  hundred  per  cent,  above  the  amount  neces- 
sary at  first  commission.  This  is  unquestionably  a  serious  matter, 
especially  when,  on  protracted  voyages,  economy  in  the  visible 
coal  supply  must  be  rigorously  observed  and  enforced. 

The  dynamo  engines  do  not  use  all  the  coal  charged  up  to 
auxiliaries,  but  from  the  nature  of  their  use  they  are  responsible 
for  a  large  proportion  of  the  expenditure,  certainly  for  a  lion's 
share  of  the  increase. 

Several  commanding  officers  have  recently  inaugurated  experi- 
ments for  the  purpose  of  ascertaining  this  increase.  Usually  such 
results  are  in  error  for  the  simple  reason  that  there  is  rarely  an 
opportunity  on  board  ship  when  the  dynamos  can  be  run  to  the 
exclusion  of  all  other  auxiliaries.  The  following  means  of  ob- 
taining a  fair  approximation  are  suggested: 

The  best  time  for  the  test  is  probably  between  six  and  eight 
o'clock  in  the  evening,  as  steam  for  the  galley,  flushing  pumps 
and  blowers  can  be  best  spared  at  this  time. 

Shut  down  everything  using  steam  except  the  dynamo  under 
test. 

Break  the  joint  of  a  pipe  leading  to  the  feed  tank,  or  better, 
the  auxiliary  condenser  if  practicable. 

Provide  a  steep-tub  for  catching  and  measuring  the  water,  and 
carefully  measure  into  it  enough  water  to  fill  it  to  within  two 
inches  of  the  top:  this  will  be  about  30  gallons,  250  pounds,  for 
tlie  ordinary  tub  that  is  used  about  the  galley.  Mark  the  level 
on  tlie  inner  side  of  the  tub.  It  is  merely  necessary  to  count  the 
number  of  times  the  tub  is  filled,  emptying  each  time  directly 
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into  the  bilge  and  catching  the  water  for  the  moment  with  a 
bucket. 

The  dynamo  should  be  run  with  at  least  75  per  cent,  of  full 
load,  as  dynamos  are  never  efficient  or  economical  at  loads  below 
that  percentage. 

The  voltage  and  load  should  be  kept  as  steady  as  possible, 
and  the  voltmeter  and  ammeter  should  be  read  every  fifteen 
minutes  in  order  to  obtain  a  good  mean. 

An  hour  and  a  half  is  sufficient  time  for  the  test,  but  it  is  better 
to  run  for  two  hours  if  it  can  be  done. 

A  set  of  cards  should  be  taken  each  hour. 

The  ratio  of  the  output,  as  determined  by  the  product  of  the 
mean  current  and  voltage,  to  the  horse-power  obtained  from 
the  cards  is  the  over-all  efficiency  for  that  load;  the  water  con- 
sumption per  K.  W.-hour  or  per  I.  H.  P.-hour  is  readily  ob- 
tained from  the  quantity  of  water  used. 

This  may  appear,  at  first  blush,  a  rather  rough  method,  but  in 
reality  the  results  will  be  found  to  be  quite  satisfactory. 

Data  of  this  kind  are  very  much  wanted,  especially  in  engines 
where  the  coal  consumption  has  increased. 

On  acceptance  tests  the  water  is  measured  directly  at  the 
surface  condenser  by  draining  into  a  barrel  which  rests  on  a 
platform  scale  and  can  be  emptied  by  a  stop-cock.  The  water 
is  weighed  every  fifteen  minutes,  the  instruments  being  recorded 
every  half-hour  throughout  the  four-hour-heat  run. 

What  the  water  consumption  of  our  engines  should  be  has 
never  been  determined,  that  is,  no  specification  is  made  which 
covers  the  important  point;  at  the  same  time  if  a  specification 
were  made  the  engine-builder  would  be  quite  sure  to  step  in  and 
say  that  it  was  too  stiff  and  unreasonable. 

For  24-K.  W.  types  and  upward  it  would  seem  that  a  new 
engine  should  not  require  more  than  35  pounds  of  water  per 
K.  W.-hour  if  compound,  or  42  pounds  if  simple.* 

A  50-K.  W.  set  has  recently  been  built  on  the  designs  for  the 
single  sets  of  the  Kearsarge  and  Kentucky  which  consumed, 
on  acceptance  test,  but  30  pounds  per  K.  W.-hour,  confirming 
the  liberality  of  the  above  figures. 

*A  kilowatt  is  a  thousand  watts;  a  horse-power  is  746  watts,  practi- 
cally 750  watts.  A  kilowatt  is  therefore  equal  to  ij/^  horse-power,  and  a 
horse-power  to  three-fourths  of  a  kilowatt. 
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There  seem  to  be  no  data  as  to  the  water  consumption  of  the 
numerous  engines  of  the  General  Electric  Company's  manufac- 
ture which  we  have,  but  in  the  A,  B,  and  those  of  the  C  types 
which  have  no  packing  rings,  the  consumption  must  originally 
have  been  between  50  and  60  pounds  per  I.  H.  P.-hour.  The 
two  A  type  machines  in  the  Maine  are  now  using  over  a  hundred 
pounds  per  I.  H.  P.-hour,  which,  of  course,  is  very  excessive. 

The  remedy  for  large  water  consumption  is  more  closely  fitting 
valves  and,  in  engines  not  so  fitted,  packing  rings. ©n  the  piston; 
a  number  of  engines  have  been  repaired  in  this  way  aboard  our 
ships  and  the  coal  expenditure  materially  decreased. 

Throttling  down,  reducing  pressure  when  running  under  light 
loads,  particularly  at  night,  is  a  common  practice  of  dynamo 
men  which  cannot  be  too  strongly  condemned.  They  do  it 
usually  under  the  impression  that  they  are  saving  steam  and 
also  because  the  governor  is  inclined  to  be  a  little  noisy  at  small 
loads  if  the  throttle  is  wide  open.  The  valve  fit  is  what  is  known 
as  an  expansion  fit,  the  best  results  being  secured  at  the  steam 
temperature  of  the  standard  pressure  of  the  design,  viz.,  100 
pounds  for  compound  engines  and  80  for  simple  engines;  throt- 
tling down,  reducing  pressure  and  therefore  temperature,  must 
therefore  promote  leakage  past  the  valve. 

At  any  load  tlie  governor  will  regulate  the  expenditure  of 
steam  more  efficiently  than  can  any  dynamo  man  at  the  throttle^ 
and  it  should  be  the  invariable  practice  to  run  at  the  prescribed 
number  of  revolutions  as  shown  on  the  name-plate  *  with  the 
throttle  wide  open  and  let  the  governor  take  care  of  the  steam,  as 
it  was  designed  to  do. 

The  theoretical  governor  for  best  economy  is  one  that  cuts 
oflF  from  full  to  half  load  and  throttles  from  half  load  to  no 
load:  thus  far  all  governors  constructed  on  the  principle  have 
been  mechanical  failures. 

Reduced  steam  pressure  is  another  fruitful   source  of  waste 

♦  Name  plates  usually  show  the  name  of  the  manufacturer  and  the  type 
or  form  together  with  the  rated  speed  and  capacity  of  the  machine,  thus: 

M.  P. — 4 — 50 — ^400, 

which  signifies — Multipolar,  four  poles,  50  K.  W.,  four  hundred  revolu- 
tions per  minute.  A  plate  is  attached  to  the  bedplate  of  both  dynamo 
and  c-ngine  and  should  show  the  frame  number  of  the  dynamo  and  the 
nitmher  of  the  engine  for  convenience  in  ordering  spare  parts.  The 
armature  number  is  generally  stamped  on  the  end  of  the  sleeve  or  shaft. 
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Steam  on  board  ship.  Engines  are  run  at  pressures  as  low  as 
35  pounds,  for  the  reason  that  no  higher  pressure  is  to  be  had; 
neither  the  engine  nor  governor  was  ever  designed  to  work  eco- 
nomically at  any  such  pressure,  nor  will  they.  If  no  higher  pres- 
sure than  50  pounds  for  a  simple  engine,  or  65  pounds  for  a 
compound  can  be  had,  and  coal  economy  is  desirable,  it  is  better 
to  shut  down  the  plant  and  burn  oil;  it  may  not  prove  an  econ- 
omy in  so  far  as  the  ledger  account  is  concerned,  but  it  is  the 
certain  way  to  save  coal.  The  remarks  made  on  throttling  down 
apply  here  with  equal  force. 

A  corollary  to  reduced  pressure  and  throttling  down  is  throttle 
governing.  When  the  governor  has  quit,  so  to  speak,  as  our 
very  troublesome  one  on  the  General  Electric  types  A  and  B 
generally  does  within  a  short  time,  dismantling  the  governor  or 
blocking  it,  thus  reducing  the  system  to  a  mere  fly-wheel  arrange- 
ment, is  the  only  resource,  and  throttle  governing  is  made  com- 
pulsory. It  is  necessarily,  though  unavoidably,  wasteful  of 
steam,  and  is  attended  with  some  danger  to  the  engine  if  care 
is  not  taken  to  raise  the  carrying  capacity  of  the  dynamo  main 
fuse  at  the  switchboard.  Take,  for  example,  the  case  of  a 
32-K.  W.  machine  running  along  with  a  load  of  350  amperes, 
the  throttle  practically  wide  open,  governor  dismantled  or 
blocked,  and  governing  by  the  throttle.  Presume  now  a  sudden 
overload  to  push  back  to  the  switchboard  a  heavy  momentary 
current  which  we  will  assume  to  be  600  amperes;  the  main  fuse 
would  immediately  blow,  as  its  carrying  capacity  is  only  400 
amperes,  and  the  armature  would  be  safe.  Not  so  the  engine; 
all  load  has  been  suddenly  removed  from  it  when  under  full  head 
of  steam  and  no  automatic  means  of  shutting  off  steam  is  at 
hand ;  it  is  apparent  that  unless  the  dynamo  man  gets  quickly  to 
the  throttle  the  engine  can  do  itself  any  damage  up  to  racking 
to  pieces. 

If  that  dynamo  main  fuse  had  had  a  capacity  of,  say  800 
amperes  instead  of  400,  and  the  same  large  current  had  rushed 
through,  the  overload  would  have  slowed  the  engine  and  the 
dynamo  armature  would  have  had  to  stand  the  brunt.  This 
state  of  affairs  is  rather  undesirable,  but  as  our  dynamos  can  be 
relied  on  to  carry,  for  a  brief  time,  an  excess  of  at  least  50  per 
cent,  above  their  rated  capacity,  overloading  the  dynamo  is  far 
the  lesser  evil  as  compared  with  wrecking  the  engine. 
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The  matter  is  not  fanciful  or  exaggerated;  it  has  occurred  in 
the  service,  resulting  in  that  instance  in  a  broken  connecting 
rod,  attributed,  however,  to  water  in  the  cylinder.  Water  in  the 
cylinder  is  a  ready  explanation  of  most  of  these  accidents  to 
small  engines,  for  the  reason  that  the  cylinder  heads  are  very 
strong  in  comparison  with  those  of  larger  types,  and  will  not 
usually  blow  out;  in  the  case  of  the  Katahdin  the  four  stanchions 
which  support  the  cylinders  carried  away,  tumbling  the  engine 
on  the  deck,  but  the  cylinder  heads  held. 

In  the  case  of  the  connecting  road  the  presence  of  water  was 
not  well  established,  while  the  evidence  showed  that  the  engine 
suddenly  raced  away  and  broke  the  rod  before  the  attendant 
could  get  to  the  throttle;  the  main  fuse  of  the  dynamo  was 
found  to  have  blown. 

In  one  ship  in  the  service,  running  with  blocked  governor  and 
throttle-governed,  the  head  dynamo  man  has  reduced  the  carrying 
capacity  of  his  main  fuse;  this  means  that  he  has  weakened  the 
safeguard  to  his  engine  and  brought  the  verge  of  disaster  a 
little  closer  home. 

The  Use  of  Oil  in  Cylinders. 

The  majority  of  the  difficulties  with  our  generating  sets,  of  the 
troubles  at  least  which  occasion  most  frequent  remark,  complaint 
and  repair,  reside  in  the  engines;  the  dynamos  usually  give  little 
annoyance. 

These  difficulties  are  met  with  mostly  in  the  A  and  B  types  of 
the  General  Electric  engines,  which  types  constitute  over  50  per 
cent,  of  all  that  have  been  installed,  and  are  admittedly  inefficient 
and  uneconomical  after  short  service  use ;  that  they  are  so  is  the 
silent  protest  against  the  prohibition  of  the  use  of  oil  in  cylinders. 

Immediately  after  this  prohibition  was  promulgated,  other 
makers  of  short-stroke  engines,  Armington  and  Sims,  Ball  and 
Wood,  and  Westinghouse,  for  example,  simply  refused  to  build 
engines  under  such  a  restriction,  withdrew  from  our  market  and 
declined  to  make  any  bids  on  the  specifications. 

Tlie  General  Electric  Company  then  stepped  in  and  undertook 
to  supply  the  engines  as  specified,  and  after  a  long  series  of 
efforts  and  desigfns,  of  which  their  A,  B.  and  C  types  are  familiar 
service  examples,  they  finally  put  packing  rings  on  an  engine 
supplied  to  the  Massachusetts  in  Tanuar>\  1897,  ^^^  used  a  little 
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oil.  The  company  has  now  practically  retreated  from  the  field, 
as  the  experimental  set  representing  the  design  intended  for  the 
Kearsarge  and  Kentucky  has  a  lubricator  on  the  steam  pipe. 

The  consensus  of  opinion  amongst  builders  of  the  short-stroke 
types  seems  to  be  that  cylinder  oil  is  a"  necessity  to  endurance 
and  economy,  and  it  is  the  fact  that  in  but  one  ship  in  our 
service,  and  this  after  supplying  packing  rings  to  the  piston,  has 
the  water  surface  proved  satisfactory;  in  that  ship  the  plant  was 
under  the  supervision  of  an  officer  high  up  in  the  electrical 
councils  of  the  Navy,  which  is  "  another  story."  The  saving  in 
coal  from  the  use  of  rings  in  this  case  was  over  30  per  cent. 

It  cannot  be  gainsaid  that  oil  in  the  exhaust  steam  exercises 
a  very  pernicious  effect  upon  condensers  and  main  boilers,  and 
that  the  ground  against  its  use  is  well  taken.  On  the  other  hand, 
it  is  quite  certain  that  the  effort  to  run  engines  without  any 
lubricant  in  the  steam  has  been  very  costly  for  us  in  coal,  due 
to  bad  governing  and  to  the  large  increase  in  water  consumption 
from  abnormal  wear  of  cyHnders,  pistons,  and  valves;  this  wear, 
as  before  stated,  has  for  its  remedy  packing  rings  on  the  piston 
and  closer  fit,  both  demanding,  practically,  oil  in  the  steam, 
though  the  statement  is  disputed. 

Those  who  protest  against  the  use  of  oil,  comprising  about  all 
who  are  responsible  for  boilers,  usually  point  out  that  main 
engines,  such  as  those  of  the  New  York  and  Gushing,  are  contin- 
ually run  without  any  cylinder  lubricant;  but  it  is  also  the  fact 
that  the  cylinders  of  main  engines,  when  at  rest,  are  coated  with 
a  heavy  oil  or  vaseline  for  the  purpose  of  preventing  the  pistons 
from  "  freezing "  (rusting)  to  the  cylinder  walls,  and  it  may  be 
an  open  question  whether  an  oil-coating,  once  formed,  will  permit 
the  formation  of  a  water  surface  thereafter.  In  the  case  of  the 
Gushing  it  is  very  difficult  to  get  into  the  cylinders  at  all,  and 
for  that  reason  her  pistons  must  usually  work  on  the  lubrication 
of  the  water  surface.  In  neither  case  have  we  an  example  of  a 
short-stroke  engine,  which  fact  is  entitled  to  its  due  weight. 

The  solution  of  the  matter  for  both  sides  seems  to  rest  in  the 
use  of  an  appliance  on  the  exhaust  which  will  extract  the  oil 
from  the  steam  on  its  way  to  the  condenser.  Several  designs 
of  this  nature,  vanously  styled  steam-washer,  grease  extractor 
and  oil  eliminator,  are  to  be  had  in  the  market,  showing  efficien- 
cies as  high  as  75  to  80  per  cent.;  assuming  the  proper  amount 
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of  oil  to  be  used  at  ten  ounces  per  diem,  this  appliance  would 
undoubtedly  protect  the  boilers  and  condensers  sufficiently  to 
remove  all  objection. 

Unfortunately  all  types  of  the  many  designs  in  successful  use 
commercially  are  for  atmospheric  exhaust  only,  and  thus  far  not 
a  single  one  has  been  found  that  can  be  recommended  for  a 
condensing  engine. 

Experiments  in  that  direction  are  making. 

Engines. 

The  discussion  of  engine  faults  resolves  itself  mainly  into 
treating  of  those  of  the  General  Electric  types,  as  well  for  the 
reason  that  they  constitute  so  large  a  majority  of  all  we  have 
in  use,  as  that  it  is  in  those  types  that  the  faults  have  been 
chiefly  observed,  whether  due  to  the  particular  designs  them- 
selves or  to  inherent  characteristics  of  engines  in  general;  and 
it  is  but  just  to  remark  parenthetically,  that  on  original  test  no 
engines  could  operate  more  satisfactorily  or  accord  more  closely 
with  the  rigid  letter  of  the  specifications,  except,  perhaps,  in  the 
matter  of  the  noise  and  want  of  balance  of  those  having  90° 
cranks. 

Wc  can  dismiss  from  the  consideration  the  types  of  other 
makers  with  a  brief  remark  for  each. 

A  few  generating  sets  with  especial  types  of  generators  have 
been  introduced  from  time  to  time  for  experiment;  they  have 
generally  been  small  sets  of  2  and  4  K.  W.  capacity,  in  which 
neither  efficiency  nor  economy  was  sought  or  expected.  Of  these 
the  Sturdevant  engine  (Crocker-Wheeler  generator)  showed  the 
remarkable  regulation  of  one  per  cent,  from  full  to  no  load, 
five  revolutions  at  a  rated  speed  of  five  hundred  The  set  is 
shown  in  Fig.  i ;  it  is  installed  in  Torpedo  boat  No.  8  (Rowan). 
The  (leneral  Electric  Company  have  supplied  a  very  pretty  little 
engine  for  the  boat  sets,  having  a  rotary  valve.  The  set  is 
shown  in  Fig.  2.  Its  operation  is  absolutely  noiseless.  The 
engines  of  both  these  sets  are  quite  heavy  for  the  capacity,  and 
develop  an  over-all  efficiency  of  between  50  and  60  per  cent.,  as 
against  83  to  86  per  cent,  in  larger  machines. 

The  Ericsson  set,  with  Case  engines,  is  shown  in  Fig.  3. 

The  remaining  large  engines  are  mainly  those  of  Bellis,  Arm- 
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ington  &  Sims,  and  the  Union  Iron  Works;  all  use  a  lubricant 
in  the  cyhnder. 

The  Bellis-Siemens  sets  (Fig.  4)  were  bought  in  England. 
The  engine  is  of  good,  strong  construction  and  works  well.  It 
has  the  disadvantage  that  the  governor  action  is  that  of  throttling, 
which  occasions  poorer  regulation  and  economy  than  we  have  a 
right  to  expect  now-a-days.  It  is  possible  to  adjust  the  governor 
for  any  steady  load,  but  the  adjustment  will  not  answer  for  any 
other  load.  If  left  to  govern  according  to  the  design,  the  speed 
becomes  variable  at  fluctuating  loads,  resulting  in  irreg^ular 
voltage. 

The  series  field  of  Siemens  generators  is  wound  outside  of 
one  shunt  coil  only,  causing  a  difference  of  intensity  at  the  per- 
iphery of  the  armature,  making  it  a  little  one-sided,  so  to  speak. 
In  addition  the  dynamo  has  the  large  stray  field  common  to  all 
bipolar  constructions.  The  sets,  however,  give  little  trouble  and 
are  for  that  reason  quite  popular  on  the  ships  in  which  they 
have  been  installed. 

The  Armington  &  Sims  and  Union  Iron  Works  types  have 
l)roven  very  satisfactory  after  extended  use;  the  latter  are  gen- 
erally cross-compound,  even  in  sets  of  four  kilowatts. 

The  general  appearance  of  the  A  and  B  types  of  the  General 
IClectric  Company's  manufacture  is  shown  in  Fig.  5.  In  reality 
the  two  types  are  practically  one,  as  the  only  important  difference 
lies  in  the  construction  of  the  engine  bearing  nearest  the  dynamo. 
In  the  A  type  this  bearing  consists  of  two  bearings,  one  of 
which  is  boxed  off  from  the  engine  frame;  in  the  B  type  the 
box  bearing  is  omitted,  the  other  being  made  a  little  longer; 
this  arrangement  adds  materially  to  convenience  in  handling  the 
shaft. 

The  engines  are  simple  and  designed  to  work  at  80  pounds  of 
steam. 

The  valve  chests  are  located  between  the  cylinders,  and  directly 
under  them  on  the  shaft  is  the  governor  carrying  the  eccentrics 
for  the  valve  stems.  The  crank  shaft  and  armature  shaft  are  in 
one  without  coupling,  the  dynamo  end  being  provided  with  ring 
oilers  of  the  type  shown  in  Fig.  6.  The  cranks  are  at  an  angle 
of  90°,  causing  the  want  of  balance  and  noise  predicted  for  them 
in  a  previous  article  of  the  Institute. 
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Cylinders. 

The  chief  fault  has  been  abnormal  erosion  and  wear,  of  which 
the  Marblehead,  and  to  a  lesser  degree  the  Columbia,  have  fur- 
nished the  best  examples. 

When  the  bonnets  were  removed  it  was  expected  that  the 
wear  would  be  practically  equal  all  around,  but  there  was  found, 
in  addition  to  a  deep  scoring,  an  oval  wear,  in  the  plane  perpen- 


Eiaetric  Set;  Engine,  Type  A 

dicular  to  that  of  the  shaft :  the  edges  of  the  piston  were  worn 
and  the  rim  rounded  off.  Tlie  leakage  of  steam  from  the  steam 
side  to  the  exhaust  side  of  the  piston  must  have  been  very  great. 
This  oval  wear  is  unquestionably  caused  by  the  cocking  of 
the  piston.  The  cross-head  is  supposed  to  prevent  this,  and  it 
is  evident  that  there  must  have  been  a  lateral  play  of  the  cross- 
head  in  the  guides,  which  had  not  been  taken  up.  In  a  C  type 
machine,  lately  supplied,  the  pistons  are  centered  by  a  tail  rod; 


r    THE    KAVy. 


rJ^"".  c.     1 

M..k 

L«c.h 

Boh 

3' 

,Ojf" 

■M" 

'A 

,oX" 

!«" 

iG 

»U" 

■H" 

S 

_ 

8" 

■  X" 

- 

- 

The  bearing  itself  is  a  sleeve  held  in  ihe  pillow  block  by  a  ball  and  socket  joint,  and 
lence  is  self-lining.  The  lower  part  of  the  pillow  blotrk  forms  a  reservoir  for  oil.  Two 
(lots  in  the  upper  part  of  the  sleeve  are  cut  transversely,  on  near  each  end.  exposing  the 
upper  surface  of  shaft  at  these  places.  Two  bronie  rings  (A  A)  dipping  below  ihe  surface 
oi  the  oil  in  the  reservoir,  rest  on  the  exposed  parts  of  the  shaft  and  are  driven  by  it. 
The  sleeve  is  east  iron.  On  the  bearing  surface  of  the  sleeve,  spiral  grooves  (BB)  are  cast, 
running  right-handed  from  one  and  left-handed  from  the  other  end.  These  grooves  are 
illed  with  babbitt  metal,  the  bearing  surface  thus  consisting  of  spiral  bands,  alternately 
babbitt  and  cast  iron.  A  groove  0)  is  cut  round  the  middle  of  the  sleeve,  where  the 
spirals  meet;  it  communicates  with  the  oil  reservoir  by  holes  (C)  in  the  ball  of  the  sleeve 
ind  the  socket  bearing  of  the  pillow  block.  The  oil  may  be  drawn  off  from  the  reservoir 
by  a  pet  cock  screwed  into  the  hole  (E)  in  the  pillow  block. 

When  a  machine  with  bearings  of  this  construction  is  running,  the  motion  of  the  shaft 
keeps  the  rings  (A  A)  continually  revolving  and  carrying  oil  from  the  reservoir  to  the  ends 
t>f  the  bearing.  The  oil  delivered  at  the  ends  of  the  bearing  is  swept  towards  the  middle 
of  the  sleeve  by  the  action  of  the  revolving  shaft  on  the  spirals.  At  the  middle  of  the 
sleeve  the  oil  is  collected  by  the  groove  (D)  and  returns  by  the  hole  (C)  to  the  bottom  of 
the  reser\'air  where  it  has  time  to  settle  and  cool. 

Depending  only  on  the  motion  of  the  shaft,  the  oiling  action  of  this  bearing  is  entirely 
automatic.  Starting  the  machine  starts  a  flow  of  oil  through  the  bearing  which  is  con- 
tinually maintained  whilst  the  machine  is  running  and  stops  the  moment  the  machine  is 
stopped. 

An  arrow  is  cast  on  the  Upper  surface  of  the  sleeve,  and  the  latter  must  be  set  so  that 
the  upper  surface  of  the  shaft  runs  in  the  direction  the  arrow  points. 

It  is  recommended  that  these  bearings  should  be  examined  once  a  week,  although  the 
oil  does  not  need  to  be  renewed  as  often  as  that. 
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but  it  is  doubtful  whether  in  small  engines  the  device  is  worthy 
of  the  trouble  or  expense. 

The  steam  leakage  around  the  piston  is  best  remedied  by 
packing  rings.  Fig.  7  shows  a  16  K,  W.  piston  so  fitted,  and 
also  the  original  design  without  rings,  A  worn  cylinder  requires 
re  boring. 

The  section  of  the  packing  ring  shown  in  the  figure  is  square. 

Rings  of  this  section  are  prone  to  break  or  to  cause  a  clicking 
noise  from  want  of  sufficient  bearing  surface  in  the  grooves.  The 
later  and  better  practice  is  to  make  the  ring  width  from  two  to 
four  times  the  thickness,  deepen  the  groove  accordingly,  and 
divide  the  ring  into  two  or  three  pieces  for  convenience  in 
entering. 

These  wider  rings  are  designed  to  take  against  elliptical 
springs,  held  to  the  bottom  of  the  grooves  by  set-screws. 


Valves. 

Fig.  8  shows  the  usual  type  of  piston  valve  in  use.  It  has 
ordinarily  been  made  of  bronze,  presumably  for  the  purpose  of 
lessening  friction  and  wear.  A  number  of  instances  of  wear  in 
these  valves  rather  demonstrates  that  the  idea  is  not  well  borne 
out.  Cast  iron  is  now  used,  as  it  not  only  insures  a  good 
expansion  fit,  from  similarity  of  expansion  with  the  material  of 
the  seat,  but  answers  all  the  practical  demands  of  wear. 

Wear  of  valves  and  lack  in  tightness  of  fit  are  indicated  by  the 
balloting  of  the  valves  against  the  side  of  the  chest,  and  always 
means  increased  leakage.  In  some  large  engines  packing  rings 
have  been  fitted;  this  entails  a  danger  of  catching  at  the  ports. 
best  obviated  by  bridging;  in  small  engines,  however,  the  bridges 
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would  probably  need  to  be  diagonal,  an  annoyance  and  expense 
in  casting. 

Valves  often  show  anomalies  even  for  the  same  type  and 
size  of  machine;  in  some  engines  the  valves  are  not  interchange- 
able, this  is  in  direct  violation  of  the  specifications;  in  others  the 
lap  or  lead  will  be  quite  different,  a  troublesome  matter  in  valve 
setting,  which  is  at  best  an  undertaking  of  no  mean  proportions 
with  some  of  our  engines. 

The  available  method  is  to  lengthen  or  shorten  the  travel  by 
means  of  the  nuts  on  the  valve  stem.  In  setting  valves  on  the 
Amphitrite  it  was  found  that  only  a  quarter  of  a  turn  of  the  nut, 
on  a  thread  pitched  eleven  to  the  inch,  would  entirely  change 
the  character  of  the  card.  What  the  valve  really  needed  was  a 
little  more  lead,  not  attainable  for  the  reason  that  the  eccentric 
is  bolted  solidly  to  the  governor  casting  and  cannot  be  given 
angular  advance.  The  best  that  could  be  done,  pending  the 
construction  of  a  new  eccentric,  was  to  adjust  the  work  between 
the  cylinders  as  evenly  as  possible;  when  completed  the  cards 
showed  that  one  of  the  cylinders  was  doing  four-fifths  of  the 
work,  instead  of  one-half  as  it  should. 

The  large  amount  of  breakage  of  valve  stems  is  a  question 
of  valve  guides  and  governors,  which  will  be  touched  upon  later 
on.  Fig.  9  shows  a  section  of  the  valve  used  with  the  32-K.  W., 
smooth  body  types. 

Piston  Rods. 

These  give  little  trouble;  they  are  very  strong  comparatively, 
and  escape  the  effects  of  water  in  the  cylinder.  But  a  single 
case  has  been  observed  arising  at  this  point,  and  it  was  really  a 
matter  of  the  stuffing  box;  the  gland  had  not  been  properly 
entered  on  the  thread,  canted  instead  of  catching  fair,  resulting  in 
binding  the  rod  and  stopping  the  engine. 

Crossheads. 

It  is  always  at  the  crosshead  that  the  first  trouble  with  a 
new  engine  develops.  Fig.  10  shows  two  views  of  the  pattern 
used  on  the  large  engines  of  our  sets.  The  connecting  rod  is 
fitted  to  it  with  the  ordinary'  strap,  gib  and  key.  The  first  fault 
appears  as  a  rattle,  then  a  decided  knock  at  the  pin,  with  consid- 
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erable  lost  motion.  It  would  seem  almost  unnecessary  to  point 
out  that  the  set  should  be  stopped  at  the  earliest  possible  moment 
after  any  rattling  or  knocking  develops  and  the  key  set  up,  yet 
ships  come  to  the  Yard  hammering  at  the  crosshead  until  it 
would  almost  seem  that  the  system  was  to  fall  to  pieces,  and  in 
almost  every  case  from  sheer  carelessness  and  neglect, 

Xow,  lost  motion  in  any  of  the  working  parts,  whether  it  be 
crosshead,  link,  governor  weight,  or  bearing,  always  exists  at 
the  expense  of  speed,  slowing  the  engine  as  the  load  is  increased, 
which  means  low  voltage,  or  racing  as  the  load  is  decreased. 
which  sends  the  voltage  up. 


In  the  latter  case  we  can  usually  reduce  the  voltage  by  the 
shunt  rheostat;  but  a  slowed  engine  will  usually  prevent  all 
efforts  to  get  the  vollage  up  to  normal,  the  lights  bum  dimly 
with  an  annoying  flicker,  and  no  remedy  can  be  applied  until 
the  set  can  be  shut  down  and  the  governor  spring  screwed  down. 

There  is  seldom  any  good  excuse  for  lost  motion;  liner  material 
in  all  convenient  thicknesses  is  in  store  to  be  required  for,  and 
even  if  these  are  not  available,  there  is  always  sheet  brass,  or  tin, 
or  coffee  boxes  about,  which  can  be  hammered  to  the  thickness 
and  small  area  required. 
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Crosshead  guides  wear  in  time,  permitting  the  lateral  play, 
which  is  chiefly  responsible  for  the  oval  erosion  of  the  piston 
disk  before  mentioned.  This  requires  some  machining,  but  is 
quite  within  the  capacity  of  the  ship's  force.  In  most  cases  the 
wear  of  the  guides  can  be  traced  to  insufficient  lubrication;  bad 
oil  is  especially  pernicious  at  this  locality,  inasmuch  as  consider- 
able wear  may  take  place  before  it  can  be  detected  by  noise. 

Cranks. 

The  crank  end  of  connecting  rods  is  almost  invariably  a  stub- 
end  connection;  the  brasses  are  made  of  the  hardest  obtainable 
bronze,  and  fitted  brass-and-brass,  that  is,  no  parting  piece  or 
liner  is  placed  between  the  flanges  to  be  removed  or  reduced  as 
the  brasses  wear,  and  it  is  practically  intended  that  all  probable 
wear  will  be  resisted  by  the  metal  alone,  except  for  some  little 
lining  up  between  the  top  brass  and  connecting  rod,  at  the  same 
time  planing  or  filing  away  the  flange  surface. 

If  the  metal  is  hard,  but  little  heating,  poor  lubrication  and 
tight  fit  apart,  will  be  noticed;  if  soft,  the  wear  is  apt  to  be 
rapid,  necessitating  the  taking  of  a  good  cut  from  the  flange 
surface,  true-boring  in  a  lathe  and  new  oil-ways.  Scraping  gen- 
erally meets  with  little  success,  for  the  reason  that  the  bearing 
surface  is  frequently  reduced,  which,  in  itself,  is  a  direct  invita- 
tion to  further  heating. 

The  calculations  of  the  bearing  surface  of  brasses  are  based 
on  the  thrust  and  weight  to  be  applied  at  the  journal,  an  empirical 
allowance  of  energy  per  square  inch  determining  the  total  area 
required.  Any  reduction  of  this  area  must  then  cause  heating. 
The  proof  has  been  directly  demonstrated  on  board  the  Puritan, 
where  all  measures  suggested  proved  tentative  until  the  brasses 
were  rebored. 

A  frequent  cause  of  reduction  in  the  bearing  surface  of  crank 
brasses  is  want  of  alignment  of  the  shaft,  particularly  if  the  wear 
on  the  oil-ways  is  at  all  serious. 

Fitting  these  brasses,  either  new  or  repaired,  requires  good 
mechanical  skill ;  it  can  be  materially  assisted  by  simply  roughing 
the  bearing  surface  of  the  brass  with  a  half-round  file,  after  the 
oil-ways  are  cut.     The  advantages  are: 

I.  The  roughed  surface  provides  a  slight  clearance,  which  is 
not  usually  allowed,  enabling  the  pin  to  establish  a  good  working 
surface. 
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2.  There  is  a  polishing  action  on  the  journal  which  reduces 
friction. 

3.  The  lubricant  spreads  more  freely  to  all  parts  of  the  jodmal, 
particularly  to  the  "  dry  line  " — the  line  on  which  the  pin  is  for 
the  moment  pressing.  The  expedient  has  met  with  good  success 
in  a  number  of  cases,  and  is  well  worth  trying. 

Babbitt  plugs  and  linings  as  used  on  ship's  main  engines 
prove  inexpedient  for  cranks  in  the  dynamo  room.  Babbitt  boxes 
will  replace  brasses  in  most  future  engines,  and  are  now  fitted  to 
the  32-K.  W.  sizes;  they  cannot  be  fitted  to  the  present  engines 
of  smaller  sizes  from  lack  of  sufficient  clearance  on  the  crank 
discs. 

The  rule  that  cranks  should  be  placed  at  an  angle  of  180 
degrees  is  imperative;  to  this  any  one  will  assent  who,  when  in 
quarters  aft,  has  listened  to  the  pulsations  of  an  A  type  engine 
located  in  a  forward  compartment.  Ninety-degree  cranks  are 
quite  certain  to  entail  bad  balance,  racking  strains  on  working 
parts,  frequent  lining  up,  vibration,  lost  motion  and  irremediable 
noise. 

There  is  no  manner  of  use  in  temporizing  with  a  hot  crank; 
dynamo  men  will  make  an  effort,  but  the  use  of  oil  and  water 
will  only  lead  to  the  same  result,  which  is  shutting  down  and 
running  another  set  while  the  crank  cools  and  is  examined  for 
the  cause  of  heating. 

Shafts. 

Springing  and  bending  are  the  cases  we  meet  with;  flaw  in 
material  and  breakage  are  rare. 

A  sprung  crank-shaft  is  direct  evidence  of 
as  well  as  of  an  improperly  drained  cylinder  (  1 

ordinary  case,  however,  is  the  springing  of  t      h      i 
ing  the  armature,  which  has  no   support  t 

bearing  and  the  ring  oiler  bearing  at  the  end  of  t 
ring  to  Fig.  5  and  noting  that  the  upper       rt 
frame  cannot  be  lifted,  it  will  be  clear  that  a  i      >       :      j 
armature,  with  small  clearance  and  handled 
at   any  time  to  permanently  spring  the  2j,4        1  J 
moved  out.     It  is  from  a  knowledge  of  this 
shaft  is  so  often  put  off  until  the  last  possible  1 
Navv  Yard  facilities  and  workmen  are  not  at 
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handling  of  armatures  can  be  avoided  by  cutting  down  the  end 
bearing  boxes,  making  the  shaft  end  accessible,  and  should  be 
done  at  the  first  convenient  opportunity,  and,  in  addition,  a  short 
trolley  rail  and  car  should  be  installed  for  handling  the  armature 
to  prevent  some  of  the  injuries  to  the  insulation  of  armature 
coils  due  to  the  pressure  of  blocking. 

Later  engine  shafts  have  a  flanged  coupling  between  the  engine 
bearing  and  the  armature,  trolleys  are  provided,  the  dynamo 
Held  coils  are  laid  in  planes  of  45  degrees  with  the  vertical 
(Fig.  17),  and  the  upper  half  of  the  frame  with  its  two  coils  can 
be  lifted  off  out  of  the  way. 

It  requires  but  a  small  spring  in  these  shafts  to  send  them 
under  the  hammer  and  to  the  lathe;  a  new  shaft  is  the  more 
probable  result,  a  matter  of  fully  six  weeks  after  the  order  has 
been  placed. 

Governors. 

There  is  seldom  a  case  of  repair  in  which  one  or  more  parts 
of  the  governor  is  not  involved.  It  has  been  admittedly  a  trouble- 
some and  annoying  device.  Much  of  the  blame  lies  at  the  door 
of  the  device;  a  part  of  the  remainder  is  attributable  to  the  fact 
tliat  repairs  which  would  have  helped  matters  somewhat  were 
not  made ;  the  rest,  to  a  hazy  idea  in  some  quarters  regarding  the 
mechanism  and  its  action. 

Fig.  II  is  an  assembly  drawing  of  the  32-K.  W.  governor,  A 
and  I!  type  engines.  Fig.  12  is  a  sketch,  not  drawn  to  scale  or 
corresponding  with  the  actual  assembly,  drawn  to  show  the  con- 
nection and  action  of  the  principal  parts. 

A  fty-wheel  with  fifteen-inch  flange  is  divided  medially  by  a 
light  diaphragm  (solid  web  in  later  engines,  having  lightening 
holes  as  shown),  and  secured  to  the  engine  shaft  by  a  sleeve, 
feather  and  set-screws.  The  wheel  is  divided  into  two  halves  to 
admit  of  assembly.  On  each  side  of  the  diaphragm  are  the 
following  parts: 

.■\  governor  weight.  E.  working  on  roller  bearings;  a  short 
link,  D:  a  long  Hnk.  /;  a  weight-shaft  lever,  K;  a  sheave  block. 
B:  a  shaft.  .1/.  which  pierces  the  diaphragm  and  is  secured  to  the 
wdglit  on  the  opposite  side;  and  a  stiff,  coiled  spring.  The 
eccentric,  C.  is  rigidly  bohed  10  the  sheave  block. 

The  action  is  this: 

The  weight.  /;.  thrown  out  by  centrifugal  for 
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short  link,  D,  which  transmits  the  power  to  the  sheave  block,  B. 
This  block  is  mortised  at  H  to  allow  a  motion  across  the  shaft, 
the  amount  of  motion  being  controlled  by  the  spring;  the  eccen- 
tricity of  the  eccentric  on  the  shaft  center  A,  and  consequently  the 
travel  of  the  valve,  is  thus  changed  by  every  motion  of  the 
sheave  block.  The  sheave  blocks  on  opposite  sides  of  the  dia- 
phragm work  at  right  angles,  since  the  cranks  are  at  90°.  The 
roller  bearing  is  shown  at  F,  and  with  the  rollers  in  Fig.  11. 
The  position  of  the  block  as  shown  is  for  greatest  valve  travel. 


By  merely  tightening  or  slacking  the  governor  spring,  by 
means  of  a  socket  wrench  entered  through  a  mortise  in  the  rim 
of  the  wheel,  we  can  increase  or  decrease  the  number  of  revolu- 
tions for  any  given  opening  of  the  valve  ports,  or,  having  set 
the  spring  by  trial  for  a  desired  number  of  revolutions  (usually 
400),  any  increase  in  the  number  of  revolutions  will  automatically 
shorten  the  travel  of  the  valve  and  admit  less  steam,  any  decrease 
will  lengthen  the  travel  and  admit  more  steam;  the  governor 
thus  automatically  keeps  the  engine  to  the  prescribed  speed. 

The  long  link,  /,  weight-shaft  lever,  K,  and  weight  shaft,  M, 
are  merely  connections  between  the  two  weights  for  the  purpose 
of  ensuring  uniformity  of  action. 
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The  first  trouble  with  these  governors  appears  as  an  elongation 
of  the  holes  through  which  the  link  pins  are  inserted,  and  oa 
which  pins  the  links  journal.  Lost  motion  then  causes  a  rapid 
increase  in  the  elongation  from  the  hammering  action  of  the 
heavy  governor  weights ;  elongation  of  the  holes  in  the  long  links 
appears,  resulting  in  stress  of  the  weight-shaft  lever,  and  in  some 
cases  in  breakage.  The  weight-shaft  levers  are  made  of  cast 
iron,  but  should  be  of  tough  forged  steel. 


'•-.-• 


FIG,  13. 


FIG.  14. 


Lost  motion  in  a  device  designed  for  the  direct  control  of 
the  engine  speed  is  necessarily  that  to  which  that  engine  would 
be  most  sensitive,  it  is  more  than  established  m  the  case  of  links. 

That  a  device  so  simple  in  construction  as  the  link  represented 
by  the  skctcli  of  Fig.  13,  and  which  can  be  readily  made  from 
boiler-plate  or  plate  steel,  is  not  at  once  substituted  for  the  worn 
link  has  no  other  explanation  than  inattention  and  neglect.  The 
noise  of  a  loose  link  is  unmistakable,  even  at  some  distance,  and 
it  will  not  do  to  attribute  all  noise  in  the  governor  to  the  ham- 
mering of  the  weights  "  against  the  rim  of  the  wheel."  as  it  is 
often  said.     The  weights  cannot  hammer  against  the  rim  of  the 
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wliet'l;  they  can,  when  running;  at  light  loads,  hammer  against 
the  stops  on  which  the  weights  take  when  at  rest—particularly 
noticeable  in  starting  up  or  shutting  down — but  at  half  load  or 
more  the  feat  is  practically  impossible,  and  any  noise  at  such 
loads  should  immediately  cast  suspicion  on  the  operation  of  the 
links. 

Another  expedient  is  to  bush  the  link  holes  with  bronze  or 
steel. 

The  adjustable  link  shown  in  Fig.  14  is  furnished  with  the 
C  type  engines:  it  is  simple  enough  to  admit  of  manufacture  with 
our  ordinary  shipboard  facilities. 

The  serious  fault  of  the  governor  is  in  the  roller  bearings;  it 
is  purely  a  fault  of  design.  In  order  to  carry  out  the  principle 
of  "  across-shaft  governing,"  some  means  must  be  provided  to 


relieve  the  friction  due  to  the  pressure  of  the  weight  upon  its 
journal;  roller  bearings  were  adpoted  for  the  purpose;  the  pin, 
rollers  and  sleeve  are  shown  in  Fig.  15.  Referring  to  Fig.  12, 
the  weight,  E,  actuated  by  centrifugal  force  and  having  its 
fulcrum  at  the  link.  D,  exerts  a  pressure  on  the  rollers  which 
are  on  the  shaft  side  of  the  pin.  If  the  weight  revolved  about 
the  pin  the  wear  would  be  equal  all  around,  but  with  the  steady 
loads  in  use  and  the  small  amount  of  motion  of  which  the  weights 
are  capable,  the  pressure  is  exerted  at  practically  the  same  region 
at  all  times.  The  hard  rollers  bite  into  the  case-hardened  surface 
of  the  pin  and  sleeve,  gradually  producing  deep  grooves  which, 
when  once  the  case-hardening  is  penetrated,  rapidly  increase; 
the  rollers  then  act  as  a  sort  of  key  to  prevent  rotation  of  the 
weight  or  jump  from  groove  to  groove,  causing  very  jerky  regu- 
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latioii,  fluctuating  voltage  and  flickering  lights;  for  motor  supply 
such  a  condition  is  very  objectionable. 

Fig.  i6  shows  one  of  the  corrugated  pins,  originally  like  that 
of  I'ig.  15,  which  was  taken  from  the  governor  of  a  new 
engine  after  only  six  months'  use;  it  is  not  the  worst  example. 

When  the  worn  pin  and  sleeve  cannot  be  repaired  or  replaced 
the  only  recourse  is  to  reduce  the  governor  to  a  fly-wheel  by 
blocking  and  govern  with  the  throttle,  involving  sleam  waste 
and  danger  to  the  engine  unless  the  carrying  capacity  of  the 
main  fuse  of  the  dynamo  is  immediately  raised  as  before  ex- 
plained. 

Severing  the  gordian  knot  of  this  difficulty  probably  resides  in 
abandoning  the  principle  of "  across-shaft "  governing  and  adopt- 
ing another  which  has  proved  successful  under  long  use.  Of 
these  may  be  mentioned  "  line-shaft  governing  "  as  used  with  the 
Arniington  and  Sims  machines,  also  the  tangential  method  of 


Ball  and  Wood,  and  the  slip  eccentric  used  by  Sturdevant;  both 
of  the  latter  devices  require  that  the  governor  is  to  be  placed 
on  the  end  of  the  shaft,  where  it  always  should  have  been,  and 
where  it  is  now  placed  in  our  C  type  engines  and  those  for  the 
Kearsarge. 

Tlic  remedies  at  our  disposal  are  to  replace  the  worn  pin, 
sleeve  and  rollers  by  new.  which  necessitates  that  spare  ones 
shonld  1)1'  on  board:  these  should  be  of  hard  tool  steel;  or,  to 
make  a  new  pin.  remove  the  sleeve  and  rollers  and  substitute 
a  bronze  bushing  of  e<|ual  thickness,  a  method  that  has  met  with 
groat  success  at  Xew  York.  The  engine  will  not  regulate  as 
closely  under  the  latter  method,  but  by  using  a  thinner  oil — the 
usual  lubricant  thinned  with  kerosene — and  making  changes  of 
load  gradually  it  will  be  fonnd  to  work  successfully. 

(iovernors  are  easily  influenced  by  gummed  oil  or  dirt  and 
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sliould  be  cleaned  frequently;  this  point  is  much  neglected.  A 
pertinent  instance  occurred  on  the  ship  from  which  the  corru- 
gated pin  of  Fig.  i6  was  taken. 

Repair  had  been  made  by  bushing  with  hard  phosphor  bronze, 
the  first  repair  of  the  kind.  At  the  end  of  about  a  week  word 
was  received  that  the  governor  would  not  work.  Upon  taking 
it  apart  it  was  found  to  be  completely  choked  with  gummed  oil 
and  dirt — had  not  been  cleaned  at  all,  in  fact.  When  cleaned  and 
oiled  it  governed  as  well  as  before.  The  head  dynamo  man 
naively  remarked  that  his  hands  were  "  too  large  to  clean  those 
small  holes." 

Valve  Stems. 

The  too  frequent  breakage  of  valve  stems  has  its  ultimate 
cause  in  a  jerky  governor  or  shaft  out  of  line.  The  original 
causes  are  that  the  length  of  the  unsupported  part  of  the  stem 
is  too  great  and  that  the  guide  casting  is  too  light  or  has  not 
sufficient  strength  for  the  purpose.  Vibration  and  stress  soon 
work  the  fastenings  of  the  casting  loose  until,  with  loose  guide 
and  irregular  stress  from  the  working  parts  of  the  engine,  the 
stem  snaps.     Two  have  been  known  to  break  in  a  single  night. 

Substituting  a  heavier  guide  casting  and  taking  up  lost  motion 
will  bring  about  a  decided  improvement. 

The  C-type  Engine. 

The  C-type  engine,  of  which  we  now  have  about  fourteen  in 
use,  is  shown  in  Fig.  17.  Many  of  the  faults  cited  have  been 
eliminated  in  its  desig^. 

The  engine  frame  is  made  more  compact  and  is  much  stronger 
than  the  light,  stilt-like  construction  of  the  former  types;  a 
flanged,  through-bolted  coupling  is  inserted  between  the  engine 
and  armature  on  the  shaft,  thus  minimizing  the  chances  of  spring- 
ing when  handling  the  armature;  the  cranks  are  set  at  an  angle 
of  180°,  ensuring  good  balance  and  lack  of  noise;  the  governor 
is  put  on  the  end  of  the  shaft  and  connected  by  a  rod  and 
rockshaft  to  the  valve  links  which  operate  shorter  stems  in  secure 
guides.  In  the  last  engine  of  the  type  furnished  packing  rings 
are  put  on  the  piston.  It  is  a  good  engine,  but  has  the  old 
fault  of  roller  bearings. 
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The  governor,  a  radical  departure  in  design  from  the  old,  but 
on  the  same  principle  of  governing,  is  shown  in  Fig,  18. 

Iloth  weights  are  on  the  same  side  of  the  web,  which  does 
away  with  the  long  links,  weight-shaft  levers,  weight  shafts  and 
nearly  half  the  width  of  wheel  rim,  the  necessary  weight  at  the 


periphery  being  obtained  by  thickening  the  rim.     The  constnic- 
tion  is  as  follows: 

The  mass  ^1,  shaped  somewhat  like  a  guitar  body,  is  cast  in 
one  with  the  web.     A  pin  journal  B,  about  which  oscillates  the 
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cam  C  (shown  separately  in  Fig.  19),  taps  into  tliis  mass.  The 
cam  carries  the  adjustable  links  D,  and  the  journal  of  the  gov- 
ernor rod  £.  which  rod  operates  the  rockshaft  F.  The  spring 
acts  directly  on  the  weights  through  the  pin  H. 

The  outward  motion  of  the  weights  actuated  by  centrifugal 
force — and  resisted  by  the  spring — drags  the  links  D  and  with 
them  the  cam  C,  which  in  turn  shifts  the  center  of  the  governor 
rod  journal  toward  the  center  of  the  shaft  K.  The  amount  of 
throw  at  the  rockshaft  evidently  depends  on  the  eccentricityof  the 
center  of  the  governor  rod  journal,  the  full  throw  being  repre- 
sented by  the  position  of  the  figure. 

The  weights  take  against  the  buffers  N  when  at  rest,  and  as 
these  are  cushioned,  much  of  the  pounding  when  starting  or 
stopping  is  avoided. 


c1  C  Typ«  Oo»«rnor. 


The  roller  bearing  trouble  has  come  to  the  front  in  almost 
every  one  of  these  engines  so  far  examined.  In  the  Indiana 
the  pins  (if  all  three  sets  were  renewed  last  spring  and  fitted  with 
bronze  bushings. 

Similar  re])air  on  the  Massachusetts  is  awaiting  a  convenient 
npprirtnnily,  excejit  that  in  this  case  it  has  been  practically 
decided  u>  i>nt  in  new  roller  bearings  of  tool  steel.  The  new  set 
for  the  Massachusetts,  from  which  h"ig.  18  was  taken,  broke  the 
pin  of  the  roller  be:'.ring  .1/.  due  to  a  flaw  in  the  metal  not  dis- 
cernible at  the  surface.  When  the  ]»in  was  taken  out  a  very 
decided  corrugating  action  was  found  on  its  surface;  the  set  had 
been  in  use  but  thn;-  i>-,rt.(. 
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The  governor  of  the  Kearsarge  and  Kentucky  sets  has  but 
one  weight  on  roller  bearings.  The  pin  is  made  of  hard  tool 
steel  and  increased  in  diameter  from  i^  to  3  inches.  There  has 
been  no  experience  as  yet  with  the  action  on  tool  steel  except  in 
the  case  of  the  experimental  set,  representing  the  battleship 
(single  set)  design;  this  has  been  run  at  Schenectady  for  hours 
over  a  range  of  several  months,  submitted  to  all  sorts  of  crucial 
tests,  but  now  show^s  no  sign  of  wear  of  the  hard  steel  surface 
at  the  larger  diameter. 

Perhaps  this  may  be  the  solution  of  our  vexatious  governor 
troubles  in  design.  We  who  have  the  care  and  handling  and 
annoyance  on  board  ship  sincerely  trust  that  it  may. 

Dynamos. 

( )ur  dynamos  are  all  of  the  constant-potential,  **  direct-current  " 
order.  Since  the  introduction  of  the  smooth  body  armature — the 
modified  Gramme  rings  shown  in  Fig.  5 — but  two  types  have 
l)een  designed,  the  A  type  or  form  having  the  pole  pieces  in 
the  vertical  and  horizontal  plane  as  represented  in  the  set  shown 
in  that  figure,  and  the  B  type  in  which  the  pole  pieces  are  in 
the  diagonal  planes;  the  frame  is  divided  in  the  horizontal  plane, 
Hanged  and  bolted  to  admit  of  ready  removal.  These  consti- 
tute the  only  important  differences  between  the  types.  Experience 
with  the  type  of  Fig.  5  shows  a  great  exposure  of  the  lowest  coil 
to  all  drippings  of  oil  and  water.  This  was  particularly  observed 
in  the  port  set  of  the  Cincinnati  on  her  return  this  summer; 
the  coil  was  so  saturated  with  oil  that  it  dripped  from  the  wire 
when  running  it  through  the  wiper. 

Apart  from  the  ordinary  advantages  of  multipolar  over  bipolar 
constructions,  our  machines  have  put  out  of  the  consideration 
the  effect  of  stray  field  upon  the  compass.  Sir  William  Thomp- 
son has  asserted  that  all  dynamos  will  influence  the  compass 
on  board  ship,  and  points  out  that  the  danger  is  greatest  at 
night,  when  heavy  loads  are  carried  and  when  the  opportunities 
for  observation  are  often  impracticable.  Tests  made  with  both 
machines  at  full  load  on  board  the  Puritan  failed  to  show  any 
disturbance,  it  is  therefore  supposed  that  the  foregoing  statement, 
made  some  years  ago,  refers  to  bipolar  constructions,  as  the 
the  multipolar  was  not  in  general  use  at  that  time. 

Extensive  trial  has  also  proved  that  the  electric   lighting  o* 
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binnacles  produced  no  appreciable  eflfect.  The  new  type  V  bin- 
nacles are  fitted  with  electric  lamps,  except  for  those  binnacles 
which  are  to  be  located  at  the  hand  wheels. 

Sparking. 

Almost  any  violation  of  electrical  or  magnetic  principles  in 
design  will  produce  sparking;  it  is  also  true  of  some  errors  of 
mechanical  construction.  These  faults  of  design  are  matters  for 
original  and  acceptance  tests;  the  ship  problem  presents  but  few 
cases. 

We  have,  however,  in  use  two  types  of  machine  which,  after  a 
short  time,  spark  beyond  redemption  at  any  stage  of  load  or 
position  of  the  brushes  on  the  commutator;  these  are  the  Thomp- 
son-Houston and  Siemens-Halske  patterns;  there  are  six  all  told 
in  the  service,  and  all  4-K.  W.  machines.  Both  types  have  a 
modification  of  the  "  ironclad  "  construction  of  armature,  which, 
though  very  successful  in  small  motors,  will  not  answer  for  a 
dynamo.  This  construction  differs  materially  from  the  slotted 
core  design,  whose  teeth  and  slots  are  deep  and  narrow,  and 
whose  windings  are  practically  cooper  bars.  The  brushes  also 
should  make  contact  on  three  bars. 

The  Siemens-Halske  machines  in  use  in  one  of  our  ships  spark 
so  badly  that  the  commutator  is  sand-papered  two  or  three  times 
a  week  to  keep  it  in  even  fair  condition. 

Overload  is  the  frequent  cause  of  sparking,  and  will  be  shown 
by  the  ammeter,  except  in  cases  of  grounds  in  the  machine  itself. 
It  is  not  usual  for  the  case  to  occur  from  extra  loads  on  the  lines 
in  circuit,  for  the  reason  that  the  loads  of  the  circuits  are  known; 
the  general  case  is  a  ground  somewhere,  which  should  be  tested 
out  and  removed ;  this  the  ground  detector  should  show. 

There  is  an  occasional  case  of  sparking  from  a  broken  coil, 
which  can  be  readily  detected  by  holding  a  file  or  screw-driver 
between  any  two  pole  pieces;  the  tool  will  be  dragged  in  the 
direction  of  rotation  whenever  the  broken  coil  i>asses.  The 
repair  consists  in  winding  in  another  coil.  A  similar  case  is 
abrasion  of  armature  coils;  if  the  damage  is  slight  it  can  be 
repaired  with  tape  and  shellac;  if  serious,  a  new  coil  must  be 
put  in. 

Improper  adjustment  of  the  brushes  is  a  common  cause  of 
sparking  on  board  ship.     It  is  intended  that  the  connection  be- 
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tween  brush  and  commutator  shall  be  a  rolling  and  not  a  friction 
contact;  this  is  a  little  difficult  to  explain,  but  can  be  demon- 
strated bv  trial. 

A  rolling  contact  can  be  assured  by  keeping  the  brush  carefully 
trimmed  to  the  angle  at  the  bar  and  setting  it  with  a  light,  com- 
plete touch.  A  brush  jig  is  always  furnished,  and  it  is  only 
necessary  to  file  the  brush  to  the  exact  bevel  of  the  jig.  Gauze 
brushes  will  seldom  spark  under  these  conditions.  They  are  the 
only  brushes  worth  trying;  this  of  course  does  not  apply  to 
slotted  core  machines,  in  which  carbon  brushes  are  practically  a 
necessity.  A  material  assistance  to  good  working  between 
brush  and  commutator  is  the  use  of  a  little  oil,  that  which  can 
be  taken  from  an  end  bearing  on  the  finger,  preserving  that 
smooth,  dark-brown  color  on  the  bars  which  is  the  best  evidence 
of  good  working. 

It  is  not  rare  aboard  ship  to  see  brushes  bent  by  pressure, 
producing  friction  and  wear  on  the  commutator,  the  small  area 
at  the  heel  of  the  bevel  making  the  contact  which  may  not  spread 
across  the  space  between  the  bars,  and  causing  sparking  which  is 
to  be  relieved  by  more  pressure;  this  pressure,  assisted  by  spark- 
ing, has  one  sure  result,  the  scoring  of  the  commutator  or  flats, 
both  of  which  tend  to  farther  and  more  severe  sparking,  and 
can  be  remedied  only  by  dressing  down  the  bars. 

The  proper  trimming  of  brushes  is  much  neglected;  brushes 
require  careful  inspection  to  see  that  the  contact  is  not  ragged, 
scored  or  dragging  shreds  of  waste. 

Low    \^OLTAGE. 

The  voltage  of  a  dynamo  for  a  unit  of  time  is  equal  to  the 
product  of  three  factors  expressed  in  the  formula: 

E  =  CNR, 
in  which 

E  =:  Total  E.  M.  F.  of  the  generator. 
C  :=  Number  of  coils  in  the  armature. 

A^  =z  Total  number  of  lines  of  force  passing  through  the  arma- 
ture, f .  €.,  the  intensity  of  the  magnetic  field. 
R  =^  Number  of  revolutions  of  the  armature,  also  of  the  engine 

in  direct  connected  sets. 
This  formula  affords  us  an  excellent  means  of  tracing  faults  in 
voltage. 
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The  quantity  C,  the  number  of  coils,  is  fixed  by  the  design, 
leaving  R  and  A^  the  speed  and  strength  of  the  magnetic  field, 
as  the  variables.  The  revolutions  are  tested  by  applying  a  tach- 
ometer to  the  end  of  the  shaft  and  can  be  regulated  by  the  gov- 
ernor to  the  rated  speed  (usually  400  revolutions);  R  then  be- 
comes a  constant  and  the  fault  must  lie  in  the  field. 

The  intensity  of  the  field  depends  upon  the  number  of  ampere- 
turns,  which  is  equal  to  the  number  of  single  coils  around  a  core 
multiplied  by  the  current  passing  through  the  coils.  Since  the 
number  of  coils  is  fixed  by  the  design,  there  must  be  a  fixed 
number  of  amperes  for  any  given  strength  of  field.  The  problem 
thus  becomes  one  of  current  alone,  and  shows  that  low  voltage 
depends  upon  the  simple  principle  that  some  by-pass  is  robbing 
the  field  coils  of  their  due  proportion  of  current. 

There  are  several  causes  of  weak  field  which  are  beyond  the 
control  of  the  shunt  rheostat,  or  regulator  as  it  was  formerly 
called. 

1.  Loose  connections  or  bad  contacts.  Every  bolt  and  nut  and 
screw  which  has  anything  to  do  with  the  shunt  or  series  coils, 
and  at  the  rheostat,  should  be  slacked  up,  dirt  and  oil  cleaned 
away  and  the  contacts  brightened  up  with  sandpaper.  All  should 
then  be  securely  set  up. 

2.  By-I>asscs  and  grounds.  These  occur  from  a  collection  of 
dirt,  oil  or  water,  or  any  combination  of  them,  which  can  form 
a  train  to  a  neif^hhoring  wire  or  the  metal  parts  either  about  the 
machine  or  rheostat. 

A  case  of  low  voltage  occurred  on  the  Columbia  which  was 
finally  traced  to  a  train  of  copper  dust  and  filings  leading  to  the 
shunt  field  connections.  Cleanliness  of  engine  and  dynamo 
should  be  rigorously  exacted:  it  applies  with  especial  force  to 
motors. 

There  is  an  especial  case  of  ground  of  the  shunt  rheostat  which 
is  a  common  cause  of  low  voltage.  V\^.  20  shows  the  shunt 
rheostat  ctMn])lete  and  also  with  the  brass  case  removed. 

A  coil  of  "resistance"  wire  is  wound  continuously  on  each 
of  two  metal  frames,  as  sliown  at  .1,  the  coils  being  connected 
in  parallel  to  one  of  the  shunt  wires;  the  other  shunt  wire  con- 
nects with  the  brush  B  at  C. 

The  brush  is  insulated  from  a  lever  (not  show-n)  which  is 
tiperated   tlirough    a   nK^kshaft   by   the   handle   D,     Tliis  brush 
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makes  contact  with  the  resistance  wire  on  top  of  the  frame,  the 
wire  being  laid  bare  on  the  upper  surface.  Though  neatly  and 
tightly  wound  around  the  frame,  the  wire  is  likely  to  bulge  after 
a  time,  be  touched  by  the  lever  on  the  inside  of  the  frames  as  it 
passes  to  and  fro,  and  be  chafed  until  the  insulation  is  cut  through 
and  the  wire  grounded  on  the  lever. 

A  sheet  of  mica  or  thick  paraffined  paper  will  remedy  the  diffi- 
culty until  new  wire  can  be  obtained  for  rewinding  the  coils. 

3.  The  series  shunt.  The  office  of  this  device,  commonly  but 
erroneously  spoken  of  as  "  the  compounding,"  seems  to  be  little 
understood. 


Amperes, 


FIG.  21. 


A  short  explanation  of  the  effects  of  the  shunt  and  series  coils 
and  of  the  series  shunt  on  voltage  will  make  the  subject  clear. 

Fig.  21  represents  a  theoretical  characteristic  (the  "indicator 
diagram  "  of  the  dynamo)  of  a  compound  dynamo  in  which  the 
ordinates  are  volts  and  the  abscissae  amperes.  In  starting  up — 
since  no  current  is  passing  in  the  external  circuit  and  hence  none 
in  the  series  field — the  voltage  is  raised  by  the  shunt  field  alone, 
hence  all  curves  originate  at  A,  Were  the  shunt  field  to  con- 
tinue to  act  alone  (we  will  presume  there  is  no  shunt  rheostat) 
the  curve  produced  would  be  AB,  which  curve  indicates  that  the 
voltage  of  an  unaided  shunt  field  falls  as  the  load  is  increased, 
and  at  full  load  would  be  insufficient  for  anything  but  redn<ess 
in  the  lights.     The  desired  curve  is  the  line  AC,  but  as  a  matter 
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of  experience  engines  tend  to  slow  at  high  loads,  producing  the 
curve  AD,  and  for  that  reason  a  slight  up-curve,  as  shown  by 
AE,  is  preferred  to  AC,  To  supply  the  increments  of  voltage 
pn,  />,  n,  necessary  to  bring  the  voltage  of  the  curve  AB  to  that 
of  AEy  is  the  function  of  the  series  field.  Tlie  action  of  the  com- 
bined fields  makes  the  dynamo  compound  and  self-regulating. 
It  is  mechanically  inconvenient,  if  not  impracticable,  to  obtain 


H 


FIG.  22. 


those  nice  lengths  and  resistances  of  series  and  shunt  windings 
which  are  the  necessities  of  the  case,  and  coils  are  cut  to  lengths 
convenient  for  construction;  the  series  coils  are  designed  for 
less  than  the  required  resistance,  and  a  series  shunt  is  connected 
across  the  terminals  of  the  series  fields  to  afford  a  shunt  or  by- 
pass for  the  current  to  be  abstracted ;  the  shunt  rheostat  regulates 
irregularities  of  resistance  due  to  original  construction,  tempera- 
ture, etc. 

17 
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Fig.  22  shows  diagrammatically  the  system  for  both  fields. 
LL  is  the  external  circuit  or  line;  S^  and  S2  the  terminals  of  the 
shunt  field  S\  T^  and  T^  are  the  terminals  of  the  series  field  T\ 
//j  and  H^  the  terminals  of  the  series  shunt  H.  It  will  be  appa- 
rent that  any  current  in  H  does  not  pass  through  T,  but  goes 
out  to  the  line  through  H  only. 

The  actual  series  shunt  is  sketched  in  Fig.  23.  It  is  usually 
located  on  the  back  of  the  head-board,  with  a  removable  cover 
whose  top  is  made  of  wire  gauze.     It  consists  of  copper  strip 


r-  Terminals. 

S--  dliders. 

I"  Insulators, 
C  »  Copper  strip. 


FIG.  23. 


zij;zag*^c(l  around  insulators  A,  on  which  clamp-sliders,  Fig.  24, 
are  placed.  l>y  niovinp^  the  sliders  to  the  left  the  resistance  of 
the  shunt  is  decreased  and  more  current  is  taken  from  the  series 
circuit:  by  ni<)vin<^  to  the  rij^-lit  tlie  opposite  effect  is  produced.* 

Tlie  series  shunt  is  adjusted  on  acceptance  test  and  it  is  not 
ex])ecte(l  tliat  any  alteration  should  afterwards  be  made  or 
necessitated. 


*  Lvii  and  riKlit  hero  refer  to  the  figure  only,  the  terminals  being  on 
the  left.  In  actual  machines  the  location  of  the  terminals  is  determined 
by  convenience.  In  narrow  dynamo  rooms  Hkc  those  of  the  Boston  and 
Atlanta  the  g^'n^rating  sets  must  he  installed  end-to-end  in  order  to 
obtain  room.  an<l  in  this  case  one  armature  would  turn  right-handedly 
(with  the  sun),  the  other  lett-handedly.  and  the  terminals  would  be 
ditTerent. 
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On  acceptance  tests,  immediately  after  taking  the  cold  resist- 
ances, the  sliders  are  clamped  to  the  series  shunt,  preferably 
midway  from  the  terminals;  the  rheostat  handle  is  set  midway 
between  high  and  low,  or  on  the  middle  point  or  block  of  circu- 
lar type  rheostats,  these  midway  positions  affording  the  greatest 
range  of  control  of  regulation.  When  the  machine  is  started 
the  voltage  is  adjusted  to  80  volts  by  the  series  shunt  sliders  for 
the  heat  run  of  four  hours,  and  then  adjusted  for  a  full  due  while 
the  machine  is  hot.  The  sliders  should  be  on  the  same  line  and 
a  permanent  mark  made  on  the  case  to  indicate  the  proper  posi- 
tion. Usually  a  machine  w  hich  develops  the  proper  voltage  both 
at  full  load  and  no  load  will  produce  that  same  voltage  at  any 
other  load,  that  is,  within  the  limits  of  a  volt  on  either  side; 
anomalies  occur. 

In  a  2-K.  W.  machine  tested  last  winter,  having  no  series 
shunt  the  voltage  at  full  and  no  load  was  exactly  80  volts,  but 


FIG.  24. 


at  six  amperes  the  voltage  increased  to  90.  In  testing  engine 
regulation  with  this  machine  the  voltage  reached  no  when 
breaking  from  full  to  no  load  in  one  step ;  this  would  be  sufficient 
to  burst  every  lamp  in  circuit.  In  a  24-K.  W.  set  tested  a  close 
regulation  to  80  volts  occurred  at  full  and  no  load,  but  increased 
to  89  volts  at  half  load;  adjustment  of  the  series  shunt  brought  the 
characteristic  nearly  to  the  ideal  over  the  whole  range. 

Xo  harm  can  come  of  readjusting  a  series  shunt  (unless  it  be 
overlooked  in  paralleling  machines)  if  only  it  is  done  inteUigently ; 
at  the  same  time  it  is  a  bad  school  for  dynamo  tenders.  Nor 
should  an  occasion  arise  until,  in  old  age,  the  machine  develops 
erratic  action  which  the  ordinary  expedients  will  not  reach. 

The  foregoing  explanation  demonstrates  that  the  voltage  of  a 
machine  is  easily  deranged  by  tampering  with  the  series  shunt. 
This  has  been  developed  in  the  case  of  a  ship  that  came  to  the 


240  DISEASES    OF    ELECTRICAL    INSTALLATIONS 

Navy  Yard  with  an  apparently  inexplicable  case  of  low  voltage. 
Connections  were  overhauled,  grounds  tested  out,  shunt  rheostat 
examined,  and  all  to  no  purpose;  finally  recourse  was  had  to  the 
series  shunt,  and  the  sliders  found  to  have  been  shifted  by  a  man 
who,  in  cleaning  out  some  oil  and  dirt,  had  moved  them  and  put 
them  back  as  nearly  as  he  could  remember.  No  one  on  board 
had  been  able  to  locate  the  difficulty. 

Our  dynamo  troubles  are  so  few  that  a  little  care  and  intelli- 
gence should  control  them  handily,  and  these  qualities  will  be 
improved  by  frequent  inspections,  above  all  things  for  cleanliness. 

A  certain  crack  ship  in  the  service  had  a  dynamo  room  whose 
bright  shellac  and  general  condition  would  please  the  eye  of  any 
captain;  when  it  came  to  repairs  there  was  dragged  forth  from 
the  spiders,  armature  body  and  field  coils  a  collection  of  oily 
muck  and  dirt  that  could  have  produced  a  series  of  troubles;  it 
had  deteriorated  the  insulations  as  it  was.  This  sort  of  cleanli- 
ness does  not,  as  far  as  electricity  is  concerned,  partake  of  any 
approach  to  the  godliness  mentioned  in  the  adage. 

Lack  of  cleanliness,  and  salt  water  are  the  inveterate  enemies 
of  electricity  on  board  ship. 

One  of  the  difficulties  in  design  of  armatures  and  field  coils  is 
obtaining  good  radiation  of  the  heat  generated  in  the  coils. 
Heat  not  only  increases  the  coil  resistance,  occasioning  the  waste 
energy  of  internal  losses,  and  hence  decreased  efficiency,  but 
deteriorates  the  insulation  of  the  coils.  The  non-conducting 
property  of  insulation  dictates  that  it  be  reduced  to  the  lowest 
advisable  thickness;  at  the  same  time  there  is  a  limit  of  reduction 
which  it  is  not  safe  to  pass;  our  restriction  that  the  heat  rise  in  the 
coils  shall  not  exceed  50°  F.  above  that  of  the  surrounding 
atmosphere  after  a  four  hour  run  has  necessitated  a  large  arma- 
ture comparatively;  the  necessity  of  this  limitation  is  apparent 
when  we  consider  the  high  temperatures  of  the  average  dynamo 
room  and  the  influence  of  the  ultimate  temperature  to  which  the 
coils  will  be  subjected.  Oil,  in  addition  to  its  evil  effect  on 
rubber  and  dirt,  increase  the  difficulties  of  non-conduction  in 
their  cycle  of  effects. 

In  some  ships  paint  has  been  put  on  the  end  c 
appearance'  sake,  a  material  more  baneful  to  am 
oil  and  dirt,  not  only  on  account  of  the  de  i 

oil  on  rubber,  but  through  the  non-conduc      ^  layer 
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once  applied  it  cannot  be  removed,  and  when  dirty  is  to  be 
cleaned  by  another  coat  of  paint,  producing  more  resistance  to 
radiation. 

When  an  armature  burns  out  the  accident  usually  occurs,  from 
a  variety  of  causes,  at  these  very  end  conductors. 

The  end  conductors  of  a  ship  in  the  service  were  painted  blue; 
the  men  of  a  rival  ship,  consumed  with  envy,  painted  theirs  green. 

A  plea  is  entered  here  for  more  frequent  exercise  in  paralleling. 

A  veil  of  mystery  and  danger  is  thrown  around  the  subject 
which  it  little  deserves.  Compound  machines  are  paralleled 
ever>^where  in  this  country  now-a-days;  they  will  not  do  it  in 
Europe.  But  it  was  not  until  an  electric  light  station  became 
practically  wrecked  in  New  York  that  our  best  experts  found  the 
solution :  they  now  run  the  negative  leg  straight,  fuse  the  equal- 
izer and  put  an  automatic  circuit  breaker  on  the  positive  leg;  a 
machine  can  be  in  no  danger  with  this  arrangement. 

Paralleling  compels  a  man  to  know  his  machine  or  trouble 
ensues. 

The  dreaded  danger  lies  in  the  fact  that  if  one  machine  A  gets 
a  certain  increase  of  voltage  over  the  other  machine  B,  A  will 
cause  B  to  reverse  and  the  whole  load  will  fall  on  A;  B  becomes 
a  motor  and  is  likely  to  rip  out  its  brushes,  if  of  the  ordinary 
copper  type,  when  turning  backwards;  if  the  current  thrown  on 
A  is  over  50  per  cent,  above  A's  rated  capacity,  A's  armature  will 
probably  burn  out.  This  is  a  rather  startling  array,  but  is  quite 
within  control  when  the  conditions  are  known,  so  much  so  that 
commercial  machines  run  along  in  parallel  for  hours  and  days 
together  without  a  thought  of  danger,  but  they  know  their 
machines. 

Reversing  an  armature,  and  therefore  paralleling,  depends  on 
the  internal  resistance,  and  hence  upon  the  efficiency;  the  lower 
the  internal  resistance,  the  higher  the  efficiency,  the  less  will  be 
the  voltage  to  turn  that  armature  backwards.  Taking  a  charac- 
teristic by  noting  the  voltage  for  each  load  thrown  on,  no  change 
being  made  in  the  shunt  rheostat,  wall  show  whether  the  two 
machines  differ  sufficiently,  at  any  load  or  loads,  in  their  voltages 
to  endanger  the  lower  machine's  reversal.  With  our  machines 
there  is  little  chance  of  it;  they  are  compounded  very  closely  to 
the  straight  line,  and  have  characteristics  so  nearly  similar  that 
the  matter  can  be  taken  on  trust,  but  this  does  not  mean  that 
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it  is  always  to  continue  so;  a  characteristic  should  be  taken  from 
time  to  time  to  see  that  it  is  so. 

As  long  as  the  diflference  of  voltage  does  not  exceed  three  (3) 
volts  everything  is  safe,  but  the  voltages  should  be  kept  as  nearly 
as  possible  to  the  standard  by  the  rheostat  to  ensure  safety. 

First  see  that  both  machines  are  poled  right;  being  in  alternate 
use  the  voltmeters  ought  to  be  connected  right  and  would  tend 
to  move  in  the  wrong  direction,  would  not  indicate,  if  the  poles 
were  reversed;  get  both  machines  up  to  80  volts  and  divide  the 
load  as  equally  as  possible  between  the  machines,  then  close  the 
equalizer  switch,  called  in  the  instructions  the  multiple  switch. 
(See  Appendix  A.)* 

Each  machine  will  take  up  half  the  load  and  both  will  run 
along  practically  synchronously  and  need  only  the  attention  of  a 
motion  of  the  rheostat  handle  now  and  then.  It  is  better  to 
parallel  two  machines  than  overload  one,  and  it  is  good  practice 
whenever  heav>^  loads  are  to  be  carried.  It  is  better  not  to  put 
motors  carrying  variable  loads  on  the  same  bus  bar  with  lights, 
as  a  flickering  is  sure  to  occur;  and  for  the  reason  that  the 
mushrooms  of  a  search-light  occasion  sudden  jiunps  of  current 
within  wide  ranges,  that  light  is  preferably  to  be  run  by  another 
machine. 

Vibration. 

The  vibration  of  a  generating  set  in  good  working  order  is 
purely  a  question  of  foundations;  with  w^ell  braced  decks,  bed- 
plates resting  on  two  inches  of  oak  to  cushion  the  tendency,  and 
thorough  bolting,  the  difficulty  is  rare.  Two  service  examples 
will  illustrate  the  fault. 

In  the  Columbia  the  dynamos  rest  on  a  light  deck  over  a  ver>* 

*  As  long  as  the  characteristics  of  the  machines  are  practically  the 
same  it  does  not  matter  whether  the  equalizer  is  closed  first  and  the  cir- 
cuits turned  on.  or  the  circuits  divided  equally  between  the  machines 
before  the  equalizer  switch  is  closed;  the  above  is  the  method  prescribed 
by  the  Instructions  in  the  Electrical  Journal  of  the  ships  and,  of  course. 
is  official.  It  is  beyond  doubt  the  safer  plan  for  the  reason  that,  having 
divided  the  load  beforehand  and  adjusted  the  voltage  for  that  load,  no 
change  in  the  voltage  of  the  machines  can  occur,  as  it  might  if  they  were 
allowed  to  adjust  the  loads  for  themselves,  that  is,  provided  the  loads 
remain  constant:  if  they  do  not  and  there  is  any  difference  of  potential 
created  by  the  extra  load  sufficiently  great  to  be  critical,  reversal  will 
occur. 

Safety  lies  in  keeping  the  characteristics  the  same  for  all  machines  at 
all  stapes  of  load  and  keeping  to  the  instructions  implicitly. 
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high  coal  bunker.  Sufficient  support  is  given  by  stanchions  in 
the  bunker,  but  no  lateral  strength  is  afforded  other  than  that 
of  the  deck  framing. 

So  great  was  the  vibration  produced  that  the  captain  could 
not  write  at  his  desk  until  the  engine  was  slowed  to  350  turns; 
the  greatest  obtainable  voltage  at  this  speed  was  70,  the  lights 
showed  a  bright  red. 

Four  heavy  stanchions  for  each  machine  were  securely  bolted 
to  the  deck  and  to  the  protective  deck  overhead,  with  flanged 
toes  bolted  to  the  bedplate.     This  expedient  checked  all  vibration. 

In  the  Amphitrite  vibration  was  partially  remedied  by  shoring 
up  the  deck  underneath.  The  vibration  still  exists  to  a  marked 
extent,  as  any  one  can  testify  who  will  stand  on  the  port  side 
of  the  quarterdeck  or  take  hold  of  the  bridge  rail. 

As  a  matter  of  physical  interest  it  may  be  mentioned  that  in 
both  of  these  cases  distinct  nodes  and  loops  were  developed.  In 
the  Columbia  the  captain's  desk  was  near  the  center  of  a  loop, 
and  hence  received  the  full  amplitude  of  the  w^ave. 

» 
Noise. 

Many  noises  which  occur  have  been  mentioned;  generally 
speaking,  none  should  be  allowed  to  exist. 

Piston  valves  develop  a  little  pounding,  due  to  wear,  by  bal- 
loting against  their  seats;  oil  will  delay  its  occurrence.  There  is 
a  very  good  valve  in  the  market  whose  wear  is  as  regular  as  that 
of  the  D-slide  valve,  and  whose  wear  rather  enhances  its  fit;  it  is 
known  as  the  telescopic  valve.  It  will  operate  even  with  the  valve 
chest  bonnet  removed,  and  has  the  distinct  advantage  of  acting  as 
a  voluminous  relief  valve  in  a  critical  case  of  water  in  the 
cylinder. 

There  is  a  noise  peculiar  to  cyHnders  explained  as  a  combined 
whistle  and  grunt.  It  is  due  to  the  friction  of  the  piston,  and  is 
quickly  relieved  by  a  little  oil  in  the  steam.  Pounding  in  the 
cylinder  is  generally  due  to  water;  if  free  of  water  it  is  good 
evidence  that  the  load  is  not  evenly  distributed  between  the  cyl- 
inders and  that  the  valves  need  resetting. 

Reducing  Valve. 

The  frequent  complaint  against  these  valves  is  that  they  are 
not  adjustable.     A  gauge  with  its  branch  to  the  steam  pipe  would 
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be  a  great  convenience  and  assitance  as  showing  the  actual  pres- 
sure of  steam  delivered  to  the  dynamo  room.  An  adjustable 
reducer  is  in  a  sense  a  throttle,  and  will  produce  the  evils  of 
throttling  down  if  so  used. 


Separator. 
The  Stratton  pear-shaped  design,  shown  in  Fig.  25,  is  that 
ordinarily  installed;  there  is  also  a  cylindrical  type.  They  woric 
well  if  properly  handled,  and  can  be  highly  recommended.  Those 
furnished  have  been  too  small;  the  rule  should  be  that  the 
capacity  should  be  from  four  to  five  times  the  volume  of  the 
cylinder,  in  order  to  cushion  the  engine  pulsations  and  avoid  the 
objectionable  vibrations  of  the  pointer  of  the  steam  gauge  dial 
A  large  capacity  separator  will  also  take  care  of  much  of  the 
water  which  comes  over  to  the  cylinder  on  that  critical  occasioii 
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when  a  machinist  shifts  from  one  boiler  to  another  without  send- 
ing word  to  the  dynamo  room  beforehand. 

The  breakage  or  blowing  out  of  water  glasses  is  a  common 
case.  In  some  cases  it  is  due  to  accident,  but  is  more  often 
due  to  poorly  annealed  glass.  Any  effort  to  work  a  separator 
without  a  water  glass  is  merely  courting  accident;  it  was  the 
occasion  of  the  breaking  of  a  connecting  rod  and  the  four  stan- 
chions of  an  engine  in  one  of  our  ships. 

Tlie  glasses  furnished  to  the  chief  engineer  are  trustworthy, 
will  fit,  and  will  be  found  to  last  for  long  periods. 

There  is  a  point  about  separators  which  has  come  under  ob- 
servation and  which  has  a  bearing  on  occult  cases  of  water  in 
the  cylinder. 

The  separator  is  a  condenser;  owing  to  the  fact  that  the  trap 
sometimes — though  rarely — gets  out  of  order,  or  needs  cleaning, 
the  water  is  drained  through  a  pipe  leading  directly  into  the 
dynamo  room.  The  dynamo  watch  can  make  use  of  this  con- 
nection for  the  purpose  of  obtaining  an  odd  bucket  of  water  or 
two;  it  is  a  case  that  can  be  remedied  best  by  some  vigorous 
administration. 

The  Switchboard  and  Circuits. 

Before  entering  upon  faults  in  this  direction,  and  which  have 
been  covered  in  specifications,  it  may  be  well  to  consider  the 
unsettled  problem  of  the  behavior  of  our  installations  in  action. 
Circuits  are  now  installed  to  the  greatest  possible  extent  below 
the  protective  deck  or  behind  armor,  exposed  branches  are  run 
in  the  most  direct  manner  feasible,  and  all  lines  that  could  be 
reasonably  exposed  to  the  action  of  shot  and  shell  or  develop 
grounds  that  would  affect  or  derange  the  working  of  any  electric 
light  or  device  needed  in  action  are  provided  with  cut-outs  where 
they  do  not  connect  to  the  switchboard. 

Lieutenant  W.  S.  Sims,  U.  S.  N.,  in  a  report  made  on  the 
battle  of  the  Yalu  in  1894,  says: 

"  Captain  James  "  (now  retired,  but  formerly  connected  with 
the  Japanese  naval  establishment)  "  says  that  long  before  the 
end  of  the  engagement  every  electrical  communication  in  the 
Japanese  vessels  had  entirely  failed;  that  candles  and  lamps  had 
to  be  used  in  all  lower  compartments,  engine  rooms,  fire-rooms, 
bunkers  and  magazines;  that  the  search  lights  were  useless;  and 
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that,  fearing  the  torpedo  boats,  they  were  unwilling  to  risk  con- 
tinuing the  action  after  dark.  It  is  not  clear  how  the  electrical 
communications  were  damaged,  but  it  is  said  to  have  been  due 
to  the  large  and  complex  vibrations  set  up  in  the  ship  by  the 
discharge  of  the  heavy  and  secondary  battery  guns  and  by  the 
impact  of  the  enemy's  shot.  It  is  said  that  the  lights  were  at 
first  fitful  and  finally  failed  entirely." 

Xo  more  succinct  information  has  been  obtained  as  far  as  is 
known. 

The  responsibility  for  the  results  reported  has  been  laid  by 
a  high  naval  authority  upon  the  dynamos,  their  method  of  in- 
stallation, and  the  circuit  appliances  in  use. 

Applying  the  experience  to  our  ow-n  case,  we  have  little  to 
fear  from  our  machines  or  their  installation,  excepting  as  regards 
location.  It  has  often  been  pointed  out  and  urged,  and  becomes 
more  pertinent  day  by  day,  that  ships,  especially  battle-ships, 
should  have  their  plants  divided  between  two  dynamo  rooms 
widely  separated  in  the  length  of  the  ship. 

It  needs  no  argument,  but  is  for  some  reason  completely 
ignored. 

It  may  l)e  an  open  question  whether  our  switchboards  and 
the  i)orcelain  insulating  blocks  of  wiring  appliances — feeder 
boxes,  junction  boxes,  switches  and  the  like — will  stand  up  under 
the  shocks  and  vibration  of  the  Yalu  report,  especially  under  a 
heavy  shock  within  the  ship. 

The  i)anels  of  the  switchboard  are  of  slate,  a  fairly  fragile 
material,  and  have  many  perforations  for  the  circuit  leads  which 
increase  their  weakness;  still  slate  has  a  distinct  advantage  over 
marble,  from  the  diagonal  nature  of  its  cleavage.  To  the  ver\' 
fragile  nature  of  porcelain  for  insulating  blocks  is  added  the  fact 
that  the  holes  for  the  screws  which  hold  the  electrical  connec- 
tions to  the  blocks  are  near  the  edges  and  corners  of  the  block; 
the  blocks  are  most  likely  therefore  to  break  at  these  screw-hole^ 
and  release  the  connections:  mere  hammering  on  a  bulkhead 
where  wiring  ai)pliances  are  installed  is  often  sufficient  to  break 
the  blocks. 

It  is  submitted  that  these  loose  and  vibrating  connections,  the 
possible  contact — i)articularly  a  vi])rating  contact — of  connections 
of  opposite  i)olarity  to  make  short  circuit,  and  the  jarring  together 
of  circuit  connections  at  the  switchbc^ird  to  cause  grounds  and 
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by-passes,  will  occasion  that  very  flickering  and  failing  of  lights 
spoken  of  in  the  report. 

It  is  now  required  that  each  panel  of  the  switchboard  shall  be 
held  by  a  separate  framing  of  oak — like  a  picture  in  its  frame — 
which  will  afford  more  security. 

The  certain  safeguard  is  to  make  the  switchboard  panels  and 
insulating  blocks  of  a  strong,  tough  insulating  material  which  will 
minimize  all  liability  to  breakage.  Fibre  and  vulca-bestin  (a 
vulcanized  mixture  of  asbestos  and  rubber  composition)  have 
been  suggested,  but  both  are  disposed  to  absorb  oil  and  become 
poor  insulators.  The  material  par  cxcciicnce  is  micanite;  mica 
would  be  preferable,  but  cannot  be  obtained  commercially  of 
sufficient  size.  Micanite  is  manufactured  by  pressing  together 
thin,  formed  pieces  of  mica  laid  in  cement;  any  desired  form  and 
thickness  can  be  obtained.  Micanite  has  the  objections  that  it 
splits,  scales  or  becomes  ragged,  but  these  can  be  prevented  by 
casing  or  facing  with  some  insulating  substance,  vulcanized 
rubber  composition  for  example. 

As  for  search-lights,  the  exposed  condition  of  their  leads  almost 
ensures  that  they  would  be  destroyed  within  a  short  time.  In  a 
day  action  the  projectors  would  be  sent  below;  the  leads  should 
have  a  connection  installed  behind  armor  to  which  loose  wires 
could  be  connected  when  needed  for  night  use,  and  when  the 
projectors  can  be  mounted  for  use;  the  subject  has  not  been 
taken  up  thus  far. 

The  general  excellence  and  convenience  of  the  present  switch- 
board design,  except  in  so  far  as  the  material  of  the  panels  is 
concerned,  eliminates  it  from  the  question  of  faults:  some  changes 
or  rather  additions  will  have  to  be  made,  however,  to  acconmio- 
date  it  to  the  use  of  the  number  and  variety  of  power  circuits  for 
which  no  design  has  as  yet  been  presented.  Small  motors  can 
be  grouped  on  lines  from  the  ordinary  switchboard;  others  will 
probably  have  panels  and  circuit  connections  of  their  own,  carry- 
ing knife  switches  and  automatic  circuit  breakers  similar  to  those 
used  in  electric  light  stations. 

The  automatic  circuit  breaker  consists  of  a  double  pole  switch 
which  closes  against  a  strong  spring  and  is  held  to  its  closed 
position  by  a  spring  catch.  A  solenoid  adjustable  for  the  per- 
mitted overload  actuates  an  enclosed  plunger  which  trips  the 
<:atch   and   the   switch    flies  open.     Differences   in   design  arise 
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chiefly  from  the  manner  of  extinguishing  the  heavy  spark  at 
break.  In  the  "  I.  T.  E."  design  a  block  of  carbon  is  fitted  to 
both  the  switch  tongues  and  jaws,  the  blocks  extending  far 
enough  to  preserve  a  contact  after  the  tongue  and  jaws  have 
separated.  The  resistance  of  the  carbon  somewhat  reduces  the 
spark,  which  at  the  end  acts  on  the  carbon  alone  and  not  on  the 
copper  connection.  The  carbons  can  be  readily  and  cheaply 
renewed.  In  the  General  Electric  Co.'s  design  an  electromagnet 
is  placed  near  the  sparking  contact  and  breaks  the  spark  by  draw- 
ing it  aside,  as  in  the  well  known  experiment  of  a  magnet  on  the 
electric  arc;  this  design  is  commonly  called  "the  magnetic 
blow-out" 

Automatic  circuit  breakers  are  much  more  reliable  and  posi- 
tive in  their  action  than  fuses,  and,  what  is  better,  can  be  easily 
tested  for  operation,  which,  of  course,  the  fuse  installed  cannot. 

The  voltmeters  and  ammeters  are  constantly  in  state  of  im- 
provement, and  even  now,  wotwithtsanding  the  excellence  of 
Mr.  Weston's  designs,  which  can  be  safely  recommended  as 
unequaled,  experiments  are  making  at  his  works  in  perfecting 
the  alloys.  The  circular  type  of  instrument  is  standard,  the 
ammeters  being  shunted  from  one  leg  of  the  circuit  instead  of 
taking  the  entire  load. 

Fig-  26  shows  the  switchboard  of  the  Puritan.  The  upper 
board  is  for  the  search  light  instruments;  the  boxes  for  the 
ammeter  shunts  appear  at  the  right  and  left  near  the  top;  the 
transformer,  Crocker-Wheeler  type,  is  shown  resting  on  the  bat- 
tciy  transfer  case;  the  rheostats  for  the  search  lights  and  shunt 
fields  are  at  the  bottom.  This  switchboard  has  a  position  which 
is  very  much  exposed  to  particles  of  oil,  when  the  oil-guard  of  the 
neighboring  engine  is  not  in  place,  but  no  other  place  is  available, 
one  side  of  the  dynamo  room  having  to  be  left  clear  for  access 
to  the  armor  bolts. 

The  lamp  ground  detector  should,  and  no  doubt  will,  be 
replaced  by  the  Weston  circuit  tester  and  ground  detector  shown 
in  Fig.  27,  which  is  simply  a  voltmeter  reading  both  ways  from  a 
central  zero.  The  great  fault  of  lamp  detectors  is  that  unless 
there  is  a  dead  ground  the  lamp  will  not  flash  up;  imperfect 
insulation  resistance  as  low  as  lOO  ohms  will  produce  no  indica- 
tion. In  the  Weston  device  lowered  insulation  is  at  once  indi- 
cated by  the  deflection  of  the  pointer  and  its  direction;  it  is  not 
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Safety  in  paralleling  dictates  that  each  set  should  have  its  own 
voltmeter;  the  practice  has  been  to  allow  two  voltmeters  in  case 
of  three  machines. 

IV ire.  The  use  of  so  manv  kinds  and  conditions  of  wire  has 
rendered  it  absolutely  necessary  to  co-operate  with  manufacturers 
and  tie  down  the  construction  to  minute  details.  Lead  covered 
wire  has  fallen  into  disuse  from  the  difficulty  of  its  repair,  the 
manipulation  of  its  weight,  and  the  almost  certain  breakage  at 
bends  and  angles.  It  has  fallen  far  short  of  the  anticipated  ad- 
vantages claimed  for  its  use  in  heated  locations,  and  is  peculiarly 
susceptible  to  any  electrolytic  action;  in  the  underground  work 
of  cities  where  trolleys  are  run  the  companies  will  no  longer 
guarantee  it,  and  lengths  have  been  taken  up  in  Brooklyn  on 
which  no  evidence  of  the  lead  remains  bevond  a  blackish-white 
salt,  due  to  the  action  of  the  trolley  currents. 

The  general  principles  of  construction  of  standard  wire  are; 

1.  A  protection  against  grounds,  should  the  vulcanized  rubber 
strip  or  fiake,  by  means  of  a  thin  layer  of  pure  Para  rubber 
adherent  to  the  copper  conductor. 

2.  Insulation  by  vulcanized  rubber  for  the  voltage  to  be  used. 
The  combined  insulation  of  the  two  foregoing  coats  is  nearly 

double  that  required  by  the  underwriters'  specification  for  125 
volts. 

3.  Circularity  of  section  over  the  vulcanized  rubber  by  a  layer 
of  cotton  tape  soaked  in  an  insulating  compound,  to  ensure  a 
neat  water-tight  fit  of  the  gaskets — the  conical,  perforated  plugs 
use  in  the  wiring  appliances — mere  braid  forming  too  rough  a 
surface  for  the  purpose. 

4.  Preservation  of  these  layers  from  stripping  or  flaking  off, 
or  from  mechanical  injury,  by  means  of  braid. 

A  test  of  the  insulating  quality  of  our  wire  was  made  by  sub- 
jecting to  the  stress  of  5000  volts,  static  charge,  which  it  resisted 
for  nearly  an  hour.  It  stood  the  voltage  of  an  X-ray  machine 
for  nearly  a  minute;  this  voltage  could  not  be  measured  but  must 
have  been  very  high. 

One  great  improvement  in  wire  has  been  the  introduction  of 
cables  for  the  interior  communication  leads  by  which  a  few 
hundred  feet  will  replace  the  miles  of  single  wire  heretofore  made 
necessary.  The  cable  is  not  only  applicable  to  the  bell  circuits, 
but  will  answer  for  a  number  of  instruments.     These  cables  are 
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shown  in  section  in  Fig.  28,  and  have  from  2  to  20  conductors. 
They  are  installed  in  the  same  way  as  other  wire  and  run  into 
connection  boxes  taking  20  or  40  wires.  Within  the  connection 
boxes  are  the  tags  for  the  leads  and  from  them  branches  can  be 
run  to  the  desired  locality  by  smaller  cables,  the  whole  admitting 
of  a  thoroughly  water-tight  connection.  A  wire  in  each  layer  is 
braided  in  white  for  convenience  in  counting. 

An  example  of  some  inferior  wire  which  has  been  used  occurs 
in  the  bunker  and  water  alarms  of  the  Montgomery  and  Detroit. 
This  wire  is  ordinary  blasting  wire,  consisting  of  a  copper  con- 
ductor and  a  light  layer  of  vulcanized  rubber.  Installed  over  and 
within  a  couple  of  feet  of  the  main  boilers  the  insulation  has 
stripped  and  flaked,  short-circuiting  both  systems. 

Circuits.  It  may  be  better  perhaps  to  predicate  this  subject 
upon  specifications  which,  apart  from  the  ordinary  rules  of  wiring, 
have  been  drawn  from  experience  in  service. 

"  Conduit  will  be  used  for  all  spaces  in  the  water-tight  system. 
It  is  to  be  preferred  "  (to  molding)  "  in  all  other  localities;  but  in 
spaces  where  it  may  not  be  desirable  to  run  it  over  woodwork, 
as  in  chart  houses,  emergency  cabins  and  officers'  quarters, 
standard  wooden  molding  may  be  used." 

Naval  constructors  define  the  upper  limit  of  the  water-tight 
system  as  the  stability  deck;  this  would  take  in  all  the  ship  below 
the  main  deck  and  include  the  superstructure  of  constructions 
like  the  Maine;  hence  conduit  is  to  be  used  everywhere,  practi- 
cally, which  is  not  excepted  in  the  specification. 

The  conduit  is  iron  or  steel  pipe,  brass  about  the  mag^azines, 
etc.,  lined  with  rubber  or  bituniinized  paper;  paper  is  the  better 
for  heated  locations,  such  as  engine  and  boiler  spaces,  drum 
rooms,  etc..  rubber  where  bends  and  angles  occur  and  where 
paper  would  be  apt  to  burr  and  interfere  with  drawing  the  wires. 

Molding  is  open  to  many  objections.  It  is  made  of  wood, 
lately  expunged  from  ships  as  far  as  practicable;  fireproofin^  is 
said  to  detract  from  the  insulating  properties  of  the  molding.  It 
recjuires  excessive  drilling  and  tapping  of  the  bulkheads,  a  screw 
every  six  inches  of  the  length,  to  secure  the  backing  strip  of  each 
line  run,  a  serious  and  expensive  delay  in  addition  to  weakening 
the  plate. 

As  the  electrical  installation  must  wait  upon  the  other  details  of 
construction  about  the  ship,  the  wiring  plans  undergo  frequent 
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changes  from  the  original  design  and  molding  lines  are  turned 
and  twisted  for  every  sort  of  device  or  lead  of  piping;  it  is  too 
expensive  or  involves  delay  to  rip  out  a  whole  line  and  re-install, 
and  a  makeshift  must  be  designed  involving  numerous  joints  and 
turns,  or,  in  cases  where  the  piping  is  to  set  well  off  the  bulkhead, 
recourse  must  be  had  bv  wav  of  the  interior  of  a  bunker,  where 
coal  will  soon  use  up  the  molding;  in  the  New  York  many  of  the 
lines  in  bunkers  are  now  bare,  the  molding  having  disappeared. 

The  capping  warps  and  exposes  the  wires;  if  the  screws  are 
placed  at  the  side,  much  the  better  plan,  there  is  still  exposure  at 
the  edges,  particularly  those  of  mitred  joints.  It  requires  an  ex- 
pensive line  of  tubes  through  bulkheads  and  beams. 

Conduit  requires  only  a  strap  and  screws  at  each  frame  or 
about  every  three  or  four  feet.  It  can  be  bent  around  piping 
without  other  support.  It  can  be  screwed  into  flanges  at  bulk- 
heads and  beams  without  other  device.  It  can  be  used  as  a 
bracket  or  pendant  for  fixtures,  especially  in  machinery  and 
boiler  spaces,  where  the  use  of  molding  would  only  admit  of  the 
installation  of  a  hand  portable.  It  is  available  for  approaches  to 
the  turret  leads,  where  hydraulic  power  is  used,  when  molding 
would  be  inadmissible;  within  the  turrets  most  of  the  leads  must 
have  a  flexible  coverinj^f.  rubber-lined  hose  or  flexible  conduit 
for  example. 

Some  former  trials  of  un lined  conduit  did  not  prove  satisfactory 
on  account  of  the  efl"ects  of  condensation.  Paper  and  rubber  are 
non-conductors  of  heat,  and  if  the  original  installation  is  exposed, 
inside  and  out,  to  a  niocUTately  cool  temperature,  the  dew-point 
should  be  sufticiently  bm  t^  obviate  such  a  result,  and  no  access 
of  air  for  a  lonj^  jK-riod  nf  time  should  afterwards  occur  provided 
care  is  taken  to  keep  the  boxt-s  iA  wirinj^  appliances  closed  and 
tight  in  conformity  with  their  water-tij^dit  design.  It  is  from  this 
cause  that  condensation  is  nn»st  likc-ly  t(^  ap|)ear;  it  would  ordi- 
narily be  trivial  in  amount  and  drain  into  the  distribution  boxes 
and  W  eliminated  from  there.  In  rci)airing  a  ship  50  caps  to 
the  boxes  were  missinj^  and  the  bnxes  foimd  to  be  filled,  choked 
and  sln)rt-circiiited  bv  a  mass  of  allies  and  dirt  caked  bv  oil  and 
verdii^ris.  the  latter  the  result  of  the  use  of  liose  in  washing  down 
bulkheads.  These  cai)s  are  now  titted  with  a  chain  secured  to 
the  corner  screw  of  the  cover,  and  not  only  should  the  caps  be 
set  u|)  hard   with  a  wrench,  to  |)revenl  tami)ering  with  by  un- 
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authorized  persons,  but  the  screws  of  the  cover  should  be  set  up 
occasionally  to  ensure  close  fit  on  the  rubber  washers;  the  diffi- 
culties occur  mostly  in  fire-rooms.  Engine  and  fire  rooms  are 
the  most  difficult  to  install  satisfactorily,  and  require  a  good  share 
of  attention  afterwards. 

Fig.  29  shows  a  distribution  box  and  the  method  of  leading 
conduit  as  installed  in  the  fire  room  of  the  Puritan.  The  box 
is  of  cast-iron,  in  which  are  placed  as  many  of  the  ordinary  in- 
terior fittings  of  junction  boxes  as  may  be  required  for  the 
branches.  Bosses  are  cast  at  convenient  intervals,  and  those 
bosses  alone  are  tapped  which  are  to  be  used  for  the  leads;  the 
branch  for  a  single  light  would  be  run  in  one  pipe  with  double 
conductor,  plain  (formerly  hemp  portable — the  term  portable  is 
now  used  for  its  proper  signification  of  something  to  be  carried). 

"  Lighting  circuits  will  comprise  the  following  divisions,  ac- 
cording to  the  service  required."  .  .  . 

Tliese  divisions  may  at  first  seem  complex,  but  there  are  really 
but  three  sets  of  feeders,  continual  service,  battle  service,  and 
general  service,  each  with  its  especial  variety  of  lights  on  mains 
led  off  from  the  feeders  or  on  submains  run  from  the  mains  them- 
selves. The  chief  idea  is  to  obtain  control  of  a  large  number  of 
lights  at  one  point  and  do  away  with  the  endless  number  of  indi- 
vidual switches.  Of  all  our  appliances  the  switch  is  the  most 
unsatisfactory;  the  insulating  blocks  on  the  stems  are  readily 
broken  by  thoughtlessly  turning  against  the  sun  instead  of  with 
it:  the  contacts  oxidize,  heat  or  are  indifferent  in  action  from 
tension  of  the  springs,  thus  introducing  uncontrollable  resistance. 

Switches  on  a  battle  circuit  are  undesirable;  such  circuits  should 
be  handled  directly  from  the  switchboard  to  prevent  unauthorized 
lights:  the  switch  and  receptacles  of  the  light  boxes  and  a 
key  socket  in  the  armory  are  all  that  can  be  needed.  As  usually 
installed  heretofore  individual  switches  have  been  a  necessity, 
but  in  future  installations  of  battle  circuits  none  should  be 
allowed.  The  mains  for  fire  and  engine  room  circuits  are 
thrown  on  through  the  interconnections.* 

*  In(|uiry  has  been  frequently  made  for  an  answer  to  the  examination 
(liK-stion.  "What  is  a  balanced  circuit?" 

Thi*  technical  term  of  the  authorities  refers  to  a  balance  of  resistance 
as  in  the  Wheatstone  bridge,  or  else  to  a  mere  question  of  polarity,  neither 
of  which  fits  the  case.  The  expression  has  apparently  been  coined  in  the 
service  to  111  van  a  circuit  which  is  connected  at  one  or  more  points  to 
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It  is  intended  that  when  a  loop  main  is  run  oflF  there  shall  be 
but  one  loop,  the  submains  to  be  run  off  with  branches  to  the 
lights;  the  loop-on-loop  method  involves  too  many  connections 
when  searching  for  a  fault  or  ground. 

The  advantage  of  the  loop  is  shown  in  Fig.  30.  If  a  set  of 
lights  are  fed  on  a  main  as  shown,  the  farthest  lights  B  will  not 
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burn  as  brightly  as  those  marked  A  on  account  of  the  drop  (fall 
of  potential)  due  to  the  resistance  of  the  main.  If,  however,  two 
pieces  of  wire,  as  shown  by  the  dotted  lines,  are  connected  in, 
the  drop  will  be  equalized  all  around  the  "  loop  **  and  all  the 
lights  will  burn  with  practically  the  same  brilliancy. 

The  method  requires  a  little  more  wire  than  a  straight  lead 


another  circuit  in  order  that    in  case  of  a  break  (from  shot  or  otherwise) 
it  will  be  fed  by  that  other. 

Balance  as  expressed   in    the   question   is   probably   synonymous   with 
interconnection,  the  present  term. 
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with  lateral  branches,  but  in  a  large  crew-space,  especially  where 
submains  are  necessary,  the  benefits  overreach  the  small  addi- 
tional expense. 

''  The  maximum  load  for  all  lighting  feeders,  excepting  those 
for  search  lights,  shall  not  exceed  75  amperes.  In  case  the 
current  required  for  any  service  exceeds  75  amperes,  a  sufficient 
number  of  separate  feeders  shall  be  provided.  .  .  .  Motors  below 
4  K.  W.  will  be  supplied  by  the  same  feeders,  the  maximum  load 
on  any  one  feeder  not  to  exceed  75  amperes.  .  .  .  No  feeder  or 
main  will  have  a  less  area  of  cross-section  than  1000  circular 
mils  per  ampere  at  the  normal  load,  to  be  reckoned  at  the  rate 
of  nine-tenths  ampere  per  lamp  of  16  candle  power.  .  .  .  Feeders 
which  interconnect  shall  have  an  area  of  not  less  than  1500 
circular  mils  per  ampere  at  the  normal  load.  .  .  .  Not  more  than 
two  feeders  shall  ever  be  interconnected,  and  no  feeders  shall  be 
interconnected  through  their  mains.  .  .  . 

The  area  of  cross-section  of  the  feeders  and  mains  on  the 
lii^Jitiug  circuits  shall  be  such  that  the  fall  of  potential  from  the 
dynamo  terminals  to  the  most  distant  outlet  shall  not  be  more  than 
3  per  cent."  (2.4  volts)  ''  at  the  normal  load  of  the  feeder.  .  .  . 
The  area  of  cross-section  of  the  feeders  on  circuits  for  motors  of 
and  above  4  K.  JV.  shall  be  such  that  the  fall  in  potential  from  the 
dynamo  to  the  motor  terminals  shall  not  be  more  than  5  per 
cent."  (4  volts  fur  8o-volt  circuits,  8  for  160-volt)  "at  the  normal 
load  of  the  feeder;  for  other  motor  feeders  to  be  as  prescribed  for 
lighting  feeders." 

These  rules  have  been  revised,  and  are  derived  from  expe- 
rience in  the  great  irregularity  and  want  of  system  in  w'ire  sizes 
and  are  intended : 

1.  While  limiting  the  increasing  number  of  feeders  by  the  large 
load  permitted,  to  regulate  the  sizes  in  different  ships  and  still 
provide  a  convenient  number  of  circuits  for  the  total  load. 

2.  While  allowing  full  carrying  capacity  by  a  stipulation  of  the 
number  of  circular  mils  per  ampere,  to  prevent  wires  of  undue 
size,  weight  and  cost  from  being  used  by  a  per  cent,  allowance 
for  (Iroj).  This  drop,  or  fall  of  potential,  is  due  to  the  resistance 
of  the  lead  and  is,  numerically, 

Drop  ^  CR, , 

in  which  C  is  the  current  carried  by  the  lead  and  /\s  is  the 
resistance  of  the  lead  or  section  of  the  line. 
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3.  To  prescribe  a  minimum  carrying  capacity  for  intercon- 
nections, which  has  heretofore  been  more  or  less  disregarded  and, 
in  many  cases,  made  through  mains  whose  capacity  was  much 
too  small,  considering  the  fact  that  the  load  of  both  feeders  must 
be  provided  for. 

The  general  method  of  determining  wire  size  has  been  pub- 
lished before,  but  will  be  briefly  explained  here. 

The  lights,  outlets,  etc.,  are  first  located  and  preliminary  draw- 
ings made  for  tracing  the  feeders  and  mains.  In  large  spaces 
lighting  is  based  on  an  allowance  of  one  i6  C.  P.  lamp  for  a 
floor  space  of  one  hundred  (lOo)  square  feet;  other  spaces  are 
lighted  as  deemed  necessary  for  their  use  or  for  convenience. 

The  feeder  sizes  can  then  be  directly  calculated  on  the  allow- 
ance of  nine-tenths  ampere  per  lamp — 900  circular  mils;  a  75- 
ampere  feeder  can  thus  carry  about  83  outlets,  that  is,  provided 
the  most  distant  outlet  is  not  farther  from  the  dynamo  terminals 
than  III  feet. 

The  general  formula  for  the  area  of  a  wire,  for  any  distance,  is 

Circular  Mils  (C  Af.)  =  ^^^^^^^^^  , 

a 

in  which  2D  is  the  total  length  of  the  wire  (both  positive  and 
negative  legs),  C  is  the  current  to  be  carried  and  reckoned  at 
nine-tenths  ampere  per  lamp,  a  margin  of  1^4  P^r  cent,  on  the 
actual  necessary  current,  and  d  is  the  drop  in  volts.  The  formula 
is  derived  as  follows: 

The  resistance  of  a  conductor  varies  directly  as  the  length  and 
inversely  as  the  cross-sectional  area  (in  circular  mils  by  our 
notation),  and  is  equal  to. 


y?  = 


C  M,  * 


L  =z  Length  of  wire  or  twice  the  distance  to  be  run. 

s  =  specific  resistance  of  the  conductor,  i.  e.y  resistance  of  a 
square  inch  or  square  centimetre  at  unit  length  at  32°  F. 

Sy  for  pure  copper,  is  9.612,  and  10.83  ^t  70°  F.,  allowing  4  per 
cent,  for  twist  of  the  strand  in  the  length  (properly  a  correction 
ofL). 

Now  d^=CRy  from  Ohm's  law. 

Substituting  we  get  the  general  formula  given.  If  in  this 
formula  C  is  unity  and  C,  M,  is  1000,  2D  becomes  iii,  that  is,  the 
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longest  feeder  line  possible  at  the  allowance  of  looo  circular  mils 
per  ampere  is  iii  feet;  for  greater  distances  the  area  must  be 
calculated  by  the  formula. 

Wiring  charts  are  made  up  for  different  values  of  the  variables, 
from  which  the  necessary  size  can  at  once  be  picked  out  and 
that  size  taken  from  the  standard  table  which  best  corresponds. 

In  order  to  obtain  circularity  of  section  a  strand  must  contain 
a  certain  number  of  wires  of  the  so-called  "  geometrical  series,** 
that  is,  it  must  be  laid  with  i,  7,  19,  37,  61,  91,  127,  etc 
(1  +  6  +  2x6  +  3x6  +  4x6  +  5x6  .  .  .)  of  the  unit  wires  of  convenient 
size;  this  is  exemplified  in  the  table  of  standard  wires  of  the 
specifications. 

These  wires  increase  in  cost  and  weight  in  more  rapid  propw- 
tion  than  the  size,  and  for  that  reason  a  percentage  of  drop  is 
allowed  to  keep  the  size  at  a  safe  minimum. 

An  example  of  improper  wire  size  is  taken  from  one  of  oar 
ships  in  the  case  of  an  8-H.P.  motor;  the  permissible  drop  9k 
the  time  was  3  per  cent. 

The  wire  size  used  for  this  motor  was  about  350,000  circular 
mils. 

Assuming  that  8  H.  P.  (6  K.  W.)  was  developed  by  the  motor, 
and  the  efficiency  on  terminal  energy  was  20  per  cent,  also  that 
the  distance  was  150  feet,  we  obtain  a  wire  size  of  136,000  circular 
mils  for  which  the  125.000  standard  wire  (124,928  actual)  would 
suffice.  The  size  used  is  then  nearly  three  times  as  large  as  it 
need  be,  with  proportionate  great  weight  and  cost.  The  discrep- 
ancy is  accounted  for  apparently  by  the  fact  that  no  drop  was 
allowed  for. 

Our  allowance  of  1000  C.  M.  per  ampere  provides  a  large 
margin :  the  requirements  of  underwriters'  specifications  average 
al)out  725.    **Xo  tapering  to  be  permitted.'' 

The  Tree  system  of  wiring  was  quite  popular  at  the  time  some 
of  our  former  installations  were  put  in.  The  general  idea  was 
to  decrease  the  size  of  the  leads  as  loads  were  tapped  off  to  the 
mains  or  branches,  and  thus  save  wire.  But  it  is  an  inflexible 
law  of  connections  that  wherever  a  wire  size  is  reduced  a  fuse 
must  be  inserted,  1.  r..  a  junction  box,  and  most  of  the  troubles 
that  have  occurred  with  the  system  have  been  from  violations  of 
this  law.  Besides,  an  overload  on  the  lighter  wires  has  but  one 
rcsuU.  overheating,  ending  in  fusing  or  fire.    The  installation  of 
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extra  junction  boxes,  at  $5.60  apiece,  brings  tne  cost  above  that 
of  the  safer  straight  lead  at  the  same  size  throughout;  the  fewer 
the  breaks  in  a  Hne  the  better. 

*•  There  shall  be  no  soldered  or  other  joints  in  feeders  or  mains 
except  those  made  in  the  standard  appliances." 

This  is  to  prevent  piecing  out  leads  with  fag  ends  and  remnants 
of  wire,  a  too  frequent  practice  in  contract  ships. 

**  Fuses  for  branch  junction  boxes  to  be  for  the  normal  rated 
load  of  4  amperes,  and  to  blow  at  8  amperes." 

This  specifies  the  protection  to  be  afforded  to  branch  circuits, 
and  is  the  basis  of  construction  of  the  familiar  glass  tube  fuses. 

The  proper  fusing  of  circuits  is  more  sinned  against  on  board 
ship  than  any  other  repair  which  is  attempted;  as  long  as  the 
original  supply  of  glass  tube  fuses  holds  out  there  is  no  need  for 
further  expedient  than  merely  replacing.  When  this  supply  fails 
those  tubes  in  which  the  glass  has  not  been  cracked  by  the  heat 
can  be  made  as  good  as  new  by  putting  in  a  piece  of  fuse  wire 
from  spare  stock,  being  careful  to  securely  solder  the  wire  to  the 
brass  caps;  as  practised,  the  wire  is  bent  over  the  ends  of  the 
caps  and  no  solder  is  used;  the  fuse  is  put  in  the  clips,  trusting 
to  the  pressure  of  the  clips,  vibration  shakes  it  loose  and  the 
lights  on  the  branch  go  out  because  there  is  either  no  connection 
or  that  the  fuse  has  blown,  owing  to  the  vibratory  contact. 

When  the  unfusea  tubes  run  short  recourse  must  be  had  to 
fuse  wire  alone,  readily  accomplished  by  running  one  length  of 
fuse  wire  across  and  expending  the  end  around  the  clips.  A 
conmion,  erroneous  practice  has  been  to  run  several  turns  in 
the  figure-of-eight  fashion  across,  thus  adding  to  the  carrying 
capacity  of  the  total  fuse  with  every  run ;  presuming  two  complete 
turns  to  have  been  made,  a  reasonable  assumption,  there  would 
be  four  runs  of  wire  and  the  fuse  would  not  blow  under  30 
amperes  instead  of  at  8,  as  good  protection  to  the  circuit  de- 
mands. 

The  use  of  iron  nails  for  fuses,  or  rather  as  a  connection,  is 
common  in  fire-rooms;  it  usually  results  in  fusing  of  the  clips. 

The  latest  fuse  device  taken  from  a  ship  consists  of  an  ordinary 
match  about  which  eight  turns  of  fuse  wire  were  wound  kite- 
string  fashion;  this  fuse  could  scarcely  have  blown  under  60 
amperes. 

(  To  be  concluded  in  Xo.  Sj.) 
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SOME  ASPECTS  OF  NAVAL  ADMINISTRATION  IN 
WAR,  WITH  ITS  ATTENDANT  BE- 
LONGINGS OF  PEACE.* 

Bv  Rear-Admiral  G.  E.  Belknap,  U.  S.  N. 


Mr.  President  and  Gentlemen  of  the  College: 

I  appear  before  you  this  morning,  by  request,  to  read  a  paper 
on  the  subject  of  "  Naval  Administration  in  Time  of  War,"  a 
subject  difficult  to  handle,  from  the  fact  that  its  fullest  considera- 
tion would  perhaps  imply  a  too  free  discussion  at  this  official 
place  of  Department  conclusions,  methods,  and  orderings;  and 
if,  at  times,  I  seem  to  stray  outside  the  topic  proposed,  I  but  be- 
speak the  indulgence  given  the  parson  when  he  wanders  away 
from  his  text. 

Precisely  what  interpretation  to  put  on  the  phrase  "  Naval  Ad- 
ministration in  Time  of  War,''  is  an  open  question.  Wherefore 
I  beg  that  I  may  change  the  wording  of  the  topic  considered  to 
this — "  Some  Aspects  of  Naval  Administration  in  War,  with  its 
Attendant  Belongings  of  Peace";  for  this  paper  will  be  discur- 
sive, historic,  and  reminiscent,  rather  than  pertaining  to  depart- 
mental methods  and  the  administrative  incidents  of  ships  and 
fleets. 

The  very  able  and  instructive  paper  on  naval  administration — 
read  before  the  Naval  Institute,  at  Annapolis,  in  1888,  by  Admiral 
Luce — is  doubtless  on  the  shelves  of  the  college  library,  a  work 
of  such  thoroughness  and  grasp  that  it  would  be  a  matter  of  su- 
pererogation to  go  over  the  same  ground  again.  And  if,  in  this 
paper,  I  seem  to  differ  on  one  or  two  points  from  the  conclusions 

*  Lecture  delivered  at  U.  S.  Naval  War  College,  July  30,  1897. 
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of  my  distinguished  friend,  the  founder  and  first  president  of  this 
institution,  he  will,  I  am  sure,  receive  with  indulgence  such  dif- 
ferences frankly  expressed. 

Let  me  premise  here  that  the  bedrock  of  a  naval  service  is 
organization;  its  soul,  honor;  its  necessity,  subordination;  its  de- 
mand, courage;  its  inspiration,  love  of  country;  its  crown,  honor. 
Wise  administration  blends  all  these  into  one  harmonious  whole, 
and  makes  it  an  arm  of  the  national  defense,  superb  in  its  ideal, 
chivalric  in  devotion,  and  invincible  in  endeavor.  To  what  ex- 
tent our  naval  organization  and  the  administration  of  its  affairs 
have  attained  to  such  excellence  must  be  determined  by  our  owi 
conceptions  and  experiences,  present  needs  and  conditions,  and 
by  what  has  gone  before. 

We  are  inclined,  in  our  individual  lives  and  personal  affairs, 
to  look  upon  our  own  geese  as  all  swans,  but  when,  as  service 
men  and  free-handed  critics,  we  look  about  us  and  abroad,  con- 
trasting the  admiralty  doings  of  other  peoples,  we  are  prone  to 
think  that  other  nations  possess  the  swans  of  naval  administration 
and  excellence,  while  we  at  times  but  gather  in  the  geese.  Yet  if 
we  read  the  chronicles  and  histories  of  the  past,  whether  pertain- 
ing to  our  own  or  foreign  services,  do  we  not  find,  on  the  whole, 
that  in  naval  administration  the  mistakes  and  shortcomings  of  the 
modern  naval  world  can  by  no  means  be  all  laid  at  our  doors? 

We  are  ai)t,  indeed,  to  look  upon  the  British  Admiralty,  its 
constitution  and  management,  as  being  superior  to  the  organiza- 
tion of  our  Xavy  I)ei)artment  and  its  systems  of  administration, 
but  when  we  carefully  consider  the  different  conditions  of  na- 
tional environment  an<l  j^olitical  aim  that  demand  our  attention, 
do  we  not  generally  conclude  that  each  country  best  understands 
the  genius  of  its  own  ])e()i)le,  and  in  every  phase  of  naval  org^n- 
izati(^n  and  effort  adapts  itself  accordingly? 

In  a  certain  sense  it  is  not  far-fetched  to  regard  Great  Britain 
as  the  one  ])ower  wiiose  commercial  supremacy  and  sea-demand 
require  that  the  work  of  her  admiralty  shall  at  all  times  be  on 
lines  of  substantial  naval  administration  in  time  of  war.  In  such 
light,  if  we  but  keep  our  eyes  open,  we  may  draw,  to  our  instruc- 
tion and  advantage,  lessons  of  both  success  and  failure.  Xor 
may  we  forget  that  the  prej'idices  and  jx^litical  bent  of  our  people 
look  askant  at  all  forecasts  of  naval  administration  in  the  light 
of  war  being  imminent  or  actually  upon  us. 
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A  body  of  your  professional  knowledge  hardly  needs  to  be 
reminded  that  Great  Britain  maintains  two  great  fleets  in  Euro- 
pean waters — those  of  the  Channel  and  the  Mediterranean — 
fitted  and  equipped  in  all  respects,  or  supposed  to  be,  for  instant 
battle  service  in  whatever  waters  required.  Those  fleets,  made 
up  of  battleships,  protected  cruisers,  torpedo  boat  destroyers, 
toq^edo  boats,  gunboats,  swift  dispatch  vessels,  and  transports, 
form  the  basis  of  England's  sea  power;  and  the  aim  of  her  ad- 
miralty, not  always  effective,  is  to  hold  them  at  every  moment 
of  time  up  to  the  standard  of  readiness  and  fighting  efficiency, 
without  relaxation  of  effort  in  anvwise. 

In  addition  to  these  fleets,  you  will  recollect  that  in  January, 
1896,  a  squadron  composed  of  two  battleships,  four  cruisers,  and 
six  torpedo  boat  destroyers,  was  suddenly  commissioned  for 
special  service  under  the  command  of  Rear-Admiral  Dale.  That 
squadron  was  mobilized  and  made  ready  for  sea — or  reported  to 
be  ready,  if  my  memory  serves  me  right — in  six  days.  The 
British  people,  with  pardonable  glow,  took  great  pride  in  such 
trumpeted,  such  intended  dramatic  achievement,  while  the  press 
of  the  '*  tight  little  island  "  vaunted  with  natural  exaggeration 
such  significant  demonstration  of  England's  readiness  for  grim 
work  at  sea.  The  date  of  such  incident  of  naval  alertness  corre- 
sponded with  England's  flame  of  exasperation  at  the  tenor  of 
Mr.  Cleveland's  pregnant  message  to  Congress,  a  few  days  before, 
with  regard  to  the  Monroe  Doctrine  and  its  application,  not  only 
to  Venezuela,  but  to  all  the  states  m  general  on  this  continent. 

When  telegraphic  announcement  was  made  of  the  hurried 
commissioning  of  that  squadron,  a  reporter  of  a  Boston  news- 
paper called  at  my  home  and  begged  to  know  what  I  thought 
the  assemblage  of  the  squadron  meant,  and  its  destination.  I 
replied  that,  in  view  of  England's  anger  at  the  President's  mes- 
sage, such  special  naval  demonstration  was  possibly  intended  as 
a  threat  against  the  United  States,  or  as  a  notice  to  Kaiser  Wil- 
liam— the  Queen's  British-hating  grandson — to  keep  his  hands 
off  from  the  complications  in  the  Transvaal;  but  if  the  squadron 
sailed  under  sealed  orders,  I  would  not  be  at  all  surprised  if  it 
was  next  heard  from  at  Bermuda. 

Within  forty-eight  hours  after  the  publication  of  such  expres- 
sion I  received  an  anonymous  letter  from  Philadelphia,  couched 
in  very  bitter  language,  asking  how  I  could  know  anything  about 
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the  purposes  of  that  squadron  and  its  destination  when  Admiral 
Dale  himself  did  not  know. 

Xo  reply  could  be  made,  of  course,  to  a  person  who  was  not 
man  enough  to  avow  his  name  or  address;  but  Whittaker,  good 
British  authority,  tells  us  in  his  almanac  for  this  year  that  the 
chief  naval  event  of  1896  was  the  *'  sudden  commissioning  in 
January,  when  difficulties  appeared  to  be  imminent  with  Ger- 
many and  the  United  States,  of  a  particular  service  squadron 
under  the  command  of  Rear-Admiral  Dale."  Hazell's  Annual 
gives  substantially  the  same  reason  for  England's  action. 

My  purpose  in  recalling  to  your  recollection  such  naval  move- 
ment is  to  bring  before  you,  with  unmistakable  emphasis,  the 
fact  that  the  particular  service  squadron,  intended  by  its  dra- 
matic assemblage  to  impress  the  United  States  and  Germany — 
as  well  as  the  rest  of  the  world — with  England's  might  of  prep- 
aration and  elastic  facilitv  for  instant  mobilization  of  her  fleets, 
was  really  in  no  condition  of  trustworthiness  and  efficiency  to 
])roceed  abroad  for  war  service;  for,  as  the  days  went  by,  it  was 
found  that  ship  after  ship  needed  dockyard  resort  and  extensive 
dockyard  treatment,  before  they  could  be  regarded  as  in  fit  con- 
dition of  equipment  and  repair  to  proceed  on  any  prolonged  ser- 
vice whatever.  Such  showing,  slowly  revealed,  called  forth  pun- 
f^eiit  criticisms  of  some  of  the  service  papers  of  England,  and 
doubtless  bred  smiles  and  grimaces  in  the  cabinets  of  Paris, 
IJerlin,  and  St.  IVtersburg.  It  is  needless  to  add  that  such  spec- 
tacular sfjuadn^n  never  sailed:  England,  after  a  brief  space  of 
disgruntlemcnt  and  tlireat,  calmed  down;  the  ships  were  dispersed 
in  difTercnt  directions,  when  thev  had  been  made  reallv  effective, 
and  Admiral  Dak*  was  ordered  to  haul  down  his  flag  and  come 
on  shore. 

It  is  pertinent  here  to  cite  the  furtlier  fact  that  the  annual  ma- 
Uicuvres  of  the  l>riiish  Channel  fleet  in  home  waters,  skilfully 
and  ablv  conducted  as  thev  have  l)een,  under  conditions  as  closelv 
akin  to  the  demands  of  war  as  possihk',  have  (Hsclosed  faults  of 
design  and  construction,  of  connniniication  and  supply,  of  sea- 
worthiness and  of  liandling.  which  I'jigland's  great  naval  ex- 
penditure, the  mriring  efforts  of  her  well-organized  admiralty. 
and  the  undoul)te(l  experience  and  ability  of  her  sea  officers  have 
not,  as  yet,  been  able  to  overcome  or  eliminate. 

The  lesson  we  may  gather  from  such  showing  is  that  naval 
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constructors,  marine  engineers,  and  sea  officers  of  inventive  bent, 
may  conceive  hulls,  design  machinery,  and  father  appliances, 
which  in  accordance  with  the  rules  of  mathematical  formulae, 
promising  curves,  metacentric  heights,  and  mechanical  dogma, 
may  seem  to  them  perfect  and  therefore  incontrovertibly  correct; 
but  that  the  ocean,  with  its  fickle  moods,  varying  conditions,  and 
ruthless  tests  of  sudden  gales  and  blasting  seas,  but  too  often 
tosses  aside,  with  nature's  scorn,  the  conceptions  and  deductions 
of  men,  which  in  mold-loft  and  shipyard,  in  drafting  room  and 
machine-shop,  in  club  and  cabin,  look  so  fair  and  promising. 

It  is  a  trite  saying  in  the  service  that  "  you  never  know  a  man 
until  you  sail  with  him."  So,  too,  despite  oft-mistaken  theory, 
mathematical  demonstration,  and  professional  observation,  you 
never  know  what  a  ship  will  do  at  sea  until  old  Neptune  has 
pHed  his  buffeting  hand  and  given  the  verdict  of  his  finding  as 
to  her  qualities,  and  the  seal  of  his  approval  or  disapproval  as  to 
her  merits  or  demerits. 

I  am  reminded  here  of  the  story  of  the  Pawnee,  which  vessel 
did  such  excellent  service  in  inland  waters  in  rebellion  davs.  She 
was  built  during  the  closing  years  of  Mr.  Buchanan's  adminis- 
tration. Mr.  Griffith,  her  designer  and  contractor,  had  proved 
to  his  own  satisfaction,  by  mathematical  formulae  and  shipbuild- 
ing experience,  that  with  her  double  bilges,  like  the  rear  of  the 
commandant's  house  at  Boston  Navy  Yard,  great  beam  and  light 
draft,  she  would  make  the  steadiest  gun  platform  ever  devised  for 
sea  use;  that  her  motion  would  be  so  slight,  so  easy  and  steady, 
that  the  veriest  landlubber  who  ever  paid  tribute  to  old  ocean 
could  never  get  seasick  on  board  her. 

The  Department,  impressed  by  his  ideas,  and  possibly  with  an 
eye  to  political  effect,  allowed  Mr.  Griffith  to  build  the  ship, 
under  the  provisions  of  law  and  contract.  In  due  course  she 
was  ready  for  her  trial  trip.  With  light  heart  and  unabated  con- 
fidence, Mr.  Griffith  embarked,  to  demonstrate  his  conquest  of 
the  vagaries  of  the  sea,  as  conceived  in  the  dreams  of  his  ship- 
building soul  and  embodied  in  the  Pawnee's  double  bilges.  Com- 
modore Pendegrast,  the  commandant  of  the  Navy  Yard,  Phila- 
delphia, a  distinguished  officer  of  his  day,  accompanied  him,  as 
well  as  the  naval  constructor  at  that  station,  and  other  person- 
ages not  altogether  ignorant  of  salt-water  surprises.  All  went 
merry  as  a  marriage-bell  while  going  down  the  Delaware,  but  no 
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sooner  had  the  ship  got  outside  the  ca{>es  than  a  gale  of  wind 
overtook  her,  and  before  the  party  on  board  could  fully  take  in 
the  fact,  a  heavy  ground-swell  sea  was  making,  which  in  a  twink- 
ling threw  the  designer  and  cannot-roll  theorist,  Mr.  Griffitli*  into 
the  lee  scuppers,  which  he  was  but  too  glad  to  seek,  for  namdess 
relief.  The  naval  constructor  fared  no  better,  and  even  the  salt- 
seasoned  old  commodore  and  veteran  petty  officers  and  seamen 
had  to  acknowledge  that  their  legs  and  stomachs  had  never  en- 
countered such  astonishing  tests  before.  The  launch,  secured  on 
deck  amidships,  was  torn  from  her  lashings  and  hurled  from  her 
cradle  by  the  quick,  violent  motion  and  jerky  rolling  of  the  dnp, 
and  everything  movable  was  tossed  and  thrashed  about  in  the 
same  exceptional  way. 

When  I  entered  the  service  in  1847,  ^^^  naval  elephant  in  evi- 
dence and  supreme  demonstration  of  the  fallacy  of  theory  akme 
was  the  steamer  Alleghany.  She  was  an  iron  paddle-wheel  vessd, 
built  on  the  designs  and  under  the  supervision  of  Conunandcr 
William  T.  Hunter  of  the  Navy.  Her  paddle-wheels  were  fitted 
horizontally  into  recesses  of  the  ship's  hull  below  the  water  fine. 
Hunter's  idea  was  to  protect  the  wheels  from  the  enemy's  shots, 
but  the  backwater  in  the  confined  recesses  and  the  boring  effect 
of  the  shafts  upon  the  lower  bearings  made  short  work  of  his 
theorv'.  Hardly  more  than  five  knots  could  be  got  otit  of  the 
vessel  under  average  conditions,  and  constant  repairs  of  lower 
shaft  bearing  were  necessary.  After  continued  experiment, 
at  great  expense,  she  was  converted  into  a  receiving  ship  at 
F>altimore. 

Fourteen  years  later,  under  the  demands  of  administrative  and 
service  need  in  time  of  war,  Chief  Constructor  Lenthall,  the  ablest 
naval  constructor  of  his  day  in  our  service,  affirmed  that  tfie 
Monitor  class  of  vessels,  designed  and  submitted  by  Mr.  Erics- 
son, was  an  absurdity  and  would  not  float.  The  tests  of  sea  and 
battle  under  grimmest  conditions  made  Mr.  Lenthall  acknowl- 
tclfii^e  that  his  pronouncement  had  been  wrong.  His  convar- 
sion.  indeed,  from  his  original  decision  against  the  Monitor  type 
was  so  frank  and  complete  that  the  Monadnock,  built  on  pUm 
and  lines  of  his  sanction  by  Constructor  Wm.  L.  Hanscom, 
j)r()ve(l  to  be  the  best  vessel  of  her  class  constructed  during*  Ae 
war  or  since.  In  battle  her  superior  merit  was  clearly  sluiwn; 
in  peace,  her  voyage  from  the  Atlantic  to  the  Pacific,  through 
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the  Straits  of  Magellan  to  San  Francisco,  attested  beyond  ques- 
tion her  prime  seagoing  qualities— qualities  that  cannot  be  suc- 
cessfully challenged  at  this  day.  And  let  it  be  noted  that  no 
abomination  in  the  form  of  superstructures  blocked  sweeping 
seas  and  burdened  her  deck. 

On  the  other  hand,  Captain  Coles  of  the  British  Navy,  who 
had  designed  and  supervised  the  construction  of  the  ill-fated 
Captain,  in  face  of  admiralty  disapproval  but  by  Parliamentary 
consent,  went  down  in  the  ship,  giving  his  life  in  that  tragic  way 
to  a  theory  of  construction  his  fellows  had  condemned. 

But  you  may  ask  what  has  all  this  to  do  with  naval  administra- 
tion in  time  of  war?  My  answer  is  that  the  Navy  Department 
was  organized  for  war;  that  it  can  never  divest  itself  of  that 
quality;  that  whatever  it  does,  the  possibilities  and  contingen- 
cies of  war  are,  and  must  ever  be,  its  prime  concern;  that  the 
work  of  peace  is  but  preparation  for  war  in  its  every  phase  and 
incident;  that  to  know  this  to  best  advantage  is  to  be  informed 
as  to  the  mistakes  of  the  past,  and  to  act  accordingly. 

This  naval  station,  which  comprises  within  its  limits  and  con- 
trol the  three  institutions  of  the  Training  Station  for  apprentices, 
the  Torpedo  School  and  Station,  and  the  War  College,  is  a  sig- 
nificant illustration  of  war  effort.  The  Government  has  not 
only  educated  the  officers  in  command  and  in  attendance  here 
to  the  art  of  war  as  it  must  be  practiced  on  the  sea,  but  it  has 
sent  you  here  to  enlarge  and  perfect  your  education  on  special 
and  technical  lines,  which  the  continued  discoveries  of  science, 
the  genius  of  invention,  the  restless  activity  of  the  age  in  every 
direction  of  enterprise  and  endeavor,  and  the  rivalry  and  deter- 
mination of  the  naval  powers  to  grasp  and  possess  the  completest 
and  best  of  the  destructive  constructions  and  appliances  that  the 
brain  of  man  devises  for  war's  dire  work,  make  necessary  for 
you  to  know  and  enable  you  to  meet. 

Nor  need  I  remind  you  that  every  vessel  of  war  we  send 
abroad  to  defend  our  flag  and  to  represent  the  dignity  of  the 
nation  on  the  high  seas  or  in  foreign  ports  carries  within  her 
stout  hull  and  the  strong  hearts  of  her  officers  and  men  the 
means  and  ultimatum  of  war,  for  exercise  and  showing  when- 
ever occasion  may  make  demand  for  them.  If  they  do  not,  then 
the  money  the  country  has  expended  on  them  has  been  expended 
in  vain,  and  naval  administration  has  been  sorely  at  fault.  There 
19 
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can  be  no  better  maxim,  indeed,  as  to  naval  policy  than  this: 
administer  department  affairs  as  though  engaged  in  war.  Not 
indeed  on  the  scale  demanded  by  actually  present  hostilities, 
but  in  scope  and  conduct  vital  to  thorough  preparation  and 
undoubted  efficiency — to  the  avoidance  of  the  hurly-burly  and 
waste  that  war  bursting  unexpectedly  upon  a  country  invariably 
engenders.  In  brief,  to  so  administer  naval  affairs  in  peace  that 
simple  expansion  of  organization  and  method  will  alone  be  nec- 
essary to  meet  the  conditions  imposed  at  the  first  tap  of  war's 
dread  drum.  But  we  know  that  with  us  such  policy  is  almost 
impossible,  for  under  our  form  of  government  and  its  ramifica- 
tions of  political  power  many  constituencies  and  special  inter- 
ests bitterly  oppose  all  expenditures  for  naval  and  military  pur- 
poses; and,  from  the  conditions  and  outlook  of  a  score  of  ^ears 
ago,  the  wonder  is  that  we  now  stand  as  well  as  we  do  as  a  naval 
power.  On  the  other  hand,  if  we  look  with  straight-eyed  cand(^ 
and  in  the  spirit  of  judicial  examination  into  departmental  man- 
agement during  the  past  one  hundred  years — ^which  practically 
covers  our  naval  life  as  a  nation — and  the  results  that  have  been 
achieved,  we  cannot  but  admire  the  general  administration  of 
affairs  that  has  brought  so  much  prestige  to  the  country  and 
such  splendid  illumination  of  the  flag,  which  it  is  your  rare  for- 
tune to  continue  to  bear  abroad  as  its  custodian  on  the  sea  and 
as  the  staunchest  defenders  of  its  honor.  But  do  not  forget  that 
such  administrative  effort  was  made  possible  by  the  splendid 
work  of  the  matchless  seamen  who  have  gone  before  us. 

When  we  reflect  that  our  system  of  education,  training,  and 
administration  has  given  to  the  age  a  Mahan,  who  by  his  histo- 
ries, begun  at  this  college  as  a  series  of  lectures,  has  so  pro- 
foundly impressed  the  world,  and  especially  Great  Britain,  as 
to  the  supreme  influence  of  sea  power  as  a  determining  factor 
in  the  relations  of  the  maritime  powers  toward  one  another,  we 
may  well  say  that  in  certain  aspects  we  are  content.  To-day 
Mahan's  name  and  the  story  of  England's  achievements  on  the 
sea,  so  strikingly  set  forth  by  his  able  pen  and  brilliant  scholar- 
ship, are  more  potent  in  the  British  Parliament  for  naval  chief- 
tains to  conjure  with,  in  support  of  measures  to  increase  the 
dominance  of  the  British  Navy,  than  the  voice  and  arguments 
of  any  living  Englishman.  I  do  not  know,  indeed,  but  that  our 
distinguished  fellow-alumnus  of  Annapolis  should  be  court-mar- 
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tialed  for  furnishing  such  aid  and  comfort  to  our  English  cousins 
in  their  effort  to  maintain  their  supremacy  on  the  sea — a,  su- 
premacy that  we  must  always  regret  and  which  we  should  always 
resent. 

I  wonder  what  the  amiable  Cockbum,  who  in  1814,  as  a  British 
admiral,  took  the  Speaker's  chair  at  the  National  Capitol,  and 
after  putting  the  question,  "  Shall  this  snug  harbor  of  democ- 
racy be  destroyed?"  gleefully  ordered  the  torch  to  be  applied — 
would  have  said  could  he  have  foreseen  that,  before  the  century 
closed,  the  dictum  of  a  Yankee  naval  captain,  as  regards  the 
British  Navy,  would  be  so  eagerly  listened  to  and  so  closely  fol- 
lowed. It  is,  indeed,  a  happy  fact  that  democracy  has  bred  on 
this  soil  neither  an  Admiral  Cockbum  nor  a  Hudson  Lowe,  both 
of  infamous  memory.  England  is  quite  welcome  to  men  of  that 
sort — the  products  of  her  naval  and  military  training  and  admin- 
istrative methods,  which  of  old  were  akin  to  mercilessness. 

No  graver  problems  of  difficulty  and  discouragement  ever  con- 
fronted the  naval  administration  of  any  nation  than  our  Navy 
Department  had  to  meet  in  the  early  days  of  1861,  when,  after  a 
rudderless  drifting  of  some  four  months  toward  the  rapids  of 
destruction,  the  country  found  itself  involved  in  civil  war.  Up 
to  that  period  the  organization  and  administration  of  the  Depart- 
ment had  been  of  the  simplest  character.  Its  personnel  was 
mostly  civilian.  Aside  from  the  then  five  chiefs  of  bureau,  three 
of  them  of  the  line,  standing  for  the  military  branch,  there  were 
hardly  more  than  half  a  dozen  other  officers  on  duty  in  the 
various  offices.  The  office  of  detail  was  unknown.  The  Secre- 
tary  and  the  chief  clerk  attended  personally  to  all  matters  con- 
cerning the  personnel  of  the  service,  the  selection  of  the  officers 
for  their  varied  duties  afloat  and  ashore,  and  conducted  the 
chief  correspondence  pertaining  thereto.  Nor  did  the  incessant 
demand  of  the  war,  and  the  overwhelming  work  it  imposed 
seven  days  in  the  week,  and  often  throughout  the  nights,  dur- 
ing four  long  years,  seem  to  make  it  necessary  to  increase,  to 
any  marked  extent,  the  purely  naval  branch  of  the  Secretary's 
staff.  True,  the  office  of  detail  was  established,  and  the  office  of 
Assistant  Secretary  created  the  moment  it  was  seen  that  great 
naval  expansion  would  be  imperative,  for  effective  operations 
against  the  insurgents,  and,  possibly,  against  a  foreign  foe.  In 
July,  1862,  the  Bureaus  of  Navigation,  of  Equipment  and  Re- 
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cruiting,  and  of  Steam  Engineering,  established  by  Congress, 
took  from  the  other  bureaus  created  twenty  years  before,  some 
of  their  powers  and  duties,  but  such  additional  division  and 
ramification  of  administration  did  not  much  increase  the  person- 
nel of  the  Department,  especially  as  regarded  the  officers  of  the 
service,  whether  of  line  or  staff. 

Now,  when  we  consider  the  task  of  the  Department  in  1861, 
the  obstacles  it  had  to  overcome,  the  work  it  had  to  do,  and  the 
results  it  achieved,  it  must  be  admitted,  I  think,  that  on  the 
whole  our  naval  administration  during  the  four  eventful  and 
remorseless  years  that  followed  could  hardly  have  been  bettered. 
And  in  such  light,  such  showing,  we  may  well  take  lessons  for 
future  administrative  work  in  time  of  war. 

But  let  us  not  forget  how  fortunate  it  was  for  the  service  and 
the  country  that  the  Secretary  of  the  Navy  at  that  momentous 
period  was,  as  a  former  chief  of  bureau,  not  unfamiliar  with  naval 
affairs  and  had  large  acquaintance  with  navy  men;  that  the 
Assistant  Secretary,  who  had  resigned  his  naval  commission  a 
few  years  before  to  take  up  civil  pursuits,  was  thoroughly  cog^- 
zant  of  service  thought  and  nautical  possibilities,  as  well  as  the 
standing  and  temperament,  idiosyncrasies  and  limitations  of  his 
old  associates,  which,  together  with  the  equal  knowledge  pos- 
sessed by  the  detail  officer — now  for  the  first  time  recognized  as 
a  necessity  and  clothed  with  authority — made  it  easy,  and  gen- 
erally without  mistake,  to  select  officers  for  assignment  to  the 
duties  they  were  deemed  best  fitted  to  perform,  whether  in  com- 
mand of  fleets  or  ships,  or  on  other  service  of  whatever  char- 
ac?ler. 

In  the  midst  of  the  most  stressful  period  of  the  war,  old  offi- 
cers of  the  Navy  said  to  Mr.  Welles,  "  Why  don't  you  relieve 
yourself  of  some  of  these  killing  details  of  wcn^k  and  CM'ganize 
a  board  with  powers  akin  to  those  of  the  British  Admiralty?" 
"  No,"  said  Mr.  Welles,  "  the  law  and  the  confidence  of  the  Presi- 
dent make  me  responsible.  Members  of  boards  form  conflict- 
ing opinions  and  sometimes  block  action.  Such  system  would 
not  do  for  us,  especially  at  this  juncture.  I  am  open  to  fact 
and  argument.  When  all  are  laid  before  me,  I  can  on  the  instant 
consider  carefully  and  decide  intelligently,  and  be  prepared  to 
justify  my  action."  The  Secretary  was  right.  Commissions 
and  boards  are  a  snare.     In  great  executive  spheres  and  po^n- 
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tions  of  prime  responsibility,  particularly  in  naval  or  military 
affairs,  the  one-man  power,  under  the  law,  is  necessary,  if  we 
would  have  efficient  working  and  desired  results.  Three  cap- 
tains of  a  ship  would  make  short  and  destructive  work  of  dis- 
cipline and  purpose,  though  in  these  leveling  days,  tending 
toward  insubordination,  much  in  that  line  is  suggested  and  some- 
times attempted. 

Said  General  Logan,  in  reminiscent  talk  of  incidents  of  his 
service  in  the  field:  "General  Grant  would  call  a  council  of  war, 
listen  silently  in  bent,  contemplative  mood  to  all  we  had  to  say, 
and  then  dismiss  the  council  without  having  said  a  word  as  to 
what  he  intended  to  do.  The  first  intimation  we  would  get 
of  his  decision  would  be  embodied  in  orders  for  our  execution, 
as  likely  as  not  to  be  in  utter  variance  with  the  opinions  we  had 
expressed.  We  didn't  like  it  altogether,  but  we  knew  we  must 
obey." 

So,  too,  Farragut,  when  he  called  his  captains  together  before 
his  first  brilliant  work  on  the  lower  Mississippi,  and  a  captain  rose 
from  his  chair  to  depict  the  difficulties  of  the  proposed  opera- 
tons  and  to  advise  against  them,  the  dauntless  old  Viking  broke 
in  with  these  words,  "  Gentlemen,  I  have  not  invited  you  here 
to  consult  you  as  to  the  feasibility  of  the  proposed  attack  and 
passage  of  the  forts.  My  mind  is  made  up  on  that  head  and  the 
attack  will  be  made;  any  suggestions  you  can  make  as  to  the 
best  means  of  forwarding  that  movement  will  be  gladly  received; 
I  can  entertain  none  other."  Ah!  that  is  the  sort  of  men  we 
want  Annapolis  and  Newport  to  turn  out.  A  man  who  knows 
his  own  mind,  has  the  courage  of  his  convictions,  believes  in 
himself,  and  in  the  loyalty,  devotion,  and  intrepidity  of  the  officers 
and  men  he  commands  under  any  circumstances  of  peace  or  war. 
An  officer  whom  to  know  is  to  love,  whose  subordinates,  in  their 
great  trust  and  supreme  devotion,  will  follow  to  the  death  I 

I  must  confess  my  regret  that,  in  his  lectures  here,  Mahan 
did  not  draw  more  upon  the  incidents  of  naval  valor  and  achieve- 
ment from  the  history  of  his  own  country.  Strategic  movements 
upon  land  and  the  controlling  efforts  of  fleets  on  the  sea  are,  in 
my  judgment,  utterly  and  entirely  indifferent.  And,  as  an  Amer- 
ican, grateful  to  France  for  what  she  did  for  us  in  the  Revolu- 
tion, I  wish  that  Nelson  might  have  met  at  Trafalgar — not  a 
Villeneuve,   with   his   hesitating  Spanish   ally,  his   half-hearted 
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captains  and  seasick  crews,  but  an  officer  of  Farragut's  dash  and 
determination,  supported  by  such  able  and  intrepid  captains  and 
officers  and  battle-seasoned  seamen  and  marines,  whose  valorous 
work  in  gulf,  bay  and  river,  led  by  our  great  admiral,  make  such 
glowing  pages  in  our  naval  annals.  Those  gallant  souls  would 
have  counted  it  a  great  joy  to  meet  British  seamen  under  like 
circumstances  and  show  them  the  difference  between  Gallic  and 
Yankee  webfoots. 

When  the  Southern  politicians  engineered  their  schemes  for 
breaking  up  the  Union  they  took  but  small  account  of  the  Navy, 
what  it  could  do  in  the  event  of  hostilities.  Nor  did  the  South- 
em  officers  who  threw  up  their  commissions  show  much  keener 
perception.  They  had  not  yet  learned,  after  all  their  associa- 
tion, to  know  the  fibre  of  their  Northern  brothers,  and  what  an 
aroused  people,  full  of  the  instincts  of  the  sea,  could  do  when  con- 
fronted by  a  great  emergency.  For  three  months  after  the  tide 
of  secession  had  set  in,  our  officers  and  men  serving  abroad  did 
not  know  from  week  to  week  whether  they  had  any  longer  a 
government.  The  country  had  but  forty-two  ships  of  war  in 
commission  of  all  rates,  and  all  having  among  the  officers — ^nevcr 
among  the  seamen — some  who  meant  to  throw  up  their  com- 
missions the  moment  they  could  do  so.  Officers  at  home — both 
of  the  Navy  and  Army — were  sending  in  their  resignations  and 
hurrying  South  from  day  to  day,  while  timid  souls,  weak-kneed 
politicians,  and  other  frightened  folk,  losing  their  heads,  begged 
for  a  policy  that  would  save  the  land  from  bloodshed— even  to 
the  acknowledgment  of  the  Confederacy.  Meanwhile,  British 
statesmen  of  the  Palmerston  and  Russell  type  not  only  laughed 
in  their  sleeves,  but  openly  sneered  at  the  day  of  Yankee  dis- 
comfiture and  the  death-stroke  to  the  Great  Republic  which  had 
come,  as  they  thought,  and  they  felt  happy.  The  press  mag- 
nates and  magazine  seers  of  England  took  up  the  notes  of  jubi- 
lation, and  soon,  with  great  satisfaction  to  themselves,  blotted 
us  out  as  a  nation  and  established  from  three  to  five  confed- 
eracies out  of  the  territory  of  the  United  States.  But  the  echoes 
of  Moultrie's  g^ns  and  the  reverberations  of  Sumter's  reply  had 
hardly  died  away  before  the  entire  North  sprang  up  as  if  pos- 
sessed with  one  souU  and  said  "  This  thing  shall  not  be!"  Across 
the  seas  and  continents  flashed  the  tidings,  stirring  the  world 
with  sensations  it  had  not  known  since  the  outbreak  of  the  French 
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Revolution.  Our  citizens  abroad  dropped  their  business  and 
hurried  homeward  to  do  their  duty  in  defense  of  the  flag,  and, 
swelling  the  tide  of  patriotic  ardor,  came  hastening  from  every 
sea  the  officers  and  men  from  our  then  incomparable  merchant 
marine,  eager  for  navy  training  and  service  afloat  against  the 
enemy. 

Then  came  a  great  triumph  for  our  system  of  naval  administra- 
tion— its  elasticity  for  preparation  in  emergency  and  its  effec- 
tiveness for  war.  Mr.  Secretary  Welles  at  once  called  about 
him  some  of  the  ablest  and  most  experienced  officers  of  the  day 
to  consider  the  situation,  formulate  a  policy,  indicate  plans  of 
operation,  and  fix  upon  the  best  and  speediest  means  for  the 
building  of  new  ships,  the  purchase  of  merchant  vessels  and  their 
conversion  into  cruisers  and  blockaders,  the  recruitment  of  offi- 
cers and  men  and  the  means  for  their  training,  and  the  many 
other  incidents  of  service  needs  and  details  of  supply  that  naval 
operations  in  war  would  require. 

Those  matters  duly  considered  and  determined  upon,  the  offi- 
cers consulted  were  dispersed  to  different  points  to  carry  out, 
with  the  aid  of  eminent  persons  in  civil  life,  the  measures  agreed 
upon.  Under  such  illumination  of  purpose  and  with  masterful 
grasp  of  the  difficulties  to  be  overcome,  and  an  energy  and  ver- 
satility of  effort  and  direction  never  surpassed  in  the  world's 
greatest  epochs,  the  little  nav}',  despite  the  temporary  demorali- 
zation it  had  suffered  through  the  desertion  of  many  of  its  ablest 
officers,  was  soon  expanded  into  a  great  service  of  frigates  and 
ironclads,  heavy  and  light  sloops-of-war,  gunboats  and  supply 
vessels,  of  more  than  six  hundred  pennants,  and  a  personnel  of 
some  seventy  thousand  officers  and  men.  The  officers  and  men 
who  had  volunteered  from  the  merchant  service,  trained  to  the 
habits  of  the  sea,  soon  became,  under  special  instruction  and 
drill  at  schools  established  at  the  navy  yards  and  stations,  and 
through  service  afloat,  staunch  men-of-war's  men — who  were 
heard  from,  to  their  great  credit  and  valiant  bearing,  in  every 
naval  battle  of  the  war,  as  well  as  in  the  burdensome,  harassing 
duties  of  the  blockade,  and  every  other  incident  of  service  be- 
longing to  seamen. 

Four  squadrons  or  fleets  were  mobilized  in  briefest  time,  and 
the  extended  blockade  from  the  Chesapeake  to  the  Rio  Grande 
was  established,  before  Earl  Russell  had  grasped  the  fact  that 


276        SOME  ASPECTS  OF  NAVAL  ADMINISTRATION  IN  WAR. 

no  paper  blockade  had  ever  been  contemplated  on  this  side  of 
the  water,  of  which  alone  he  thought  the  United  States  capable. 

Fast  supply  steamers  of  great  capacity  were  fitted  out  to  tra- 
verse the  lines  of  blockade  and  distribute  fresh  provisions  and 
other  supplies  to  the  ships,  convey  officers  and  men,  including 
the  sick  and  wounded  and  prisoners,  back  and  forth,  and  to 
carry  mails  and  dispatches.  Sailing  on  fixed  dates  from  Phila- 
delphia and  New  York,  their  service  was  performed  with  the 
regularity  of  the  transatlantic  packet  service  of  this  time.  And 
when  good  lodgment  had  been  made  on  the  insurgent  coasts 
where  permanent  squadron  headquarters  could  be  established, 
the  floating  machine  shop,  the  receiving  and  hospital  ship,  the 
collier  and  ammunition  supply  vessels  speedily  followed.  And, 
in  short,  every  essential  of  supply  and  equipment  was  furnished 
with  a  marvelous  foresight  and  ready  facility  never  surpassed 
by  any  naval  power. 

Would  you  know  more  fully  what  such  accomplishment 
meant,  contrast  the  pitiful  showing  made  by  the  fleet  England 
commissioned  and  sent  to  the  Baltic  in  1854  at  the  beginning 
of  the  Crimean  war.  The  state  of  the  British  navy  and  the 
administration  of  its  admiralty  were  so  low  and  inefficient  at 
that  day  that  the  fleet,  consisting  of  fifteen  vessels — ^battleships, 
frigates,  and  paddle  steamers — was  hurried  off,  incompletely 
manned  by  crews  so  raw  and  undisciplined  as  to  be  almost  non- 
descript. One  ship,  the  Monarch,  when  reinforcements  were  to 
be  dispatched,  was  detained  some  time  because  of  the  mean 
character  of  the  crew.  It  was  reported,  indeed,  that  "scarce  a 
man  on  board  knew  a  rope."  In  all  the  ships  the  lack  of  trained 
petty  officers  and  men-of-war's  men  was  distressing  to  those  in 
command,  with  the  responsibilities  before  them. 

When  the  commander-in-chief.  Admiral  Sir  Charles  Napier, 
complained  of  such  conditions,  he  was  told  to  fill  up  his  meagre, 
untrained  complements  by  picking  up  Swedes,  Danes  and  Nor- 
wegians on  his  way  to  the  scene  of  action.  The  attempt  to 
draw  men  and  second  and  third  mates  from  English  merchant- 
men, to  make  petty  officers,  failed  utterly.  Volunteering  to  meet 
an  enemy  in  time  of  war  was  an  instinct  of  patriotism  unknown 
to  them.  Not  one  officer  from  England's  merchant  marine 
would  consent  to  serve  unless  assured  of  permanent  place  in  the 
Royal  Navy.     How  different  the  spirit  and  actions  of  the  men  and 
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officers  of  our  merchant  marine  in  1861,  as  already  noted.  The 
admiral  asking  for  gunboats  and  small  steamers,  for  operations 
in  the  shoal  waters  of  Cronstadt  and  other  points  in  the  Baltic, 
was  instructed  to  negotiate  with  the  King  of  Sweden  for  the  use 
of  his  gunboat  fleet,  and  also  to  be  allowed,  as  a  matter  of  econ- 
omy, to  hire  small  steamers  of  Swedish  subjects  for  operations 
ag^ainst  the  enemy;  but  the  King  was  too  wary  to  put  his  foot 
into  so  clumsy  a  trap,  which  would  have  made  him  an  ally  of 
England  and  an  object  of  Russia's  resentment,  to  be  reckoned 
with  sooner  or  later.  Equally  futile  was  the  admiral's  effort  to 
make  up  his  shortness  of  jtmior  officers  by  the  hiring  of  Swedish 
officers  to  serve  in  his  fleet  at  that  juncture.  What  would  have 
been  said  of  us,  indeed,  had  our  naval  administration  been  so 
inefficient  as  to  have  obliged  us  to  attempt  to  hire  foreign  officers 
to  officer  our  ships  in  rebellion  days?  What  scathing  criticisms 
would  have  come  from  John  Bull! 

Most  surprising  was  it  too,  when  regarding  it  as  absolutely 
indispensable  to  exercise  his  raw  crews  at  target  practice,  the 
admiral  was  cautioned  to  "be  careful  in  such  expenditure  of 
ammunition,  because  the  supply  of  powder  and  shot  at  home  was 
so  limited."  And  this  on  the  occasion  of  England's  last  great 
war  with  a  naval  power.  Such  grave  instance  of  maladministra- 
tion seems  almost  incredible,  when  we  know  how  perfect  in  every 
detail  and  ample  in  supply  was  our  ammunition  under  the  urgent 
demands  of  the  war  we  were  called  upon  to  wage  so  suddenly  a 
generation  ago. 

It  is  needless  to  add  that  this  expedition,  so  much  heralded  at 
the  outset,  failed  most  lamentably  in  its  object;  but  when  we  read 
Admiral  Napier's  biography  and  letters  we  must  conclude,  I 
think,  that  the  fault  lay  in  the  admiralty's  surprising  lack  of  ap- 
prehension, and  its  marked  inefficiency  in  grappling  with  the 
problem  of  war  and  its  naval  needs  for  successful  prosecution, 
rather  than  with  the  methods  of  Sir  Charles.  That  distinguished 
officer,  however,  on  his  return  to  England  from  his  ineffectual 
campaign — due  in  part,  at  least,  to  admiralty  shortcomings — was 
dismissed  from  his  command,  and  under  such  circumstances  of 
discourtesy  that  another  notable  flag  officer,  to  whom  the  fleet's 
command  was  offered,  promptly  refused  it  on  the  ground  of 
Napier's  treatment,  and  for  the  further  reason  that  "  he  would  not 
command  a  fleet  in  which  the  officers  were  set  to  criticise  their 
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admiral.^  And,  says  Xapier^s  biograpber,  ^^  It  is  a  singular,  yet 
incontrovertible  fzct  that  every  British  admiral  of  eminence,  when 
in  command  of  a  fleet,  has  been  subject  to  the  marked  enmity 
and  insult  of  the  Board  of  Admiralty."  How  close  to  the  trudi 
such  averment  is,  you  have  but  to  read  the  memoirs,  letters,  and 
biographies  of  England's  great  seamen,  among  whom  may  be 
cited  Keppel,  Lord  St.  Vincent,  Dundonald,  Hawke,  Colling- 
wood,  Napier,  and  others,  including  even  their  great  sea  king 
Lord  Nelson. 

In  our  inherited  tendency — ^nay,  birthright  as  seamen — to 
growl,  when  we  criticise  our  departmental  administration,  we 
have  but  to  look  across  the  water  to  find  doings  and  shortcomings 
in  naval  aflEairs  that  have  as  yet  found  no  place  in  our  annals — 
whether  for  corrupt  administration  or  vindictive  motive. 

Yet  our  British  kinsmen  of  the  sea  have  this  advantage  over 
us,  that  an  officer  on  the  active  list  of  the  Royal  Navy  can  take  his 
seat  in  the  House  of  Lords,  or  be  elected  to  the  House  of  Com- 
mons, and  stand  up  in  his  place  and  criticise  the  ministry  and 
their  administration,  and  denounce  what  he  r^;ards  as  admiralty 
shortcomings,  as  freely  and  fearlessly  as  any  other  member  of 
Parliament,  and  there  is  no  authority  that  can  bring  him  to  book 
for  it,  except  through  Parliamentary  procedure.  An  officer  like 
Lord  Charles  Beresford  attacks  admiralty  methods  whenever  he 
feels  like  it,  but  he  is  very  popular  among  the  English  people, 
and  the  members  of  Her  Majesty's  Government  have  profound 
respect  for  public  opinion,  especially  as  ugly  questions  put  in 
Parliament  must  be  answered. 

In  this  connection,  let  me  invite  your  attention  to  an  article 
in  the  Fortnightly  Review  for  July,  entitled  "  England  and  the 
European  Concert,"  written  by  Captain  James  N.  Gambler,  R.  N., 
an  article  that  describes  in  most  pungent  terms  the  shortcomings 
of  the  British  ministry,  in  its  dealings  with  the  Cretan  and  other 
questions  of  vital  import  to  the  British  Empire,  as  one  of  the 
great  powers  not  only  of  Europe  but  of  Asia. 

The  Queen's  age  alone  seems  to  spare  her  from  the  vrriter's 
scathing  criticisms,  but  Lord  Salisbury,  his  temperament  and 
methods,  his  indecisions  and  final  commitments,  are  dealt  with  in 
the  most  searching,  blunt-spoken,  and  contemptuous  manner. 

Were  an  officer  of  our  Navy  so  to  express  himself  with  refer- 
ence to  the  management  of  our  affairs  by  our  President  and  his 
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Cabinet,  he  would  be  speedily  brought  before  a  naval  general 
court-martial  for  violation  of  law  and  regulation;  but  should  an 
American  officer  lose  his  rights  and  privileges  as  an  American 
citizen  simply  because  he  holds  the  commission  of  his  Govern- 
ment? The  Englishman  under  no  conditions  of  place  or  station, 
circumstance  or  employment,  loses  his  birthright,  which  his  an- 
cestors sturdily  contended  for  long  before  the  days  of  King  John 
and  Magna  Charta — the  rights  of  opinion  and  of  speech — rights 
the  violation  of  which  led  Charles  I.  to  the  block. 

To  return  from  this  digression,  let  us  note  the  fact  that  in  1856, 
or  just  two  years  after  Sir  Charles  Napier  had  sailed  for  the 
Baltic  with  his  somewhat  Pinafore  array,  the  ships  of  that  fleet 
constituted  a  part  of  the  grand  naval  review  held  at  Spithead, 
preceding  the  dismemberment  of  the  fleets  that  had  been  engaged 
in  the  Crimea  and  the  Baltic.  Neither  fleet  had  accomplished 
much  in  their  operations  against  the  enemy,  but  the  combined 
force  of  twenty-two  battleships,  forty-two  frigates  and  corvettes, 
seven  floating  batteries,  and  a  large  number  of  dispatch  vessels 
and  gunboats,  manned,  as  the  Chronicle  says,  "  with  50,000 
sailors,"  made  a  splendid  showing.  Yet  from  what  we  have 
noted  on  British  authority  as  to  the  quality  of  the  crews  Admiral 
Napier  had  to  deal  with  at  the  outset,  we  may  well  question  the 
assumption  that  the  "  50,000  sailors  "  of  that  occasion  were  sea- 
men in  the  true  sense,  though  we  may  not  doubt  that  Sir  Charles 
had  "  licked  his  crews  somewhat  into  shape,"  as  the  phrase  goes, 
before  he  left  them.  The  cat  was  still  in  lively  swing  in  the  British 
service,  and  it  was  a  powerful  persuader. 

Lately  historic  Spithead  has  seen  the  greatest  of  all  its  naval 
pageants.  In  truth,  the  smoke  of  the  thunderous  salutes,  ac- 
claiming the  sixty  years'  reign  of  the  Queen  and  the  pride  and 
power  of  the  British  Empire,  has  hardly  yet  drifted  away,  while 
the  press  of  the  civilized  world  has  labored,  and  still  labors,  to 
give  adequate  voice  to  the  impressions  of  strength  and  grandeur 
which  that  vast  assemblage  of  ships,  that  weighty  display  of  sea 
power,  made  upon  all  who  had  the  rare  fortune  to  witness  it. 

That  unequaled  display  of  nearly  two  hundred  pennants, 
streaming  from  the  mastheads — if  masthead  is  not  now  a  mis- 
nomer—of battleships  and  armored  cruisers,  torpedo  gunboats 
and  torpedo-boat  destroyers,  and  other  well-equipped  craft  for 
war  purposes,  showed  at  a  glance  and  with  awesome  significance 
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what  those  sturdy  folk  of  the  British  Isles  have  accomplished  in 
the  world's  great  affairs,  and  the  pardonable  pride  they  take  in 
impressing  their  great  deeds  and  unsurpassed  achievements  on 
sea  and  land  upon  the  knowledge  and  mind  of  mankind;  but  as 
British  royalty  and  British  statesmen  looked  upon  the  short  line 
of  foreign  ships  of  war  that  were  present  to  do  honor  to  the 
Queen's  fete  and  to  the  British  nation,  there  must  have  come  a 
sigh — a  pang  of  bitterness — ^from  many  a  British  heart,  when  the 
eye  fell  upon  the  flag  floating  from  the  staff  of  tfie  Brooklyn,  lor 
that  flag  represented  the  majesty  of  a  great  people  who  had 
broken  away  from  the  thraldom  of  colonial  life  and  the  tyranny 
of  the  British  Crown,  and  made  for  themselves  a  weighty  place 
among  the  nations;  a  flag  that  stood  for  the  wresting  of  a  great 
domain  from  the  British  Empire,  and  in  significance  of  the  great- 
est defeat  in  the  annals  of  her  imperial  policies;  a  flag  which, 
despite  her  great  sea  power.  Great  Britain  must  respect,  even  to 
the  curbing  of  her  aims  and  pretensions  on  this  continent. 

The  modem  battleship,  with  her  pent-up  powers  of  destructioD 
and  wondrous  mobility,  her  intricate  mechanism  and  surprising 
adaptation  of  the  mysterious  forces  of  steam  and  electricity,  con- 
stitutes one  of  the  most  daring  conceptions  of  the  human  brain, 
among  the  greatest  conquests  of  man  over  the  secrets  of  nature. 
But  like  God's  masterpiece — man — its  parts  are  liable  to  accident, 
derangement,  and  destruction. 

Wherefore,  when,  after  the  dazzling  display  at  Spithead  the 
other  day,  a  naval  authority  alleged  that  '*  in  four  days  one  hun- 
dred and  twenty  vessels  of  that  fleet  could  be  at  Gibraltar;  that  in 
nine  days  the  Channel  fleet,  twenty-nine  strong,  could  be  at  Hali- 
fax ;  in  twenty-seven  days  at  Delagoa  Bay,  and  in  fifty-eight  days 
at  Hong  Kong,"  I  am  inclined,  in  the  light  of  experience,  to  dis- 
credit such  assumption. 

Holiday  showing  is  not  to  be  relied  upon;  such  displays  make 
no  test  of  a  ship's  efficiency  for  cruising  and  for  war.  Long  ocean 
passages,  the  encounters  of  gale  and  sea,  and  the  rollings  and 
strainings  incident  thereto  alone  determine  seaworthiness,  the 
reliability  of  machinery,  the  stability  as  to  platform  for  efficient 
use  of  the  guns,  character  of  steerage  qualities  and  ready  handling 
of  the  ship  in  the  varied  emergencies  and  demands  of  salt-water 
work. 

Since  Spithead's  great  demonstration,  the  Channel  iSeet  has 
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held  its  annual  manoeuvres,  and  from  the  reports  gathered  from 
the  newspapers  we  learn  that  the  orders  of  the  admiralty  were 
not  understood,  and  that  serious  accidents  have  caused  misgiv- 
ings as  to  the  efficiency  of  the  fleet.  Among  the  accidents  noted 
was  the  scoring  of  one  or  more  of  the  cylinders  of  the  battleship 
Mars  and  of  the  cruiser  Terrible,  incapacitating  those  ships  for 
further  present  use.  Such  chroniclings  of  misunderstanding,  ac- 
cident, and  disablement  do  not  look  like  nine-day  passages  to 
Halifax.  They  point  rather  to  inefficient  management  of  machin- 
ery and  weakness  of  parts.  Nor  do  they  compliment  the  inter- 
pretation of  admiralty  orders,  which  we  should  take  for  granted 
were  intended  to  be  as  concise  and  explicit  as  the  conditions  of 
war  and  its  surprises  ever  demand. 

England,  in  her  mighty  efforts  to  continue  her  dominance  of 
the  sea,  conducts  these  annual  manoeuvres  on  a  large  scale  and 
at  great  expense.  The  mistakes  she  makes  brace  up  her  accom- 
plished officers  and  gallant  men  to  higher  effort  and  more  ap- 
proved methods.  She  thus  helps  herself  on  professional  lines 
and  also  instructs  the  world  on  naval  needs  and  advancement. 
To  profit  by  her  experience  and  to  note  her  mistakes  with  careful 
heed  has  even  been  the  wise  policy  of  our  naval  administration, 
whether  in  peace  or  war.  Wherefore,  what  has  been  said,  I 
submit,  has  been  pertinent  to  the  subject  in  hand. 

But  I  know  no  more  instructive  illustration  of  brilliant  naval 
administration  than  Japan  displayed  in  her  recent  contest  with 
China.  Her  success  was  no  accident;  it  was  the  result  of  long 
preparation  and  thorough  organization,  well  matured  and  skilfully 
perfected. 

From  the  moment  Japan  had  fairly  entered  into  treaty  rela- 
tions with  the  Powers,  as  the  result  of  the  incomparable  diplom- 
acy of  Commodore  Perry  and  Townsend  Harris,  and  opened  her 
ports  to  intercourse  and  trade,  she  began  to  think  of  a  navy. 
And  likening  her  geographical  position  in  the  Pacific  to  that 
of  the  British  Isles  in  the  Atlantic,  she  took  for  her  inspiration  the 
island  wisdom  of  England,  and  set  forth  with  pronounced  energy 
to  become  a  naval  and  commercial  power.  She  at  once  estab- 
lished dockyards  and  schools  of  training  for  seamen  and  gunners, 
and  every  class  of  mechanic  or  artisan  needed  on  board  ships  of 
war  at  this  day.  She  also  organized  a  naval  academy  at  Tokio 
for  the  education  of  cadets,  and  arranged  with  foreign  govern- 
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ments  to  have  some  of  her  youth  received  and  trained  to  the 
naval  profession  at  their  respective  technical  schools;  nor  need 
you  be  told  that  among  the  most  honored  officers  of  Japan's  navy 
to-day  are  some  of  your  fellow-alumni  of  Annapolis. 

When,  in  1889,  I  first  visited  the  imperial  dockyard  at  Yoko- 
suka,  a  few  miles  below  Yokohama,  I  found,  to  my  surprise,  an 
establishment  and  plant  superior  in  equipment  and  completeness 
to  any  yard  we  possessed  at  that  time. 

Annually,  for  several  years  before  Japan  threw  down  the  gaunt- 
let of  war  to  her  colossal  neighbor,  the  Emperor  used  to  assemble 
the  flower  of  his  army  and  the  major  part  of  his  fleet  and  trans- 
ports on  the  shores  and  in  the  waters  of  Owari  Bay,  on  the  south- 
ern coast  of  the  Empire,  for  inspection  and  drill,  evolution  and 
manoeuvres. 

There,  attended  by  his  ministers  and  members  of  the  diplomatic 
corps,  and  other  distinguished  personages,  the  Emperor  would 
pass  a  week  in  camp  and  on  shipboard,  inspecting  and  reviewing, 
and  witnessing  the  manoeuvnes  and  evolutions  of  the  army  and 
fleet,  and  engaging  them  in  mimic  war,  pitting  the  one  against 
the  other  in  carefully  prepared  plans  of  attack  and  defense.  The 
embarking  and  disembarking  of  troops,  the  handling  of  artillery 
and  horses,  pontoons  and  ladders,  ordnance  supplies  and  in- 
trenching tools,  provisions  and  hospital  fittings,  were  among  the 
features  of  the  occasion;  and  no  detail  likely  to  be  demanded  by 
the  necessities  of  war  was  omitted.  On  the  conclusion  of  such 
annual  mancBuvreSy  all  defects  disclosed  were  immediately  remedied; 
and  so  it  came  about  that,  before  the  news  of  the  declaration  of 
hostilities  between  the  two  great  Asiatic  powers  had  reached 
London  and  Washington  by  telegraph,  the  fleet  and  army  of 
Japan  were  already  on  the  move  for  the  scene  of  operations. 

One  morning,  in  1890,  and  within  sight  of  the  spot  where  Perry 
signed  his  treaty  in  1854,  I  saw  a  special  train  from  the  dockyard 
at  Yokosuka  pull  into  the  station  at  Yokohama,  bringing  the 
officers  and  crew  for  a  new  cruiser,  then  approaching  completion 
at  a  shipyard  in  France.  As  the  detachment,  thoroughly  homo- 
geneous in  character  and  dressed  in  the  neat  uniform  of  navy 
fashioning,  left  the  train  and  fell  into  line  under  the  direction  of 
its  officers,  with  an  alertness  of  movement  and  readiness  of  exe- 
cution that  no  other  service  men  could  have  surpassed,  and 
marched  to  the  bund  to  embark  upon  a  French  steamer  bound  to 
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France,  I  was  moved  to  admiration;  and  I  wondered  what  Com- 
modore Perry  would  have  thought  could  he  have  lived  to  see 
such  incident  as  one  of  the  sigpaificant  results  of  his  masterly 
diplomacy  at  that  historic  spot,  where  all  others  before  him  had 
failed. 

I  have  said  that  Japan  likens  herself  to  England.  To  be  the 
England  of  the  Pacific  is  her  dearest  aim.  She  is  pushing  and 
ambitious,  and  wishes  to  become  a  colonial  as  well  as  a  naval  and 
commercial  power  to  be  well  reckoned  with.  She  has  already 
possessed  herself  of  Formosa — ^an  island  magnificent  in  its  possi- 
bilities. That  she  has  an  eye  to  the  acquisition  of  the  Philippine 
and  Caroline  islands,  the  secrets  of  her  foreigpa  office  would 
probably  disclose.  That  her  probable  wishes  in  those  directions 
are  natural  no  candid  observer  may  gainsay;  and  what  she  aims  to 
do  she  will  not  give  up,  except  under  circumstances  of  great 
stress.  Her  statesmen  are  able  and  accomplished.  Bred  to  arms 
and  of  martial  mien  and  spirit,  they  are  discreet  but  fearless,  ener- 
getic, farsighted,  and  tenacious;  and  so  self-contained  withal,  that 
no  Talleyrand  or  Richelieu  ever  surpassed  them  in  the  art  of 
hiding  in  words  their  real  intentions. 

In  the  line  of  current  events,  you  doubtless  have  noted  what 
Sir  William  White,  the  eminent  British  naval  constructor,  was 
alleged  to  have  said  to  one  of  the  Brooklyn's  officers,  when  dining 
recently  in  his  company.  "  You  Americans  need  to  keep  an  eye 
on  Japan;  the  Japanese  are  likely  to  give  you  trouble,"  was  the 
pregnant  remark  of  Sir  William.  Then  allusion  was  made  to 
the  advanced  state  of  the  heavy  battleships  Fuji  and  Yashima, 
building  in  England  for  Japan's  navy,  and  how  readily  they  could 
proceed  to  the  Pacific,  if  occasion  demanded  their  immediate 
departure.  Doubtless  such  hint  as  to  their  readiness  for  service 
is  true,  in  view  of  the  habit  of  the  Imperial  Government  of  dis- 
patching officers  and  men  in  time  to  receive  and  man  the  ships 
contracted  for  on  their  completion  in  foreign  countries;  and,  in 
my  judgment,  knowing  Japan  and  her  aims  as  well  as  I  do,  our 
Government  will  make  a  grave  mistake  if  it  does  not  give  pro- 
nounced heed  to  what  is  in  the  air — ^Japan's  wish  to  plant  her 
flag  at  Hawaii. 

There  should  be  no  occasion  for  the  United  States  and  Japan 
to  clash  in  any  direction,  but  our  interests  can  never  permit  Japan 
or  any  other  power  to  seize  and  hold  that  group  of  islands  in  the 
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North  Pacific,  destined  to  become  the  most  important  commercial 
center  in  that  great  ocean.  It  will  be,  indeed,  the  most  stupen- 
dous blunder  of  modem  times  if  we  allow  any  other  flag*  than  our 
own  to  float  in  sovereignty  over  that  gem-like  possession,  and 
the  sooner  our  flag  is  planted  there  the  better.  It  ought  to  be 
there  now;  that  would  settle  the  matter,  and  give  the  diplomatic 
world  something  else  to  think  of.  Japan's  strong  and  earnest 
protest  bids  us  beware  of  delay;  immediate  action  is  urgent 
Were  I  the  commander-in-chief  of  the  Army  and  Navy  of  the 
United  States,  having  before  me  the  free  and  unreserved  offer  of 
the  islands,  and  with  a  signed  treaty  in  my  hands,  I  would  order 
the  fastest  steamer  we  have  in  Pacific  waters  to  proceed  to  Hono- 
lulu with  all  dispatch,  carrying  orders  to  the  minister  and  admiral 
to  hoist  the  flag  over  the  islands  instantly.  That  would'  be  a 
JeflFersonian  or  Jacksonian  method,  which,  at  heart,  the  American 
people  like.  It  would  also  be  a  refreshing  incident  of  administra- 
tion akin  to  naval  administration  in  time  of  war,  and,  quite  likely, 
would  save  a  vast  deal  of  complication  in  future. 

To  turn  back  to  the  matter  of  our  civil  war,  let  me  remark  that 
if  such  tragic  episode  in  our  national  life  had,  under  the  purposes 
of  God,  to  come  sooner  or  later  for  the  settlement  of  the  grave 
questions  hanging  upon  its  results,  then  it  was  well  that  it  came 
at  the  time  it  did;  a  time  when  the  present  power  and  range  of 
ordnance,  the  limits  of  armor,  and  the  development  of  the  auto- 
mobile torpedo  and  swift  torpedo  boats  were  still  in  the  womb 
of  the  future.  The  naval  part  of  the  long  siege  at  Charleston 
could  not  have  been  maintained  had  the  Confederates  been  pos- 
sessed of  the  heavy  long-range  guns,  the  rapid  firers,  and  the  swift 
torpedo  craft  of  this  day. 

During  the  progress  of  that  siege,  the  ironclads,  when  not  in 
action  at  the  front,  used  to  lie  quietly  well  down  the  channel 
inside  the  bar.  And  further  down  towards  Stono  inlet  were 
anchored,  in  positions  regarded  as  safe  from  attack,  the  ordnance, 
the  store  vessels,  and  colliers.  Such  immunity  from  attack  would 
be  impossible  now,  in  face  of  the  newly-acquired  power  of  the 
torpedo,  for  from  personal  experience,  I  think  it  safe  to  say  that, 
on  an  average  of  one  night  in  three,  the  waters  of  our  southern 
coasts  are  so  overborne  with  mists  that  torpedo  craft  of  the  ad- 
vanced speed  of  to-day — 2$  to  30  knots — ^well  handled,  could 
have  got  in  their  work  upon  us,  in  rebellion  days,  inside  Charles- 
ton bar,  with  fatal  facility. 
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The  demands  upon  the  Navy  in  that  fojir  years'  war  were 
unique.  Save  the  Sumter  and  Alabama,  the  Florida  and  Shenan- 
doah, and  a  few  lesser  craft,  the  Navy  had  no  enemy  to  look  for 
on  the  ocean.  The  chief  work  was  in  fighting  forts  and  earth- 
works; attacking  the  few  ships  that  the  insurgents  had  in  bay, 
river,  and  harbor;  establishing  by  capture  bases  of  occupation 
along  the  coasts  and  on  the  Mississippi,  for  both  the  land  and 
sea  forces;  co-operating  with,  and  sometimes  protecting,  the 
army  in  its  coast,  river-side  and  Mississippi  Valley  operations; 
seizing  and  holding  the  great  Father  of  Waters  and  its  tributaries 
open  to  our  movements  and  control,  closing  such  strategic  water 
communication  to  the  use  of  the  enemy;  and  the  maintenance  of 
that  blockade  which,  for  closeness,  effectiveness,  and  pregnant 
results  never  had  its  equal  in  the  world's  history. 

The  work  so  outlined  seems  simple  in  statement,  but  it  covers 
a  vigor  of  administration,  doggedness  of  purpose,  splendor  of 
valor,  and  brilliance  of  achievement  never  surpassed  by  other  men 
of  the  sea,  of  whatever  nation,  in  any  age  or  period. 

The  conception  and  building  of  our  fleets  and  flotillas  on  the 
Mississippi  and  its  tributary  streams  is  worthy  of  special  remark; 
it  never  had  its  parallel  in  any  other  land,  nor  is  it  believed  that 
any  other  people  could  have  shown  the  aptitude,  versatility,  and 
ingenuity  displayed  by  our  people  in  the  emergencies  that  called 
for  their  efforts  in  such  unique  way.  It  was  a  luminous  illustra- 
tion of  our  naval  administration  in  time  of  war. 

When  the  demand  came,  if  my  memory  serves  me  right,  the 
Department  first  sent  John  Rodgers,  of  glorious  memory,  to  the 
West,  to  organize  a  naval  establishment  and  begin  the  construc- 
tion of  suitable  vessels  for  river  service.  He  was  g^ven  carte 
blanche  to  appoint  officers  and  enlist  men.  When  he  had  got  con- 
struction and  transportation  well  in  hand,  he  was  succeeded  by  the 
iron-hearted,  indomitable  Foote.  He  continued  the  work  until 
compelled  to  retire  because  of  a  serious  wound  received  in  battle. 
Then  followed  Davis,  cool,  accomplished,  and  able.  He  fought 
and  won  the  fleet  fight  at  Memphis,  and  then  yielded  the  com- 
mand to  David  D.  Porter,  than  whom  as  seaman,  organizer,  and 
fighter  the  chronicles  of  the  ocean  never  knew  his  superior.  To 
know  what  he  did  in  those  stirring  days  you  must  gather  the  story 
from  the  lips  of  his  devoted  officers  and  men,  and  read  the 
memoirs  of  Grant  and  Sherman.  He  was  our  Sheridan  of  the 
sea — masterful,  dashing,  inspiring. 

20 
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The  things  accogiplished  by  the  several  commanders-in-chief 
in  the  lines  of  construction,  transportation,  and  operation  were 
wonderful.  Steam  vessels  of  the  most  nondescript  character  were 
converted,  some  into  heavy  ironclads,  others  to  a  lesser  type  of 
protected  vessel  known  as  the  tinclad,  while  a  multiplicity  of 
smaller  craft,  of  draft  so  light  that  they  could  almost  float  on 
morning  dew,  were  fitted  and  equipped  to  penetrate  the  shallow 
creeks  and  inlets  and  show  the  flag  in  effective  way  to  the  rebd 
folk  too  retiring  to  be  found  in  any  other  way.  The  salt-water 
sailor  hitched  his  trousers  alongside  his  fresh-water  fellows,  the 
pilot  and  steamboat  man;  and  the  comradeship  of  a  common 
cause,  instinct  with  fervid  patriotism,  unified  their  methods  and 
traditions,  and  bound  them  together  in  a  disciplined  whole  that 
made  superb  river  crews  and  fighting  material  of  the  best  sort 
That  was  a  creative  and  administrative  feat  in  war  from  which 
lessons  may  be  taken  in  future. 

I  submit  the  opinion  that  England,  with  all  her  g^ory  of  accom- 
plishment, vast  empire,  and  system  of  naval  administration,  could 
not  have  done  so  well  on  inland  waters  under  like  conditions;  and 
we  should  bear  well  in  mind  what  we  did,  and  hand  its  record 
down  to  posterity,  for  the  day  may  come  when  the  flag  may  have 
to  float  over  similar  things  and  doings  on  the  Amazon  and  the 
Orinoco. 

In  a  war  with  a  foreign  power  possessing  a  navy,  entirely  dif- 
ferent conditions  from  those  of  our  civil  war  will  confront  us, 
for  which  our  naval  administration  should  be  prepared.  It  should 
not  only  be  prepared,  but,  toward  the  end  of  thorough  prepara- 
tion, welcome  suggestion  from  any  intelligent  quarter. 

Bases  of  ordnance  and  coal  supply,  equipment  material  and 
fittings,  engineer's  stores,  provisions,  clothing,  and  appliances  of 
every  sort  that  the  varied  emergencies  of  war  may  call  for,  should 
be  located  and  determined  upon,  at  points  the  most  remote  and 
best  sheltered  from  possible  torpedo  attack.  I  take  it  for  granted 
that  England's  latest  torpedo  craft,  of  great  speed,  have  sufficient 
seaworthiness  to  enable  them  to  reach  our  coast  from  Bermuda 
with  comparative  ease.  If  such  be  the  fact,  they  would  prove  to 
be  ugly  vessels  to  deal  with,  in  the  event  of  war  with  England. 
Our  supply  vessels,  even  under  strong  convoy,  would  have  to  be 
careful  in  their  movements,  to  avoid  being  torpedoed. 

The  development  and  speed  and  the  destructive  powers  of  the 
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torpedo-boat  would  seem  to  indicate  a  new  departure,  if  not  an- 
other revolution,  in  naval  warfare,  which  will  have  to  be  vigor- 
ously met  The  huge  battleship  or  the  heavy  cruiser,  attacked 
by  torpedo  craft  of  30  knots  speed,  in  groups  of  five  or  more, 
would  be  apt  to  suffer  like  an  animal  attacked  by  a  swarm  of 
bees,  especially  under  misty  conditions  of  weather  or  at  night. 
How  readily  the  most  watchful  vessels  can  be  approached  by  the 
low  swift  torpedo  vessel  at  night,  or  during  the  drowsy  hours  just 
before  dawn,  only  those  who  have  had  such  experience  can  tell. 
The  approach  of  the  David  that  torpedoed  the  Ironsides  off  Mor- 
ris Island  and  sank  the  Housatonic  outside  the  bar,  was  discov- 
ered in  good  season,  but  not  in  time  to  prevent  her  getting  in  her 
nasty  work,  although  her  speed  could  not  have  been  more  than 
five  knots. 

Problem:  You  are  lying  in  Gardiner's  Bay,  or  in  this  harbor  of 
Newport.  It  is  3  o'clock  in  the  morning,  a  light  mist  hangs 
over  the  waters,  but  the  search  lights  you  display  indicate  your 
position  to  an  alert  enemy.  All  of  a  sudden  the  officer  of  the 
deck  and  the  lookouts  descry  a  torpedo-boat  of  30  knots  ap- 
proaching at  full  speed.  The  alarm  is  at  once  sounded,  but  the 
men  of  the  watch,  already  at  the  guns,  though  ostensibly  awake, 
are  in  that  drowsy  state  that  makes  one  rub  the  eyes  before 
thought  can  be  sufficiently  wakened  to  do  quick,  clear-headed 
work.  Meanwhile  the  torpedo-boat  is  upon  you.  You  may  get 
in  one  shot,  but  the  next  moment  the  torpedo  has  done  its  work! 
This  picture  is  not  overdrawn;  with  the  exception  of  speed,  it  is 
sketched  from  personal  experience.  But  if  several  torpedo-boats 
attack  you  simultaneously  under  like  conditions,  your  destruction 
is  certain. 

On  this  head  I  was  somewhat  amused  at  the  report  that  came 
from  Charleston  one  day  last  winter,  when  the  simulated  blockade 
had  been  established  there  by  Admiral  Bunce.  The  report  said 
that  after  several  days  of  exhausting  blockade  labors  the  admiral 
had  suspended  operations  to  give  his  people  a  little  rest. 

As  my  friend  Bunce  and  I  had  served  together  on  such  duty 
at  the  same  place,  in  time  of  war,  year  in  and  year  out,  without 
any  relaxation  whatever,  it  occurred  to  me  that  he  must  have 
smiled  in  reminiscent  thought  when  he  dictated  the  order  in 
question. 

But  to  return  to  the  consideration  of  the  torpedo  boat,  wise 
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administration  would  point  to  the  building  of  one  hundred  or 
more  of  such  craft,  staunch  and  swift,  and  of  model  and  tonnage 
to  make  them  reliably  seaworthy  under  the  general  conditions 
of  our  Atlantic-coast  weather.  Unlike  Mr.  Jefferson's  gunboats, 
such  vessels  under  their  chosen  conditions,  which  their  great 
speed  would  allow,  would  match  an  enemy  of  much  greater  bulk, 
and  equal  him  in  other  directions.  One  or  more  cable-laying 
and  cable-destroying  vessels  should  also  be  provided,  for,  in 
the  event  of  a  war  with  England,  one  of  the  most  important 
things  to  do  would  be  the  destruction  of  the  cable  system  that 
connects  Bermuda  and  Jamaica  with  Downing  Street.  A  British 
officer  has  said  that  "Bermuda  holds  a  pistol  at  the  head  of  New 
York  and  Boston."  It  behooves  us  then  to  be  ready  at  the  first 
stroke  of  war  with  England,  to  prevent  the  too  ready  use  of  that 
ready  weapon. 

The  New  York  Herald  does  not  take  such  view  of  submarine 
cables  in  any  respect.  It  thinks  the  United  States  would  do  a 
sensible  thing  **  if  it  took  the  initiative  in  proposing  a  congress 
for  the  consideration  of  the  question  looking  to  putting  sub- 
marine cables  under  the  protection  of  international  law."  The 
United  States  has  done  some  foolish  things.  Admiral  Porter 
used  to  say,  indeed,  that  the  Almighty  toc^  special  care  of 
drunken  sailors  and  the  United  States  of  America;  but  if  we 
consent  to  submarine  cable  immunity — an  immunity  that  may 
at  any  time  in  war  work  towards  our  disaster,  especially  in  a 
war  with  England,  whose  forts,  dockyards,  and  arsenals,  from 
Halifax  all  along  our  Atlantic  and  Gulf  coasts,  to  the  dominating 
naval  stronghold  at  Esquimault  on  Vancouver  island,  at  the 
entrance  of  the  straits  of  San  Juan  de  Fuca  in  the  Pacific,  con- 
stitute an  ever-present  menace  to  us— our  foolishness  will  have 
reached  its  apex! 

Yet  can  it  have  reached  the  apex  when  we  consider  that  under 
the  stress  of  our  present  relations  with  Spain,  Japan,  and  Eng- 
land. Congress  has  adjourned,  knowing  that  its  enacted  law  as 
regards  the  price  of  armor,  urgently  needed  for  the  battleships 
under  construction,  cannot  be  accepted  by  the  firms  engaged  in 
such  fabrication,  except  at  a  loss?  What  man,  in  truth,  of  ordi- 
nary' intelligence,  divorced  from  partisan  considerations,  can 
contemplate  with  simple  candor  and  clear-eyed  exaniination  the 
present  condition  of  our  international  relations,  without  coming 
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to  the  conclusion  that  war's  stem  encounter  may  be  thrust  upon 
us  by  one  or  more  of  the  three  powers  named,  within  the  next 
twelve  months.  Nor  need  it  be  said  that  the  recent  discoveries 
of  gold  in  the  Klondyke  region  of  Alaska  have  not  lessened  the 
strain  of  our  relations  with  England,  as  regards  Canadian  affairs. 

In  rebellion  days,  the  major  part  of  the  telegraph  lines  being 
held  by  the  insurgents,  communication  with  the  Department  by 
our  fleets  was  mainly  maintained  by  water.  In  the  event  of  war 
with  a  maritime  enemy,  our  natural  and  ever-ready  means  of 
communication  would  be  by  land,  provided  the  land  and  sea 
forces  were  able  to  keep  open  and  protect  such  points  of  access; 
wherefore  dispatch  vessels  for  long-distance  sea  communication 
would  not  be  imperative,  as  was  the  case  during  those  memorable 
years  of  our  civil  war. 

I  do  not  know  what  provision  this  college  has  for  the  study  of 
questions  of  strategic  importance  relating  to  harbors  and  anchor- 
ages and  their  relations  toward  operations  in  war,  defensive  and 
offensive,  but  certain  it  is,  no  officer  can  know  the  conditions  of 
intelligent  decision  and  successful  movement  from  charts  and 
books  alone.  Topographic  features  of  coasts  and  harbors  are 
as  necessary  to  know  as  the  hydrographic  conditions  of  their 
waters,  and  it  seems  to  me  that  for  the  best  study  of  naval  opera- 
tions, a  ship  should  be  placed  at  the  use  of  the  president  of  this 
institution,  to  enable  him  to  give  the  students,  through  practical 
examination,  a  thorough  knowledge  of  the  various  points  adapted 
for  both  defense  and  offense  that  an  enemy  would  be  likely  to 
assail.  A  War  College  should  have  the  means  of  forecasting  war 
purposes  and  to  formulate  measures  to  meet  and  defeat  such 
purposes  of  an  enemy. 

Where  to  draw  the  line  between  naval  administration  for  war 
and  for  peace  is  a  question,  but  it  may  be  safely  affirmed  that 
such  administration  in  war  is  the  more  concise,  sensible,  and 
effective;  for,  once  the  dogs  of  war  are  loosed,  much  discretion 
and  independence  of  action  must  be  conferred  upon  officers  afloat 
in  face  of  the  enemy,  or  things  will  go  awry  and  invite  defeat. 
In  the  heat  of  war's  fierce  glow,  red  tape  blanches  white,  then 
withers  to  ashes  of  disuse. 

This  recalls  the  story  of  the  frigate  Columbia  at  the  Norfolk 
yard,  away  back  in  the  forties.  The  ship  had  arrived  from  a  for- 
eign station  to  go  out  of  commission.    As  she  was  hauling  in  to 
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her  designated  berth,  the  first  lieutenant  of  the  yard  and  the  first 
lieutenant  of  the  ship  were  at  odds  as  to  the  manner  of  doing  it 
Said  he  of  the  yard,  "Commodore  Sloat  wishes  you  to  haul  in  on 
your  stem  line,  sir";  but,  broke  in  the  "first  luff"  of  the  ship, 
"Commodore  Blank  wants  a  pull  of  the  bow  line,  sir!"  And  so, 
until  the  ship  got  alongside  the  sea  wall,  the  bandying  went  back 
and  forth,  much  to  the  delight  of  the  chuckling  midshipmen, 
radiant  over  the  fact  that  there  were  folks  who  dared  "talk 
back  "  to  the  dogmatic,  assertive  "  first  luff  "  of  those  salty  days. 

One  of  the  gravest  problems  confronting  us  to-day  is  the  prob- 
lem of  manning  our  fleet  in  the  event  of  war.  We  know  that 
our  deep-water  merchant  marine  is  gone,  and  under  conditions 
that  seem  to  make  its  rehabilitation  almost  beyond  hope.  We 
will  be  obliged,  therefore,  to  turn  to  our  coasting,  river  and  lake 
craft  for  men  to  man  our  battleships  and  cruisers.  Any  plan 
or  scheme  to  raise  a  force  for  service  afloat,  outside  and  beyond 
the  control  of  the  Navy  in  its  character  and  scope,  as  one  of  the 
great  arms  of  the  national  defense,  under  the  direction  of  one 
head,  will  be,  in  my  judgment,  a  grave  mistake.  At  the  out- 
break of  the  rebellion,  several  bodies  were  raised  for  semi-naval 
operations.  It  soon  became  apparent,  however,  that  such  or- 
ganizations should  be  merged  in  the  Navy,  if  effective  work  was 
to  be  expected  from  the  excellent  personnel  composing  them. 

In  these  days  we  know  that  bodies  of  naval  militia  have  been 
organized  by  several  of  the  seaboard  and  lakeboard  States.  Such 
movement  has  the  active  cooperation  of  the  Navy  Department, 
acting  under  the  authority  of  Congress,  and  we  may  not  doubt 
that  in  the  event  of  war  such  organizations  will  do  excellent 
service;  but  I  submit  the  opinion  that  for  harmonious  and  effec- 
tive working,  they  should  come  into  the  Navy  in  the  same  man- 
ner as  did  the  officers  and  men  of  our  merchant  marine  in  1861. 
Wise  administration  would  seem  to  dictate  such  policy,  espe- 
cially in  the  light  of  former  experience.  , 

During  the  war  of  1812,  the  militia  of  some  of  the  New  Eng- 
land States  refused  to  go  outside  of  their  respective  state  lines. 
It  is  to  be  hoped  that  like  action  will  not  be  the  outcome  of  the 
present  movement  to  a  quasi-naval  reserve.  Let  us  suppose 
that,  in  the  pinch  of  war,  an  admiral's  chief-of-staff  were  to  say 
to  the  commanding  officer  of  a  Massachusetts  force  of  naval 
militia,  "  The  Admiral  wishes  you  to  proceed,  sir,  to  Portsmouth, 
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N.  H.,  and  there  await  further  orders/'  and  were  to  receive 
this  reply  from  the  officer  addressed,  "But,  sir,  the  Governor 
of  Massachusetts  wishes  us  to  remain  here!"  It  would  be  rather 
an  awkward  situation;  but,  unless  my  historic  reading  is  at  fault, 
something  akin  to  such  response  and  situation  happened  in  one 
or  more  of  the  New  England  States  in  the  war  of  1812. 

We  already  have  two  great  organizations  for  national  de- 
fense— ^the  Army  and  the  Navy.  The  two  arms,  in  the  nature 
of  things,  never  worked  so  harmoniously  together  as  to  suggest 
still  another,  to  add  to  clashing  and  complication. 

An  old  petty  officer  of  the  service,  in  his  occasional  visits  to 
me,  speaks  of  the  Massachusetts  naval  militia  as  ''the  swallow- 
tailed  sailors  from  the  Back  Bay";  but  that  organization  is  made 
up  of  splendid  material,  and  like  the  Eton  boys  at  Waterloo,  or 
our  own  lads  who  ran  away  from  school  and  joined  the  ranks 
at  Gettysburg,  those  web-footed  militia  will  fight  if  but  given 
the  opportunity;  but  to  get  most  efficiency — ^the  best  results  in 
war  time — their  fighting  efforts  should  be  held  under  naval  di- 
rection, utterly  independent  of  State  authority.  At  present  the 
naval  militia  of  Massachusetts  is  under  the  supervision  of  a  sol- 
dier, the  adjutant-general  of  the  State.  I  cannot  imagine  any- 
thing more  absurd.  Wise  administration  in  war  will  eliminate 
such  an  anomaly. 

In  January,  1896,  Captain  Eardley  Wilmot,  R.  N.,  published 
a  most  original  and  interesting  brochure  under  the  heading  of 
"The  Next  Naval  War,"  illustrative  of  England's  real  unpre- 
paredness  for  war,  and  the  defects  of  the  dual  war  office  and 
admiralty  control  in  the  matter  of  coast  defense.  Let  me  quote 
a  passage  from  it: 

It  may  be  imagined  what  excitement  prevailed  throughout  the  country 
when  it  was  known  that  war  was  actually  declared.  It  was  simply 
chaos.  Has  it  not  been  stated  of  Moltke  that  on  a  similar  occasion  he 
was  found  reading  a  novel,  and  surprise  being  expressed  at  his  being 
so  engaged,  he  said:  "The  great  work  of  preparation  now  ceases;  we 
have  to  see  the  results  of  our  labors."  There  was  no  such  spirit  at  Pall 
Mall  or  at  Whitehall.  Many  things  that  had  been  suggested  as  neces- 
sary, but  put  off,  had  to  be  taken  up.  One  department  besieged  another 
with  inquiries,  demands,  and  requisitions.  In  addition,  telegrams  from 
the  coast  came  pouring  in.  The  military,  having  been  intrusted  with  the 
safety  of  the  harbors,  had  provided  an  elaborate  system  of  defense 
by  submarine  mines,  which  necessitated  the  greatest  precaution  in  going 
in  or  out.    It  had  been  wittily  remarked  there  would  be  more  risk  in 
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time  of  war  to  our  vessels  entering  their  own  harbors  than  approachini^ 
those  of  the  enemy.  This  was  now  realized,  for  on  an  intimation  from 
the  War  Office  that  the  ports  were  to  be  placed  in  a  state  of  defense, 
mines  were  laid  in  all  the  channels,  and  a  dockyard  tug  coming  inta 
Portsmouth  harbor,  from  a  short  cruise  to  warn  friendly  vesseb  of  the 
condition  of  affairs,  had  first  been  diverted  from  her  course  by  the  per- 
sistent glare  of  a  search  light,  and  then  ran  against  a  loaded  mine,  which 
resulted  in  her  being  blown  up,  with  all  hands.  This  led  to  an  angry 
discussion  between  the  admiral  and  general.  The  latter  said  that,  being 
responsible  for  the  safety  of  the  port,  he  must  exercise  his  own  discrettoo. 
as  to  when  and  where  mines  were  placed.  Vessels  should  wait  outside 
until  they  could  be  conducted  in  by  a  corps  of  pilots  he  was  organizing. 
It  was  suggested  that  such  delay  might  be  of  value  to  an  enterprising 
enemy,  and  the  admiral  stated  with  emphasis  that  the  dispatch  of  rein* 
forcements  to  the  fleet  with  promptitude  depended  upon  his  having  fott 
control  of  the  immediate  waters  of  the  ports. 

There  was  no  alternative  but  to  refer  the  matter  to  headquarters,  and 
the  attempt  was  made  to  define  the  responsibility  of  such  service.  Tliis» 
on  going  into  the  matter  thoroughly,  was  found  to  be  hopeless.  The 
First  Lord  plainly  declared  that  unless  the  admiral  was  supported  he  must 
ask  to  be  relieved  of  his  office,  and  the  Prime  Minister  seeing  the  urgency 
of  the  case,  directed  that  the  supreme  control  should  be  vested  in  the 
naval  authority.  This  was  nowhere  received  with  greater  satisfaction 
than  at  the  ports,  for  in  the  meantime  the  generals  in  command  had 
arrived  at  a  sense  of  the  anomalous  position  in  which  they  had  been 
placed.  Soldiers  had  been  allotted  to  complete  the  manning  of  the  ports,. 
but  they  had  not  the  slightest  idea  of  what  constituted  friends  or  foes. 
They  could  with  difficulty  be  restrained  from  firing  at  everything  that 
approached. 

At  the  request  of  the  officers  in  command,  a  naval  party  was  sent  to 
each  port,  who  could  pronounce  upon  the  character  of  every  craft  that 
came  near.  It  was  found  that  forts,  lights,  and  submarine  mines  cotdd 
be  worked  efficiently  as  a  single  organization,  but  under  dual  con- 
trol it  must  result  in  chaos  and  probably  disaster.  Barely  two  years  be- 
fore, the  French  Minister  of  War  had  pointed  out  in  the  chamber,  and 
every  other  nation  had  adopted  the  policy  we  now  found  essential.  But 
such  a  change  can  not  be  perfected  in  a  few  hours,  and  the  enemy  was 
not  blind  to  the  experience  of  the  past,  which  has  always  found  us 
unready  in  the  early  stages  of  a  conflict  He  knew  that  give  us  time 
and  all  these  defects  would  disappear.  Everything  depended  upon  strik- 
ing immediate  blows.    These  were  about  to  fall. 

How  graphically  this  description  of  lack  of  system,  divided 
control,  and  perennial  unreadiness  depicts  our  own  conditions 
and  methods,  as  well  as  our  ever  woful  lack  of  preparation  to 
meet  the  ruthless  demands  of  sudden  hostilities!  How  admirably 
the  gifted  writer  dissects  and  limns  the  follies  and  disastrous 
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plights  of  dual  control  of  harbor  waters  in  time  of  war,  a  con- 
trol which  with  us  would  be  the  more  difficult  and  complicated 
because  of  the  closer  touch  of  army  men  with  the  political  forces 
of  the  country  than  navy  men  have,  and  the  precedence  given 
to  that  arm  of  the  national  defense;  although  in  1836,  General 
Cass,  as  Secretary  of  War,  said,  in  his  annual  report  to  the  Presi- 
dent, "  That  for  defense  of  the  coast,  the  chief  reliance  should 
be  on  the  Navy;  and  that  the  system  of  1816— that  of  the  Board 
of  Engineers — comprises  works  which  are  unnecessarily  large 
for  the  purposes  which  they  have  to  fulfill,"  to  which  opinion, 
the  President,  General  Jackson,  than  whom  this  country  has  pro- 
duced no  abler  soldier,  gave  his  emphatic  approval.  But  admit- 
ting as  inevitable  dual  action  and  control  of  the  Army  and  Navy, 
in  harbor  and  coast-line  defense  in  war  time,  under  our  concep- 
tion of  prerogative  and  systems  of  administration— civil,  naval, 
and  military — the  advent  of  the  naval  militia  as  a  third  body  of 
defense,  under  State  control,  would  make  "  confusion  worse  con- 
founded." I  repeat,  then,  the  opinion,  that  upon  the  outbreak 
of  war,  the  officers  and  enlisted  men  of  the  naval  militia  should  be 
temporarily  absorbed  by  the  Navy  and  made  a  part  of  the  national 
force,  as  in  rebellion  days.  Furthermore,  I  venture  to  say  that 
sudden  war  would  make  the  demand  for  men  to  man  all  our  ships 
so  urgent  as  to  require  the  instant  absorption  of  not  only  the 
naval  militia  into  the  regular  service,  but  all  the  young  men 
trained  to  seamanship  on  board  the  several  State  training-ships, 
and  our  yachting  craft  as  well  as  our  lake-board  vessels.  The 
stress  of  war  cannot  await  the  delays  of  theory;  action  pro- 
nounced, instant,  and  energetic  can  alone  meet  the  emergencies 
of  hostilities  and  the  urgencies  of  administration  incident  thereto. 
Fleet  holiday  showing  as  to  efficiency  for  cruising  and  war  is 
not  to  be  relied  upon,  as  I  have  said  before.  Let  me  further 
quote  from  Captain  Eardley  Wilmot's  able  paper  on  this  head: 

The  French  had  sent  an  ultimatum  to  England,  which  made  the 
instant  mobilization  of  England's  fleet  necessary.  Seeing  [says  the  gal- 
lant writer]  what  had  been  accomplished  every  summer  for  some  years 
past,  in  mobilizing  a  large  fleet  for  the  annual  manoeuvres,  and  observing 
that  with  few  exceptions  and  breakdowns  we  were  able  practically  to 
double  our  squadron  in  home  waters  within  forty-eight  hours,  it  was 
hoped  on  this  occasion  there  would  be  no  difficulty  in  producing  a  like 
result.  But  it  was  soon  seen  that  this  was  no  criterion  of  our  prepared- 
ness, for  on  those  occasions,  with  the  date  well  knotun,  this  evolution  had  been 
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the  special  care  of  the  dockyards  for  months  previously.  The  manctuures 
over,  vessels  that  had  participated  in  them  were  put  aside,  reports  of  ifMcers 
in  command  as  to  urgent  requirements  were  unheard,  while  all  the  energies 
were  directed  in  pushing  on  new  constructions,  so  as  to  show  how  rapidly  a 
modem  battleship  could  be  produced* 

Though  by  dint  of  considerable  pressure  on  the  War  Office,  the  ammo- 
nit  ion  for  all  vessels  in  the  reserve  had  been  provided,  it  was  not  kept  in 
a  convenient  locality  and  had  to  be  transported  in  lighters.  A  sufficient 
number  of  these,  with  due  warning,  could  be  hired,  and  it  had  been  a 
novel  sight  in  previous  years  to  see  a  dozen  ships  simultaneously  taking 
in  this  powder  alongside  the  dockyard.  But  to  send  such  an  order 
without  notice  and  at  another  time  of  the  year  was  to  find  those  respon- 
sible for  this  important  part  of  naval  equipment  quite  unprepared.  In- 
deed, when  the  port  admirals,  on  receipt  of  the  order  to  mobilize,  sent 
urgent  demands  for  powder  and  projectiles,  the  ordnance  store  officers 
declared  themselves  unable  to  move  until  proper  requisitions  from  head- 
quarters had  been  received  and  arrangements  could  be  made  for  trans- 
port. Then  the  anomalous  condition,  which  places  the  most  important 
and  essential  portion  of  a  ship's  fighting  capacity  under  military  control, 
was  apparent.  True,  both  services  use  powder  and  in  theory  a  common 
store  is  economical,  but  why  should  not  the  navy  supply  boats,  on  the 
same  reasoning,  to  soldiers  and  sailors?  Anyhow,  here  was  the  first 
cause  of  delay,  and  the  red-tape  barrier  was  only  overcome  by  the  ener- 
getic action  of  our  admiral,  who  at  once  sent  an  officer  of  his  staff  to 
assume  command  of  the  depot,  while  another  was  dispatched  to  hire  afl 
the  lighters  in  the  port  He  remembered  the  procedure  of  Sir  Edmmid 
Lyons,  when  he  had  to  make  arrangements  for  landing  in  the  Crimea, 
and  the  shock  caused  in  the  official  mind  by  his  prompt  dealings  at  Con- 
stantinople with  owners  of  necessary  stores.  But  a  little  irregularity  on 
these  occasions  wonderfully  facilitates  the  movement  of  an  army  or  fleet 
It  was  found  so  now,  for  in  a  few  hours  twenty  lighters  had  been  found, 
loaded,  and  dispatched  to  the  vessels  fitting  out 

Then  a  new  difficulty  arose.  Orders  had  been  received  to  fill  up  the 
crews  of  the  coast-g^ard  ships  and  commission  every  vessel  in  the  reserve. 
There  wasi  now  found  a  considerable  dearth  of  men.  The  coast  guard, 
a  most  efficient  force,  of  about  four  thousand  men,  could  only  be  drawn 
upon  to  a  small  extent,  because  to  them  was  intrusted  the  important  dnty 
of  working  the  signal  stations  which  we  had  established  all  around  the 
coast  of  the  United  Kingdom.  This  was  an  invaluable  piece  of  organiza- 
tion, because  it  enabled  the  appearance  of  any  vessel  to  be  flashed  to 
all  parts.  The  efficiency  of  it,  however,  depended  upon  the  men  at  those 
places  being  able  not  only  to  distinguish  between  a  merchant  ship  and  a 
man-of-war,  and  to  detect  the  latter  if  disguised,  but  to  know  by  appear- 
ance the  nationality  of  an  approaching  cruiser.  The  experience  of  the 
coast-g^ard  men  made  them  adepts  at  recognizing  their  own  vessels,  and 
being  furnished  with  photographs  of  foreign  war  vessels  they  could 
identify  any  hostile  cruiser.    Clearly  their  places  could  not  be  taken  by 

*  Italics  are  mine. 
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landsmen,  as  had  been  proposed,  or  even  seafaring  people  without  experi- 
ence.   Hence  the  coast  g^ard  could  not  be  sent  afloat  in  any  numbers. 

The  naval  reserve  was  called  out,  but  no  one  knew  where  the  men  were 
coming  from,  or  in  what  numbers.  As  they  mostly  belonged  to  the  prin- 
cipal steamers,  the  owners  regarded  with  dismay  their  vessels  depleted  of 
men.  The  slow  steamers  and  sailing  ships,  which  were  likely  to  lay  up 
in  war,  carried  few,  if  any,  reserve  men.  It  was  seen  that  we  had  been 
trusting  to  a  broken  reed  in  our  system  for  manning  a  large  fleet  at 
prompt  notice.  A  week  had  elapsed  before  even  five  thousand  of  these 
men  had  reached  the  ports,  and  few  having  served  in  a  man-of-war,  they 
had  not  only  to  be  instructed  in  the  most  elementary  routine  duties,  but 
it  was  a  week  before  they  could  find  their  way  about  the  ships  to  which 
they  were  sent. 

These  pictures  of  maladministration,  so  ably  drawn  by  our 
distinguished  kinsman  of  the  sea,  are  in  no  whit  overdone.  In 
the  blunderings  he  depicts,  with  so  searching  an  eye,  so  fearless 
a  pen,  we  feel  that  more  than  ever  we  are  "chips  of  the  old  block." 
It  is,  we  may  not  doubt,  a  peculiarity  of  the  Anglo-Saxon  race, 
that  up  to  a  certain  point  of  preparation  for  war  he  is  unequaled. 
In  marine  affairs,  affairs  that  concern  him  most  of  all,  he  recog- 
nizes the  necessity  of  having  ships  and  guns — ^powder  and  pro- 
jectiles of  latest  type — ^power  and  efficiency  for  both  defensive 
and  offensive  purposes,  but  when  it  comes  to  the  most  vital 
part  of  the  whole  organization  as  to  personnel,  which  will  provide 
equally  in  war  or  peace  crews  for  the  otherwise  ready  ships  and 
fleets,  he  is  sadly  at  fault. 

The  drawbacks  of  the  British  system,  so  plainly  disclosed,  we 
cannot  think  are  overdrawn;  the  remedy  for  the  shortcomings 
outlined  is  difficult  to  apply,  owing  to  the  temperament  of  the 
British  race  and  its  abhorrence  of  coercion  in  any  form.  The 
days  of  the  pressgang  with  its  brutal  methods  are  no  more.  The 
men  of  the  British  merchant  marine — of  whom  to-day  not  less 
than  thirty  per  cent  are  foreigners — ^will  not  enter  the  Royal 
Navy.  The  memories  of  the  old-time  discipline  of  that  service, 
rigid  and  unrelenting,  ofttimes  unfeeling  in  its  incidents  and 
cruel  in  its  punishments — linger  in  the  British  mind  and  deter 
men  from  entering  that  arm  of  the  Queen's  service.  The  marine 
conscription  that  the  continental  powers  enforce  with  such  vigor 
no  British  ministry  would  venture  to  try  in  the  British  Isles. 
Yet  there  has  been  a  wonderful  amelioration  in  the  condition 
and  treatment  of  the  British  man-of-war's  man  during  the  past 
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forty  years.  Privileges  that  in  Nelson's  time  would  have  been 
looked  upon  as  preposterous  and  dangerous  to  authority  are  now 
freely  granted.  The  question  of  manning  her  fleet  has  ever 
been  the  more  serious  to  England,  because  of  the  vital  necessity 
of  the  readiness  and  efficiency  of  that  fleet  to  her  very  existence 
as  a  power.  Wherefore,  in  these  later  years  of  naval  demand  the 
British  Admiralty  has  adopted  the  plan  of  long  enlistments,  an 
extended  and  effective  system  of  training  ships  and  schocds  for 
boys,  a  carefully-devised  scheme  of  pensions  for  long-service 
men,  and  a  well-considered  grant  of  privileges  to  their  seamen, 
astonishingly  democratic  in  character.  The  British  man-of-war's 
man  feels  to-day  that  he  is  the  most  important  factor  in  the 
Empire,  and  what  he  once  ventured  to  ask  for  with  fear  and 
trembling,  he  now  boldly  demands. 

In  the  wise  spirit  of  conciliation  and  justice  with  which  he  has 
been  met,  he  is  made  to  feel  that  his  interests  lie  in  the  service, 
that  he  is  a  man  to  be  considered,  and  he  concludes  to  remain 
in  a  service  that  accords  so  much  to  him,  as  an  indispensable 
factor  of  the  national  life. 

Have  our  seamen  met  with  such  judicious  treatment?  Let 
us  give  a  case  in  point.  In  the  height  of  our  civil  war  the  time- 
honored  g^rog  ration  was  suddenly  abolished  in  our  Navy.  Not 
a  single  seaman  was  consulted  as  to  his  wishes  in  the  matter  nor 
as  to  its  expediency.  Old  salts  who  had  served  in  the  war  of 
1812  and  the  Mexican  war  were  abruptly  told  one  day  that  there 
was  no  more  grog  for  them,  and  it  hit  them  hard;  so  hard, 
indeed,  that  many  of  them  left  the  service  for  good  after  the 
war.  The  British  Parliament  would  never  have  ventured  upon 
such  an  invasion  of  centuries-old  sea  ration  and  custom,  with- 
out taking  the  sense  of  those  most  closely  affected. 

But  despite  England's  administrative  efforts  toward  the  main- 
tenance of  an  efficient  and  unfailing  personnel  for  her  navy,  it 
is  undoubtedly  a  work  of  great  difficulty,  for  disablement,  deser- 
tion, and  death,  and  the  requirements  of  foreign  stations  strain 
her  seafaring  resources  continually  and  to  the  utmost.  And 
when  it  is  claimed  that  the  ships  comprising  the  recent  jubilee 
display  at  Spithead  were  in  all  respects  ready  for  war  service, 
I  repeat  that  we  may  well  doubt  it.  Probably  not  half  the  ves- 
sels of  that  holiday  occasion  were  really  ready  for  battle  or  cruis- 
ing purposes.     The  conditions  of  the  mjrthic  fleet  so  vividly 
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portrayed  by  Captain  Wilmot  would  doubtless  have  found  some 
counterpart  at  that  great  marshaling  of  England's  fleet — echoes 
of  whose  real  unpreparedness  will  doubtless  from  time  to  time 
break  upon  the  world's  ear,  as  the  memory  of  that  spectacular 
demonstration  fades  into  the  past. 

A  word  more  and  I  have  done  with  Captain  Wilmot's  remark- 
able paper,  although  its  entire  presentation  of  the  situations  and 
happenings  it  deals  with  in  imagined  naval  chronicles  ought  to 
be  carefully  read  and  heedingly  considered.  That  word  is  to 
suggest  the  fact  that  whatever  have  been  the  shortcomings  of 
our  own  naval  administration,  whether  in  peace  or  war,  we 
have  not  been  at  all  dependent  upon  the  army  establishment 
for  our  ordnance  or  any  detail  of  supply  or  equipment  pertain- 
ing to  it,  since  the  war  of  1812  and  perhaps  prior  to  that  period. 
Our  advantage  over  the  British  Navy  in  that  respect  is  marked 
and  distinctive.  No  Woolwich  gun  factory  or  arsenal  under 
army  control  has  stood  in  our  way  or  balked  naval  endeavor. 
Our  naval  ordnance  was  superior  to  that  of  the  British  naval 
service  in  181 2  and  has  continued  so  ever  since — ^barring  the 
interregnum  after  the  civil  war  when  we  rested  on  our  oars  and 
looked  on  while  other  nations  did  the  experimenting,  until  the 
problem  of  safe  and  effective  rifled  cannon  of  high  power  had 
been  satisfactorily  solved.  Then  we  know  that  our  Bureau  of 
Ordnance,  which  had  kept  itself  thoroughly  informed  on  every 
incident  of  progress  and  factor  of  success  abroad,  set  about  in 
earnest  under  the  able  lead  of  Captain  (now  Rear-Admiral) 
Sicard — ^the  chief  of  bureau — and  his  assistants  to  build  guns 
for  our  Navy.  This  was  the  more  readily  accomplished  because 
of  the  progressiveness  and  thorough  business  methods  of  Secre- 
tary Whitney,  in  his  brilliant  administration  of  the  Navy  Depart- 
ment during  Mr.  Cleveland's  first  term.  The  naval  gun  factory 
established  at  the  Washington  yard  stands  as  a  lasting  monu- 
ment to  his  enlightened  grasp  of  naval  needs  and  of  his  admin- 
istrative genius  on  new  lines  of  effort. 

The  guns  built  at  that  establishment,  whether  of  small  or 
large  caliber,  have  not  been  surpassed  in  strength  or  safety, 
power,  and  endurance,  so  far  as  I  have  been  able  to  learn,  by 
any  guns  made  by  the  most  celebrated  gun  makers  of  Europe. 
In  truth,  if  my  memory  serves  me  correctly,  guns  have  burst 
in  use  on  various  occasions  on  board  the  ships  of  England, 


298        SOME  ASPECTS  OF  NAVAL  ADMINISTRATION  IN  WAR. 

France,  Germany,  and  Russia,  but  no  accident  of  such  gravity 
has  yet  happened  to  our  ordnance,  planned  in  every  detail  by  our 
officers  and  built  under  their  direction. 

In  the  early  forties  the  frigate  Cumberland  bore  the  broad  pen- 
nant of  Commodore  Joseph  Smith  as  commander-in-chief  of  the 
Mediterranean.  Captain  Samuel  L.  Breese  was  her  commanding 
officer,  and  Lieutenants  Andrew  H.  Foote  and  John  A.  Dahlgren 
were  first  lieutenant  and  flag  lieutenant,  respectively.  They  were 
all  regarded  as  officers  of  great  merit — ^a  reputation  more  than 
confirmed  by  their  subsequent  services,  both  in  peace  and  war. 
They  were  also  warm  personal  friends  and  ever  hung  together. 
It  was  during  that  cruise  in  the  Cumberland  that  Dahlgreen  tcJd 
Foote  he  had  become  so  much  interested  in  ordnance  that  he 
was  going  to  make  it  his  service  specialty.  The  result  was,  as 
you  all  know — ^after  much  obstruction  on  the  part  of  his  seniors, 
but  persistent  effort  and  stout  battling  on  his  own  part — ^the  Dahl- 
gren system  of  ordnance,  which,  up  to  the  advent  of  the  safe  high- 
powered  rifled  gun — which  took  many  years  and  enormous  ex- 
penditure of  money  to  accomplish — was  undoubtedly  the  best 
gun  in  the  world,  especially  for  naval  purposes. 

The  last  time  I  saw  the  admiral  was  in  March,  1865,  when, 
Charleston  having  fallen,  I  was  detached  from  his  command 
and  ordered  to  join  Admiral  Godon's  special  squadron  to  Ha- 
vana, in  quest  of  the  rebel  ironclad  Stonewall.  When  I  called 
to  bid  him  good-bye,  he  seemed  to  be  much  disturbed  at  a  letter 
he  had  received  from  the  Bureau  of  Ordnance,  asking  his  con- 
sent to  have  his  9-inch  and  11 -inch  guns  cast  in  future  on  the 
Rodman  principle.  He  talked  more  than  an  hour  in  the  most 
fascinating  v/ay  upon  the  subject  of  naval  ordnance.  Among 
other  things,  he  said,  "  Several  thousand  of  my  guns  have  been 
in  constant  use  during  the  war,  and  not  one  of  them  has  burst 
or  shown  the  least  sign  of  weakness.  Nor  have  I  ever  received 
a  cent  of  royalty  from  the  Government"  "  Now,"  he  bitterly 
continued,  "  they  want  to  change  the  character  of  their  con- 
struction, but  they  shall  not  do  it  with  my  consent."  He  was 
certainly  justified  in  his  anger. 

He  was  unquestionably  the  ablest  and  most  accomplished 
officer  in  ordnance  of  his  time,  whether  in  our  own  service  or 
in  any  other.  To  his  genius  and  labors,  let  me  repeat,  the  coun- 
try was  indebted  for  the  best  and  most  effective  smooth-b(x« 
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guns  the  world  ever  saw.  The  perfected  rifled  gun  of  this  day 
has  alone  rendered  them  obsolete.  It  is  said  that  his  last  days, 
like  those  of  Dupont,  were  embittered  by  belittling  procedures 
at  Washington,  which  left  their  sting  of  injustice  and  brand  of 
discourtesy  to  rankle  in  his  breast  and  hasten  his  end. 

Some  time  after  Admiral  Dahlgren's  death,  his  widow  asked 
Congress  to  vote  her  a  sum  of  money,  as  a  recompense  for  her 
deceased  husband's  eminent  work  in  ordnance,  especially  for  the 
heavy  guns  he  had  devised.  While  the  bill  was  under  discussion 
in  the  Senate,  General  Logan,  who,  with  his  army  experience, 
ought  to  have  known  better,  arose  in  his  place  and  said,  "  There 
must  be  some  mistake  in  this  matter,  for  navy  men  do  not  know 
how  to  make  guns.  Our  heavy  guns  are  all  made  by  army  men, 
on  the  Rodman  plan."  This  dictum  is  mentioned  to  illustrate 
general  ignorance  as  to  what  the  Navy  does  and  has  done.  The 
only  Rodman  guns  ever  used  in  the  Navy  were  the  15-inch  guns 
of  the  monitors.  Dahlgren  opposed  their  being  cast  on  the  Rod- 
man plan,  but  was  overruled  by  Secretary  Welles  and  the  Bureau. 
•  Inasmuch  as  no  gun  cast  on  the  Dahlgren  system  ever  burst 
in  action,  while  one  of  the  15-inch  guns  of  the  Mahopac  blew  off 
its  muzzle  after  a  few  rounds  at  Fort  Fisher,  and  several  of  them 
cracked  inside  at  the  bottom  of  the  bore,  in  the  region  of  the 
vent,  Rodman  and  his  friends  are  quite  welcome  to  the  glories 
of  the  is-inch  gun  cast  on  the  General's  process. 

In  a  little  service  talk  I  had  with  General  Abbot  of  the  Ord- 
nance Corps — now  retired — at  Atlanta  some  two  years  ago,  he 
was  loth  to  acknowledge  that  the  Navy  was  the  first  to  make 
the  built-up  rifled  guns  in  this  country.  I  insisted  that  the  Navy 
not  only  established  the  first  plant  for  the  building  of  such  ord- 
nance, but  had  turned  out  several  guns  before  the  Army  moved 
in  the  matter  at  all.  If  my  statement  was  too  positive,  I  will  be 
glad  to  be  corrected. 

It  was  perhaps  a  happy  circumstance  that  our  captains  dur- 
ing the  civil  war  were  unhampered  by  constant  touch  with  Wash- 
ington, otherwise  the  victories  won  at  Hatteras  Inlet,  Hilton 
Head,  Forts  Jackson  and  St.  Philip,  and  Mobile  Bay,  might 
have  known  no  place  in  our  annals.  But  let  us  give  due  acclaim 
to  our  naval  administration  in  war  which  gave  so  much  dis- 
cretion to  our  flag  officers,  allowed  them  to  promote  volunteer 
officers  for  gallant  services  on  the  spot,  supplied  them  most  lav- 
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ishly  with  means  for  effective  work  against  the  enemy,  and  kept 
the  service  a  regular  organization  from  first  to  last.  With  us 
of  the  Navy  there  were  no  State  organizations.  There  was  no 
Fifth  New  Hampshire,  Sixth  Massachusetts,  Tenth  New  York 
Regiment  and  the  like  to  deal  with,  as  was  the  case  with  the 
Army,  as  to  its  domination,  but  it  was  ev^r,  as  before  and  al- 
ways, the  Navy  of  the  United  States. 

When  officers  were  appointed  from  the  merchant  marine,  they 
were  received  with  honor  and  given  due  position,  but  never 
highest  commands.  Moreover,  when  it  was  suggested  in  some 
quarters  that  Assistant  Secretary  Fox,  Captain  R.  B.  Forbes, 
of  Boston,  and  one  or  two  other  distinguished  men  of  sea  train- 
ing should  be  made  rear-admirals,  the  old-time  battle-seasoned 
officers  of  the  service  had  the  courage  and  influence  to  stop  it. 

In  conclusion,  I  pray  you  study  the  naval  history  of  yoor 
own  country,  its  naval  administration,  and  the  lustrous  achieve- 
ments of  your  brothers-in-arms  who  have  gone  before;  achieve- 
ments, not  so  varied  in  character,  nor  so  extended  in  scope,  in- 
deed, as  the  stirring  deeds  of  the  great  British  seamen  which 
Mahan  has  so  vividly  portrayed,  but  every  whit  as  brilliant  in 
conception,  daring  in  execution,  and  momentous  in  results. 

The  English  have  been  wont  to  say  that  Napoleon  never  en- 
countered a  first-rate  general  until  he  met  Wellington,  but  in  all 
his  fighting  Lord  Nelson  never  had  to  contend  with  a  first-rate 
man  of  the  sea.  His  victories  were  all  won  over  second-rate, 
half-hearted  captains,  as  at  the  Nile  and  Trafalgar,  or  men  taken 
by  surprise,  as  at  Copenhagen — ^that  most  notable  naval  instance 
of  national  assassination  of  modem  times. 

What  a  difference  he  would  have  found,  we  may  think,  in 
battle  tests  with  a  Farragut  or  Porter,  a  Foote  or  a  Rowan! 
Had  it  been  his  fortune,  in  truth  to  meet  in  battle  seamen  ol 
such  intrepid  sort  and  unfailing  resource,  I  venture  to  say  that 
his  epitaph  would  have  been  differently  wcwded! 


[oomiemD.] 
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INTERNATIONAL  LAW.     NAVAL  CAPTURES.* 
By  General  Francis  J.  Lippitt. 


Mr.  President  and  Gentlemen: 

My  lecture  is  nothing  but  a  long  series  of  propositions  of  dry 
law,  and,  of  course,  must  be  more  or  less  tiresome  to  any  other 
audience  than  one  of  professional  lawyers.  I  am  therefore  some- 
what reluctant  to  read  it  to  you,  but  I  shall  venture  to  do  so» 
hoping  that  your  interest  in  the  subject  is  such  that  you  will  not 
find  it  to  be  too  much  of  a  bore  after  all. 

As  a  full  discussion  of  the  subject  of  naval  captures  would  be 
impossible  in  a  single  lecture,  I  shall  limit  myself  to  stating  the 
principles  governing  in  such  cases  as  most  often  occur. 

In  time  of  peace  no  capture  can  be  lawfully  made  except  in 
the  case  of  piracy.  But  where  a  vessel,  whether  a  domestic  or  a 
foreign  one,  has  been  violating  the  laws  of  a  country,  the  nation's 
cruisers  may  lawfully  pursue,  stop,  and  bring  her  in.  In  the 
case  of  a  foreign  vessel,  the  chase,  it  is  said,  should  have  com- 
menced within  the  three-mile  limit,  or  else  the  vessel  must  have 
just  escaped  from  it,  as  in  the  case  of  the  Chilian  ship  Itata,  sup- 
posed to  have  been  violating  our  neutrality  laws.  But  in  this  in- 
stance the  seizure  is  made,  not  jure  belli,  but  in  the  cruiser's  per- 
formance of  national  police  duty,  and  is  not  a  captiu"e  in  the 
proper  sense  of  the  word. 

In  the  case  of  piracy — now  extremely  rare,  except  in  certain 
Asiatic  waters — ^the  captured  vessel  must  be  brought  in  for  adju- 
dication by  an  admiralty  court,  and  her  condemnation  entitles 
the  captors  to  prize  money. 

♦  Lecture  delivered  at  the  U.  S.  Naval  War  College,  July  23,  1897. 
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In  respect  to  these  two  cases  of  seizure,  the  right  of  visit  and 
search  would  be  necessarily  implied.  The  exercise  of  this  right 
requires  the  utmost  caution;  since,  if  a  mistake  has  been  made^ 
the  commander  would  be  legally  liable  in  damages.  But  if  the 
visit  and  detention  was  fully  justified  by  the  circumstances,  it 
would  not  constitute  a  serious  cause  of  complaint  against  the 
cruiser's  nation;  and  though  the -commander  might  be  mulcted 
in  damages,  he  could  justly  claim  to  be  indemnified  by  his  gov- 
ernment. 

As  to  piracy:  it  is  important  to  bear  in  mind  what  piracy  really 
is  under  international  law,  which  characterizes  pirates  as  hastes 
humani  generis,  enemies  of  mankind,  robbers  on  the  high  seas. 
And  the  question  always  is  whether  the  intention  of  the  supposed 
pirates  is  to  capture  and  destroy  jure  belli — ^by  right  of  war — ^the 
property  of  a  particular  nation  or  government  with  which  they 
are  fighting,  or,  on  the  other  hand,  to  depredate  criminally  on 
the  ships  of  all  nations  for  private  gain — animo  lucrandi — ^which 
alone  is  piracy  under  international  law. 

Piracy,  made  so  by  a  nation's  municipal  law,  is  a  totally  differ- 
ent thing,  as  for  instance,  our  act  of  1790,  declaring  robbery  on 
the  high  seas  of  an  American  vessel  by  our  own  citizens  to  be 
piracy,  and  making  it  punishable  as  such.  So,  while  the  slave 
trade  lasted,  by  treaties  between  certain  nations  it  was  charac- 
terized as  piracy,  and  their  respective  war  ships  were  empowered 
to  visit,  search,  and  capture  each  other's  private  vessels  that  were 
engaged  in  it.  That  trade  being  now  abolished,  those  treaties 
have  become  obsolete. 

It  follows  that,  although  insurgents  may  be  treated  by  their 
own  government  as  rebels  and  pirates,  they  are  by  no  means 
pirates  under  international  law.  Apart  from  the  enforcement  of 
a  nation's  neutrality  laws,  it  has  no  right  to  assist  in  the  suppres- 
sion of  an  insurrection  which  concerns  only  the  insurgents'  own 
government.  In  fact,  the  motives  of  insurgents  are  often  pa- 
triotic, and  other  nations  have  no  right  to  judge  whether  an  in- 
surrection is  justifiable  or  not.  And  so  long  as  the  insurgents*^ 
government  insists  that  no  war  exists,  it  has  not  the  belligerent 
right  of  capturing  them  on  the  high  seas. 

In  1873  ^^c  British  ship  Deerhound  was  captured  by  a  Spanish 
cruiser  on  the  high  seas,  with  arms  and  munitions  of  war  for 
the  insurgents  under  Don  Carlos.     Great  Britain  claimed  that  as 
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there  was  no  war  declared,  there  existed  no  belligerent  rights; 
and  Spain  had  to  restore  the  ship  and  release  the  passengers, 
including  Don  Carlos  himself. 

In  the  same  year  the  steamer  Virginius,  carrying  the  American 
flag,  was  captured  by  a  Spanish  cruiser  on  the  high  seas — no 
war  admitted  by  Spain  to  be  existing — and  carried  into  Santiago 
de  Cuba,  where  the  captain  and  fifty-two  of  the  passengers  were 
summarily  tried  and  shot.  The  United  States  demanded  of 
Spain:  (i)  Restitution  of  the  ship;  (2)  release  of  the  survivors; 
(3)  signal  punishment  of  the  officials;  (4)  ample  indemnity  for  the 
families  of  the  American  citizens  executed;  (5)  a  salute  to  the 
United  States  flag.  All  these  terms  were  submitted  to,  but  on 
its  being  ascertained  that  the  United  States  flag  had  been  fraudu- 
lently used,  the  salute  to  the  flag  was  waived. 

It  is  plain  that  a  denial  by  the  insurgents'  government  of  the 
existence  of  war,  while  it  is  actually  being  carried  on  by  organ- 
ized forces  in  the  field,  cannot  be  allowed  to  prejudice  the  rights 
of  other  nations  or  of  their  citizens.  Consequently,  foreigners 
captured  fighting  in  the  ranks  of  the  insurgents  cannot  be  treated 
under  international  law  otherwise  than  as  prisoners  of  war,  and 
their  trial  and  execution  by  court-martial  as  rebels  would  be  a 
lawful  cause  of  war  to  their  own  nation.  "Oh,  but  filibusters! 
filibusters!"  some  may  exclaim:  "They  surely  have  no  rights 
that  a  law-abiding  people  are  bound  to  respect!" 

This  reminds  me  of  the  good  old  Quaker  who,  being  one  day 
very  angry  with  his  dog,  said  to  him,  "  Friend,  I  will  not  hurt 
thee,  but  I  can  give  thee  a  bad  name!"  With  that  he  opened 
his  front  door  and  pushed  the  dog  out,  shouting  "  Mad  dog! " 

It  is  often  asked,  "  What's  in  a  name?  "  But  sometimes  there 
is  very  much  in  a  name. 

I  would  remark  here,  before  passing  to  our  main  subject, 
that  in  no  case  whatever  in  time  of  peace  can  a  war  ship  of  one 
nation  be  subjected  to  the  jurisdiction  of  any  foreign  one,  and 
an  attempt  to  do  this  would  be  a  violation  of  her  nation's  sover- 
eignty. 

In  1879  the  United  States  ship  Constitution  went  aground  on 
the  coast  of  England.  Assistance  was  rendered  by  a  tug.  A 
dispute  arose  as  to  the  amount  of  salvage  to  be  paid,  and  a  war- 
rant was  applied  for  for  the  frigate's  arrest;  but  it  was  refused  by 
the  government  on  the  ground  that,  being  a  foreign  war  vessel. 
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she  cotild  not  be  made  amenable  to  the  jurisdiction  of  die 
country. 

We  now  come  to  our  main  topic,  Naval  Captures  in  War. 

War  is  always  a  terrible  evil  Nevertheless  it  is  sometimes 
unavoidable,  as  when  there  is  no  other  means  possible  of  vindi- 
cating the  rights  of  the  nation  or  of  its  citizens.  Obviously  the 
interests  of  both  belligerents  as  well  as  htunanity  require  that  it 
should  terminate  as  soon  as  possible.  Thus  each  belligerent  is 
justified  in  using  the  most  efficacious  means  of  inducing  his  ad- 
versary to  make  peace,  and  this  is  by  inflicting  on  him  as  much 
loss  as  possible.  In  a  maritime  war  this  means  the  capture  of 
his  war  ships  and  the  property  of  his  citizens  floating  on  the  seas, 
thereby  ruining  his  commerce.  Though,  in  a  maritime  war,  the 
practice  of  nations  does  not  sanction  the  capture  of  property  on 
land,  it  allows  the  capture  of  all  his  property,  public  or  private, 
afloat  on  the  high  seas  or  in  his  own  waters.  It  moreover  rec- 
ognizes the  right  to  blockade  his  ports  and  to  levy  a  contribution 
on  them,  on  pain  of  bombardment  should  it  be  refused. 

Naturally  the  first  question  is.  In  what  cases  is  capture  of 
property  lawful  under  international  law? 

For  the  sake  of  clearness,  I  shall  consider:  (i)  Where  a  cap- 
ture may  be  lawfully  made,  (2)  the  case  of  property  belonging 
to  the  enemy,  (3)  the  case  of  property  belonging  to  the  belliger- 
ent's own  citizens,  (4)  the  case  of  property  belonging  to  a  neutral 

I.  A  belligerent  cannot  lawfully  act  hostilely  except  on  his 
own  territory,  on  his  own  ships,  or  on  the  enemy's  ships  or  soiL 
A  capture,  therefore,  in  the  waters  of  a  neutral  is  unlawful,  being 
a  violation  of  the  nation's  sovereignty.  Nevertheless  in  a  prize 
court  such  a  capture,  as  between  the  two  parties,  is  deemed  valid 
The  nation  aggrieved,  however,  has  a  clear  right  to  demand  in- 
demnity of  the  neutral  government,  whose  duty  it  was  to  keep 
the  peace  in  its  own  waters. 

In  1814,  during. our  war  with  England,  the  American  ship 
General  Armstrong  was  attacked  and  destroyed,  after  a  heroic  re- 
sistance, by  British  war  ships  at  Fayal  in  the  Azores.  Our  Gov- 
ernment demanded  indemnity  of  Portugal.  After  many  years  it 
was  agreed  to  submit  the  question  to  the  French  president  as 
referee.  In  185 1,  the  referee  decided  that  there  can  be  no  claim 
where  the  ship  resisted,  instead  of  demanding  protection  from  the 
authorities.     But  must  the  ship  wait  till  this  formality  is  complied 
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with,  due  deliberation  had  on  the  demand,  and  the  demand  either 
acceded  to  or  refused,  before  firing  a  shot  in  self-defense? 

2.  Next,  as  to  the  case  of  property  belonging  to  the  enemy. 

Enemy's  property  has  always  been  liable  to  capture,  even  on 
a  neutral  ship;  though,  in  that  case,  the  master  was  usually  en- 
titled to  his  freight,  it  being  a  lien  on  the  cargo.  But  this  right 
was  in  some  instances  expressly  waived  by  treaties  between  cer- 
tain nations.  Finally,  by  the  Declaration  of  Paris  of  1856,  to 
which  all  nations  were  parties,  except  the  United  States,  Spain, 
and  Mexico,  enemy's  goods  on  board  a  neutral  vessel  are  no 
longer  liable  to  capture.  The  rule  is  briefly  expressed  by  the 
term  Free  Ships,  Free  Goods.  Of  course  this  exemption  would 
not  hold  where  a  fraudulent  use  is  made  of  a  neutral  flag. 

To  this  declaration  the  United  States  declined  to  be  a  party, 
unless  all  private  property  on  the  seas  should  be  exempt  from 
capture,  whether  belonging  to  the  enemy  or  to  a  neutral.  The 
ground  of  our  objection  was  that  in  war  it  is  necessary  to  destroy, 
as  far  as  possible,  the  enemy's  commerce,  this  being  the  most 
effectual  means  of  inducing  him  to  make  peace;  that  the  United 
States,  having  a  small  navy,  which  could  not  cope  with  that  of  a 
great  naval  power,  could  not  afford  to  relinquish,  even  in  part, 
her  power  of  destroying  the  enemy's  commerce,  unless  her  own 
commerce  should  be  protected  by  exempting  all  private  property 
from  capture. 

But  consider.  Were  all  private  property  afloat  exempt  from 
capture,  a  naval  war  would  consist  only  of  combats  between 
battleships,  and  the  nation  having  the  most  formidable  navy 
would  be  sure  to  win  in  the  end;  just  as  in  military  operations  on 
shore,  victory  perches  on  the  banners  of  him  who  has  the  heav- 
iest battalions.  The  result  would  be  that  a  weak  naval  power, 
in  a  contest  with  a  powerful  one,  had  better  make  peace  as  soon 
as  possible. 

Another  rule  established  by  the  Declaration  of  Paris  is  the 
abolition  of  privateering. 

To  this  article  also  the  United  States  objected,  on  the  ground 
that  war  is  simply  a  trial  to  ascertain  which  nation  can  do  the 
other  the  most  harm,  not  from  any  vindictive  motive— God  for- 
bid!— ^but  as  the  only  means  of  inducing  the  enemy  to  make  peace. 
The  importance  of  privateers  in  this  respect  is  illustrated  by  an 
article  in  the  Edinburgh  Review  in  1814,  showing  that  in  two 
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years  the  United  States  had  captured,  chiefly  by  privateers,  over 
seventeen  hundred  British  vessels  with  their  cargoes.  How  much 
this  fact  may  have  contributed  to  the  making  of  the  treaty  of 
peace  in  December  of  the  same  year  we  shall  probably  never 
know.  Now,  unless  all  private  property  should  be  exempt  from 
capture,  in  a  war  with  a  great  naval  power,  one-half  of  whose 
navy  might  suffice  in  a  great  measure  to  compel  our  own  small 
navy  to  confine  itself  to  defending  our  own  coasts,  the  other  half 
might  be  sweeping  our  commerce  from  the  seas.  Thus  no  other 
course  would  be  left  us  but  to  employ  the  thousands  of  our  mer* 
chant  vessels  and  the  thousands  of  our  sailors  thrown  out  of  em- 
ployment by  the  war,  as  privateers  to  be  sent  against  the  enemy's 
commerce.  Abuses,  no  doubt,  often  occur  in  privateering,  but 
they  occur  also  in  all  volunteer  armies,  especially  before,  after 
much  campaigning,  they  have  become  thoroughly  disciplined. 

What  would  be  the  result,  in  case  of  a  war,  of  our  refusal  to 
become  a  party  to  the  Declaration  of  Paris,  it  is  not  easy  to 
predict. 

In  order  to  prevent  any  evasion  of  the  belligerent's  right  to 
capture  enemy's  property,  no  change  in  the  ownership  of  a  vessel 
or  of  its  cargo  made  in  transitu,  during  her  voyage,  is  reo^- 
nized  as  valid,  and  the  question  always  is,  in  whom  was  the  prop- 
erty vested  at  the  commencement  of  the  voyage?  If  the  cargo 
was  shipped  deliverable  to  a  consignee  in  the  enemy's  country, 
the  consignee  is  deemed  to  be  the  owner,  and  a  delivery  to  the 
master  is  deemed  a  delivery  to  him;  and  it  would  consequently 
be  held  capturable.  And  so,  under  British  decisions,  as  to  goods 
shipped  to  a  consignee,  even  in  contemplation  of  war.  But  who- 
ever was  the  owner  at  the  beginning  of  the  voyage,  it  is  sufficient 
if  the  property  belonged  to  the  enemy  when  captured. 

It  has,  however,  been  held  that  a  transfer  in  transitu  would  be 
treated  as  lawful  when  conclusively  shown  to  have  been  made  in 
good  faith. 

3.  Let  us  now  consider  the  case  of  property  belonging  to  the 
belligerent's  own  citiaens. 

Such  a  thing  as  a  partial  war  is  unknown  to  international  law, 
which  deems  all  the  citizens  or  subjects  of  the  respective  belliger- 
ents, as  well  as  their  nations,  as  enemies  to  each  other,  and  forbids 
not  only  all  trading,  but  also  all  intercourse  between  them. 

Since,  the  moment  war  has  commenced,  all  trading  or  inter- 
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course  with  the  enemy  becomes  unlawful,  the  offender's  prop- 
erty would  be  capturable  by  cruisers  of  his  own  nation.  A  Brit- 
ish subject's  vessel,  after  war  had  commenced,  was  proceeding  to 
the  enemy's  country  merely  to  bring  home  his  property  there 
situated.  She  was  captured  by  a  British  cruiser  and  confiscated 
by  the  British  prize  court,  though  no  trading  had  been  intended, 
the  court  holding  that  mere  intercourse  with  the  enemy  is  un- 
lawful. 

On  this  ground,  were  we  a  belligerent,  one  of  our  own  vessels 
caught  sailing  under  the  enemy's  convoy  would  be  liable  to  cap- 
ture by  our  own  cruisers,  and  to  confiscation  of  both  ship  and 
cargo. 

Sometimes  it  is  for  the  interest  of  a  belligerent  government  to 
grant  a  license  to  its  citizens  to  trade  with  the  enemy.  In  such 
case  the  license  covers  only  the  articles  specifically  mentioned, 
and  if  it  be  abused,  the  licensed  vessel  is  capturable  by  the  bel- 
ligerent's own  cruisers.  Moreover,  the  license  does  not  protect 
from  the  consequences  of  a  breach  of  blockade,  or  of  carrying 
contraband  of  war,  or  against  visit  and  search. 

Again:  All  persons  domiciled  in  our  enemy's  country,  even  our 
own  citizens,  must  be  treated  as  enemies,  and  their  property  is 
capturable  as  such.  The  status  of  belligerents  as  between  them- 
selves would  admit  of  no  other  rule.  Any  other  line  of  discrimi- 
nation in  the  midst  of  hostile  operations  would  be  plainly  im- 
practicable. But  should  one  of  our  own  citizens  domiciled  in  the 
enemy's  country  be  a  partner  in  a  house  at  home,  it  would  be 
only  his  share  in  the  partnership  property  that  would  be  confis- 
cable. It  follows,  on  the  other  hand,  that  the  property  of  a  sub- 
ject or  citizen  of  the  enemy's  country  domiciled  in  ours  is  ex- 
empt from  capture  by  our  cruisers;  but  not  so  by  the  cruisers  of 
his  own  nation. 

4.  We  now  come  to  the  case  of  property  belonging  to  neutrals. 

There  are  three  cases  in  which  neutral  property  may  be  law- 
fully captured,  which  we  will  consider  under  their  respective 
heads: 

Contraband  of  war; 

Breach  of  blockade; 

Such  a  use  and  employment  of  the  neutral's  vessels  as  to  aid 
the  enemy  in  carrying  on  the  war. 
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(a)  And  first,  as  to  contraband  of  war.  The  right  of  a  neutral 
to  trade  with  any  and  all  other  nations,  both  in  peace  and  in  war, 
is  unquestionable,  but  a  belligerent  has  a  right  equally  unques- 
tionable to  capture  all  neutral  property  destined  for  the  enemy 
that  would  aid  him  in  his  hostile  operations.  Here,  then,  is  a 
direct  conflict  between  two  equal  rights.  Obviously,  one  of  these 
must  give  way  to  the  other,  but  if  the  belligerent's  right  should 
yield  to  that  of  the  neutral,  the  warlike  supplies  furnished  by  the 
neutral  to  the  enemy  would  be  ruinous  to  the  success  of  the  bel- 
ligerent's hostile  operations,  enabling  his  enemy  to  prolong  the 
war  indefinitely.  International  law  adjudges  the  belligerent's 
right  to  be  the  superior  one.  Now,  this  superior  right  can  be 
enforced  in  no  other  way  than  by  the  capture  and  confiscation 
of  the  neutral's  property  whenever  its  nature  and  destination  are 
such  as  to  assist  the  enemy  in  carrying  on  the  war. 

The  broadest  definition  of  contraband  of  war  that  can  be  given 
is:  All  supplies  that  are  peculiarly  adapted  under  the  circum- 
stances to  aid  the  enemy  in  his  hostile  operations,  the  term  **  sup- 
plies" being  understood  to  cover  also  all  military  persons  and 
dispatches.  To  enumerate  the  great  variety  of  articles  that  have 
been  held  in  certain  circumstances  to  come  under  this  head  would 
consume  too  much  of  our  time.  I  shall  therefore  confine  myself 
to  giving  a  few  illustrations  under  the  general  principle;  a  hill 
summary  on  the  subject  will  be  found  in  Snow's  International 
Law,  as  edited  by  Commander  Stockton,  U.  S.  N.,  in  section  6i. 

Always  capturable  as  contraband  articles  are  all  such  as  would 
be  of  direct  use  in  naval  or  military  operations,  as  arms,  munitions 
of  war,  and  naval  and  military  supplies  of  all  kinds.  As  to  ar- 
ticles of  ordinary  consumption  in  time  of  peace,  such  as  food 
supplies,  ordinary  clothing,  ship  canvas  and  cordage,  coal:  under 
certain  circumstances  these  might  be  as  important  to  the  enemy 
in  carrying  on  the  war  ar>  warlike  munitions.  Such  articles, 
though  innocent  in  themselves,  would  sometimes  be  held  captur- 
able as  contraband,  if  destined  to  a  port  of  naval  or  military  equip- 
ment, but  in  other  cases  they  would  usually  be  held  exempt  from 
capture;  and  if  appropriated  nevertheless  by  the  captors,  they 
would  be  bound  to  allow  a  fair  price  to  the  neutral  owner,  and 
the  freight  already  earned  by  the  vessel.  These  articles,  capable 
of  use  both  in  peace  and  in  war,  and  such  others  as  masts,  ship 
timber,  machinery,  horses,  money,  are  ordinarily  innocent;  and 
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SO  as  to  food  supplies;  but  meat  put  up  in  cans,  sea  biscuit,  and 
other  provisions  in  a  form  especially  adapted  for  naval  or  mili- 
tary use,  would  certainly  be  capturable  if  destined  to  a  port  of 
equipment,  naval  or  military. 

Manifestly,  the  law  as  to  contraband  must  always  remain  in 
a  fluctuating  and  unsettled  condition.  It  is  the  interest  of  the 
neutral  on  the  one  hand  to  contract  the  list  of  the  contraband, 
and  of  the  belligerent  on  the  other  to  extend  it;  and  the  decision 
as  to  contraband,  or  not  contraband,  belongs  to  the  prize  court 
having  jurisdiction  of  the  capture.  When  the  articles  in  question 
are  of  the  peculiar  growth  or  manufacture  of  the  neutral's  own 
country,  and  carried  in  his  own  ships,  more  favor  is  shown  to 
them  in  prize  courts  than  in  other  cases;  perhaps  in  view  of  the 
very  just  rule,  that,  so  far  as  possible,  the  industries  of  a  neutral 
nation  should  not  be  stopped  by  a  war  in  which  it  has  no  concern. 

In  view  of  the  uncertainty  as  to  what  might  be  adjudged  con- 
traband, maritime  nations  often  stipulate  by  treaty  what  articles 
shall  be  deemed  such  in  case  of  a  futtu-e  war  between  them. 

In  the  capture  of  contraband,  all  other  goods  on  board,  though 
innocent,  and  even  the  ship  itself,  if  belonging  to  the  same  owner, 
are  confiscated.  The  ship  also  is  confiscable  when  her  owner 
knowingly  allowed  the  carrying  of  the  contraband,  and  the  pen- 
alty attaches  the  moment  the  vessel  has  set  sail  on  her  voyage 
with  the  contraband  on  board.  But  she  cannot  be  captured  on 
her  return  voyage  after  successfully  landing  her  contraband.  She 
and  the  belligerent  cruiser  have  been  playing  a  game  of  skill,  and 
the  neutral  vessel  has  won,  and  her  subsequent  capture  would  be 
an  act  of  sheer  vindictiveness,  which  international  law  does  not 
sanction. 

It  is  settled  that  the  penalty  for  carrying  dispatches  to  the 
enemy  would  not  be  applied  to  a  mail  steamer,  which  is  under 
obligation  to  receive  and  deliver  all  mail  matter  delivered  to  it, 
with  no  opportunity  to  examine  its  contents.  Whether  this  ex- 
emption would  be  recognized  in  a  case  where  the  owners  of  a 
mail  steamer  were  actually  aware  of  the  contents  of  the  dispatches, 
is  a  question  that  has  not  yet  come  up  for  adjudication. 

In  order  to  avoid  capture,  the  neutral  vessel  carrying  contra- 
band IS  sometimes  cleared  for  a  neutral  port;  and,  the  better  to 
deceive  the  belligerent  as  to  her  real  destination,  the  cargo  is 
sometimes  landed  there  and  afterwards  reshipped.     But  if  it  ap- 
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pears  that  her  ultimate  destination  was  to  an  enem/s  port,  the 
voyage  is  deemed  a  continuous  one,  and  confiscation  follows  of 
course.  And  so  even  when  the  cargo  is  not  only  landed  but  the 
duties  are  paid.  Nothing  short  of  the  goods  having  been  actually 
imported  into  the  general  stock  of  the  country  would  prevent 
confiscation. 

(b)  We  come  now  to  the  subject  of  blockade. 

The  object  of  a  blockade  is  to  prevent  the  introduction  of  any 
supplies  to  the  enemy,  and  to  suspend  all  trading  or  intercourse 
with  the  blockaded  port.  To  accomplish  this,  all  neutral  vessels, 
whether  entering  or  leaving  the  port,  are  capturable,  with  dieir 
cargoes.  To  constitute  a  valid  blockade  there  are  three  requi- 
sites: 

(i)  It  must  be  imposed  by  competent  authority,  either  by  Ac 
belligerent's  government  or  by  a  naval  commander  possessing  a 
general  authority  to  that  effect 

(2)  It  must  exist  in  fact.  No  mere  paper  blockade  is  now 
recognized  by  international  law. 

(3)  It  must  be  so  conducted  as  to  make  it  dangerous  for  the 
neutral  to  enter  or  pass  out,  and  a  mere  attempt  to  do  so  would 
authorize  confiscation  of  both  ship  and  cargo.  Even  hovering 
about,  watching  for  a  chance  to  enter  or  leave,  is  held  to  be 
equivalent  to  an  actual  breach  of  the  blockade. 

If  the  blockading  ships  are  driven  away  by  a  superior  force, 
the  blockade  is  thereby  ended;  and  if  afterward  it  be  recom- 
menced the  neutral  must  be  notified  de  novo.  But  not  so  if  driven 
off  by  mere  stress  of  weather;  in  which  case  the  neutral  may 
lawfully  avail  himself  of  the  opportunity  for  entrance  or  egress. 
And  when  a  ship  is  compelled  to  enter  by  a  distress  that  is  pal- 
pable, immediate,  and  pressing,  the  penalty  is  not  incurred. 

Whenever  there  was  knowledge  of  the  blockade  at  the  neu- 
tral's port,  the  mere  sailing  for  the  blockaded  port  makes  the 
ship  and  cargo  liable  to  capture  at  any  time  during  the  V03rage; 
and  ignorance  of  it  is  never  presumed,  though  it  may  be  estab- 
lished by  evidence. 

Formerly,  when  the  neutral  country  was  at  a  g^reat  distance 
from  the  scene  of  hostilities,  as  in  the  case  of  the  United  States 
and  ports  in  Europe,  prize  courts  usually  presumed  ignorance  of 
the  blockade  for  a  certain  period;  but  this  presumption  is  now 
obsolete,  smce  the  institution  of  a  blockade  is  now  instantly 
known  everywhere  through  the  telegraph. 
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In  justice  to  neutral  ships  lying  in  the  port  when  the  blockade 
commenced,  a  notice  is  given,  usually  of  fifteen  days,  before  their 
egress  is  prohibited.  In  such  case,  inasmuch  as  the  belligerent's 
right  did  not  vest  until  the  blockade  actually  commenced,  the 
ship  may  leave  with  all  of  the  cargo  taken  on  board  before  that 
time ;  but  if  any  of  the  cargo  was  taken  on  board  after  the  block- 
ade commenced,  she  is  liable  to  capture  and  confiscation. 

After  a  breach  the  ship  and  her  cargo  remain  capturable  until 
the  end  of  the  voyage.  The  reason  of  this  is  plain.  Her  breach 
of  blockade  has  forfeited  ship  and  cargo  and  made  herself  liable 
to  be  pursued  and  captured.  And  if  afterwards  caught  by  the 
belligerent,  whether  at  only  5  or  10  miles,  or  at  500  miles  from 
the  port — ^the  voyage  still  continuing — ^it  makes  no  difference  in 
principle;  but  if  the  blockade  has  been  raised  in  the  meantime, 
she  is  no  longer  capturable. 

As  belligerents  are  bound  to  treat  all  neutrals  alike,  if  one 
neutral  vessel  is  allowed  to  enter,  this  nullifies  the  blockade  as 
to  all. 

As  to  neutral  mail  steamers:  They  are  allowed  to  enter  if  carry- 
ing no  contraband,  but  they  cannot  engage  in  any  trading  in  the 
port,  and  are  bound  to  comply  with  all  reasonable  restrictions 
imposed  by  the  belligerent  during  their  stay  there. 

Under  international  law  and  usage  there  may  be  enforced  a 
blockade  in  certain  cases,  even  in  time  of  peace,  a  breach  of  which 
by  the  neutral  must  be  attended  with  the  same  penalties  as  in  time 
of  war.  Obviously,  a  "  pacific  blockade  "  not  binding  on  neu- 
trals would  be  a  mere  farce — a  nullity.  But  it  has  been  held  that 
in  such  a  blockade  the  captured  vessels  should  not  be  confiscated, 
but  simply  sequestered  until  the  blockade  should  be  terminated. 

(c)  We  now  come  to  cases  where  neutral  vessels  are  liable  to 
capture  in  consequence  of  certain  relations  with  the  enemy. 

A  neutral  vessel,  when  used  or  employed  in  aid  of  the  enemy's 
hostile  operations,  whether  voluntarily  or  involuntarily — ^involun- 
tarily, because  otherwise  the  rule  would  be  easily  evaded — is 
liable  to  capture  and  condemnation.  And  so  when  sailing  under 
the  enemy's  license,  thus  protecting  from  capture  his  own  ves- 
sels, which  would  otherwise  be  employed  in  the  enemy's  trade. 

It  has  long  been  the  policy  of  maritime  nations  to  exclude 
other  nations  in  time  of  peace  from  their  coasting  and  colonial 
trade,  but  in  time  of  war  a  belligerent's  vessels  engaged  in. such 
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trade  would  be  liable  to  capture  by  the  other  belligerent.  It 
would  be,  therefore,  of  great  advantage  to  him  to  permit  this 
trading  to  be  carried  on  by  neutrals;  but  neutral  vessels  availing 
themselves  of  this  privilege  would  obviously  be  rendering  assist- 
ance to  the  belligerent  nation,  and  therefore  be  liable  to  capture. 
The  rule  is  that  a  neutral,  in  time  of  war,  cannot  lawfully  carry 
on  any  trade  with  a  belligerent  not  open  to  him  in  time  of  peace; 
but  in  more  recent  times  the  enforcement  of  this  rule  appears  to 
be  very  much  relaxed. 

It  would  seem  that,  under  general  usage,  a  belligerent  has  no 
right  to  visit  or  capture  a  neutral  vessel  convoyed  by  a  war  ship 
of  her  own  nation,  but  early  in  the  present  century  a  British  prize 
court  condemned  a  large  fleet  of  Swedish  merchant  vessels,  con- 
voyed by  a  war  ship  of  their  own  nation,  Sweden  being  then  a 
neutral  and  friendly  power.  The  pretext  was  an  alleg^  attempt 
to  resist  a  visit  and  search  of  one  of  the  vessels,  but  virtually,  in 
my  opinion,  there  was  no  actual  resistance  made,  the  convoying 
ship  being  obliged  to  submit  to  superior  force. 

It  is  now  generally  agreed  that,  whether  resistance  to  visit  and 
search  by  the  convoying  neutral  ship  would  or  would  not  justify 
capture  and  confiscation,  the  commander  of  the  convoy  should 
be  required  to  give  his  personal  assurance  as  to  nationality  and 
of  their  being  no  contraband  on  board,  for  the  belligerent  has  a 
clear  right  to  be  satisfied  on  these  points.  Between  certain  na- 
tions there  exists  a  positive  agreement  that  the  commander's 
declaration  as  to  nationality  and  the  non-existence  of  contraband 
on  board  shall  be  accepted.  As  for  the  United  States,  our  regu- 
lations for  the  Navy  of  1876  forbid  the  commander  of  a  convoying 
ship  to  allow  a  vessel  sailing  under  his  convoy  to  be  searched  or 
detained,  but  require  him  to  be  satisfied  as  to  its  nationality  and 
the  non-existence  of  contraband  going  to  an  enemy's  port 

This  leads  us  to  consider  the  subject  of  Visit  and  Search. 

A  belligerent  has  certainly  a  right  to  know  whether  a  ship  is 
enemy's  property;  or,  if  neutral,  whether  she  is  carrying  contra- 
band to  the  enemy,  and  to  ascertain  her  real  destination.  This 
rif2:ht  can  be  enforced  in  no  other  way  than  by  a  visit  and  search. 
And  this  right  is  necessarily  implied  in  the  right  to  capture,  for 
without  it  the  right  to  capture  would  be  obviously  futile;  and  the 
exercise  of  it,  if  properly  conducted — ^that  is,  if  the  boarding 
officer  behave  with  proper  courtesy,  doing  no  injury,  and  with- 
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drawing  immediately  after  the  search — no  neutral  nation  would 
deem  it  a  serious  cause  for  reclamation.  Of  course  the  right  can 
be  exercised  only  on  the  high  seas,  and  never  in  the  waters  of  a 
neutral  state. 

A  resistance  to  search  justifies  capture  and  forfeits  both  ship 
and  cargo,  but  not  where  the  existence  of  war  was  unknown.  In 
such  case  resistance  would  be  justifiable,  since  the  right  of  search 
does  not  exist  in  time  of  peace.  A  mere  attempt  at  flight  before 
possession  is  actually  taken  is  no  ground  for  condemnation. 

The  boarding  officer  should  be  accompanied  by  two  or  three 
men  only,  with  a  view  to  prevent  any  inclination  to  insulting  or 
overbearing  conduct.  For  any  injury  to  the  vessel  or  cargo,  or 
for  any  oppressive  conduct  should  the  vessel  be  brought  into  a 
prize  court,  it  would  inflict  compensation  out  of  the  fund  in  court, 
and  no  unnecessary  detention  would  be  lawful,  and  no  act  beyond 
the  scope  of  the  object  in  view  is  permissible;  but  the  search  may 
be  thorough,  including  an  examination  of  the  ship's  papers  and 
log-book,  of  the  cargo,  the  equipment,  the  crew,  and  the  nation- 
ality of  the  passengers.  Any  of  these  particulars  might  throw 
light  on  the  nationality  and  the  destination  of  the  vessel  and  as 
to  the  existence  of  contraband.  Concealment  or  spoliation  of 
material  papers  would  be  ground  for  condemnation,  unless  satis- 
factorily explained.  The  use  of  false  papers,  made  to  deceive, 
would  always  be  ground  for  capture  and  confiscation. 

A  belligerent  ship  sometimes  requires  the  vessel  to  send  her 
papers  on  board  the  cruiser  for  examination;  but  this  should  not 
be.  It  is  surely  enough  if  the  neutral  vessel  passively  submits  to 
be  stopped  and  searched,  without  being  forced  to  take  any  active 
part  in  her  detention. 

Under  our  regulations,  the  belligerent  ship  may  use  the  ene- 
my's flag;  but  before  a  gun  is  fired,  either  as  a  signal  or  in  mak- 
ing a  capture,  it  must  be  hauled  down  and  the  national  flag  dis- 
played. 

The  flag  is  prima  facie  evidence  of  nationality;  but  in  time  of 
war  a  neutral  vessel  would  not  be  condemned  for  carrying  the 
enemy's  flag  as  a  prudential  means  of  avoiding  capture  by  him, 
nor  for  clearing  for  an  enemy's  port  in  order  to  escape  molesta- 
tion. 

In  1861,  during  our  war  with  the  Confederate  States,  the  British 
mail  steamer  Trent,  commanded  by  a  naval  officer,  was  sailing 
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from  Havana  to  an  English  port.  At  Havana  came  on  board 
as  passengers  Messrs.  Mason  and  Slidell  on  their  way  to  England 
on  a  diplomatic  mission  from  the  Confederate  government.  The 
steamer  was  stopped  by  the  United  States  steamer  San  Jacinto, 
Captain  Wilkes,  and  the  two  men  were  taken  from  on  board  of 
her  and  carried  to  the  United  States  as  prisoners  of  war  in  spite 
of  the  indignant  protest  of  the  British  commander. 

There  is  no  principle  of  international  law  by  which  the  action 
of  Captain  Wilkes  can  be  sustained.  The  men  were  not  soldiers 
or  military  persons  going  to  join  the  enemy,  but  mere  diplomatic 
agents  sent  to  a  neutral  country,  and  therefore  not  capturable  as 
contraband  of  war.  And  as  to  their  dispatches:  as  we  have 
already  seen,  whatever  their  contents  might  be,  no  responsibility 
attaches  in  the  case  of  a  mail  steamer,  which  is  therefore  exempt 
from  capture  on  that  particular  ground.  If  exempt  from  captm'e, 
she  is  also  exempt  from  visit  and  search,  for  the  right  of  visit 
and  search,  being  merely  auxiliary  to  the  right  of  capture,  must 
fall  with  it.  Again,  there  could  be  no  presumption  that  the  dis- 
patches were  of  a  hostile  nature,  since  their  object  may  have  been 
to  solicit  peaceful  mediation  by  the  neutral  government  to  which 
they  were  addressed. 

It  is  true  that  a  technical  right  to  visit  is  supposed  to  exist  in  all 
cases,  as  a  belligerent's  discretion  cannot  be  restricted  by  any 
fixed  rule.  But  this  right  is  subject  to  one  limitation.  It  is 
based  on  the  possibility  that  the  vessel  to  be  visited  may  be  found 
to  be  liable  to  capture,  either  from  her  being  enemy's  property, 
or  from  her  destination,  coupled  with  the  nature  of  her  cargo. 
Had  the  Trent  been  sailing,  really  or  apparently,  for  an  enemy's 
port  there  would  have  existed  a  possibility  that  she  might  be 
found  to  be  liable  to  capture.  In  that  case,  under  the  general 
rule,  Captain  Wilkes's  technical  right  to  visit  her  could  not  be  dis- 
puted. The  Trent  was  known  to  be  neutral  property,  and  sailing 
not  for  an  enemy's  port,  but  from  one  neutral  port  to  another. 
As  for  Mason  and  Slidell,  they  were  known  not  to  be  military 
persons,  and  therefore  not  contraband  of  war.  Thus  the  possi- 
bility of  her  being  found  liable  to  capture — ^the  sole  ground  of 
the  right  to  visit — was  flatly  negatived  by  the  known  facts  of  the 
case.  Even  assuming  that  the  Trent  was  technically  liable  to 
visit  and  search,  simply  taking  persons  from  on  board  of  her  and 
then  letting  her  go,  without  the  judgment  of  a  prize  court,  which 
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she  was  entitled  to  have,  was  a  gross  violation  of  her  nation's 
sovereignty.  England's  claim  of  right  to  do  this  very  thing  was 
one  of  the  chief  causes  of  our  war  of  1812.  Thus  in  demanding 
reparation  for  Captain  Wilkes's  action  she  placed  herself  on  pre- 
cisely the  same  ground  on  which  we  stood  before  our  war  with 
her;  so  that  on  our  own  principles  we  were  bound  to  accede  to 
her  demand  for  reparation. 

If  Captain  Wilkes  had  brought  in  the  Trent  for  adjudication, 
he  would  have  clothed  his  conduct  with  an  appearance  of  legality. 
In  that  case  our  own  prize  court,  there  not  being  the  least  scin- 
tilla of  probable  cause,  would  have  restored  the  ship  and  held  him 
responsible  in  damages;  and  had  we  not  promptly  made  the  repa- 
ration required.  Great  Britain  would  have  had  against  us  a  just 
cause  of  war. 

This  leads  us  to  another  important  topic:  The  Duties  and  Re- 
sponsibilities of  Captors. 

I  will  remark  in  passing  that  a  neutral  nation  may  forbid  prizes 
to  be  brought  into  its  ports  except  under  stress  of  weather,  to 
leave  immediately  afterward. 

Captors  are  personally  liable  in  a  prize  court  for  a  capture 
without  probable  cause.  In  such  case  the  ship  and  cargo  would 
be  restored,  and  the  captors  mulcted  in  costs  and  damages.  And 
even  in  case  of  condemnation,  compensation  would  be  made  for 
any  loss  arising  from  the  captor's  want  of  care.  At  his  peril  he 
must  place  an  adequate  force  on  the  captured  ship  with  a  com- 
petent prizemaster,  for  whose  conduct  he  is  responsible.  But 
there  is  no  responsibility  for  loss  by  the  perils  of  the  sea. 

He  must  bring  or  send  in  his  prize  for  adjudication  without 
delay,  and  commence  proceedings  at  once  by  a  libel  in  the  prize 
court.  Should  there  be  unnecessary  delay  in  bringing  in  or  in 
commencing  proceedings,  demurrage  is  allowed  to  the  claimant 
The  rule  is  inflexible  in  regard  to  privateers,  but  a  war  ship  may 
sometimes  not  be  able  to  comply  with  it,  being  under  orders 
which  may  detain  her.  Not  only  must  the  prize  be  brought  in 
without  delay,  but  it  must  be  to  the  most  convenient  home  port, 
otherwise  the  claimant's  expenses  might  be  unnecessarily  in- 
creased. 

Captured  contraband  cannot  be  appropriated,  but  must  be 
brought  in  with  the  ship.  Goods  that  are  perishable  or  otherwise 
impossible  to  be  brought  in  should  be  sold  by  the  captors  and 
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the  proceeds  delivered  to  the  register  of  the  prize  court,  and  in 
case  of  necessity  the  prize  itself  may  be  sold,  the  proceeds  being 
paid  into  court.  If  for  any  cause  it  cannot  be  brought  in,  it 
may  be  destroyed,  the  cargo  and  the  ship's  papers  being  saved 
if  possible. 

A  cartel  ship  is  used  under  a  flag  of  truce  for  an  exchange  of 
prisoners,  or  for  communication  between  the  belligerents,  and 
may  be  employed  by  any  naval  commander  in  the  execution  of 
his  duties.  She  is  regarded  as  neutral,  and  as  such  is  held  sacred. 
She  should  carry  a  white  flag,  together  with  her  national  one,  but 
she  must  carry  no  cargo,  and  cannot  be  allowed  to  trade.  She 
should  carry  one  gun  only,  for  use  in  signaling.  Any  abuse  of 
her  character  would  justify  her  captiu'e. 

We  will  now  consider  the  proceedings  in  the  prize  court  and 
their  effect. 

The  adjudication  must  be  made  by  the  first  admiralty  conrt 
that  obtains  jurisdiction  by  a  commencement  of  the  proceedings. 
The  court  must  be  only  of  the  captor's  own  nation,  or  of  its  aDy 
in  the  war.  Although  in  a  suit  in  rem,  a  court,  in  order  to  exer- 
cise jurisdiction,  is  supposed  to  have  the  res,  or  thing  in  con- 
troversy, in  its  possession  or  under  its  control,  a  prize  court  may 
assume  jurisdiction,  though  the  prize  may  be  lying  in  a  neutral 
port,  in  which  case  it  is  deemed  to  be  under  the  captor's  control, 
and  his  possession  is  deemed  to  be  that  of  his  government 

The  burthen  of  proof  in  all  cases  is  on  the  captor. 

Capture  overrides  all  previous  liens  on  the  property,  always 
excepting  a  bottomry  bond  on  the  ship  and  respondentia  on  the 
cargo,  because  these  saved  the  ship's  life.  Were  these  liens  not 
always  respected,  this  means  of  saving  ship  and  cargo  would 
hardly  be  obtainable  anywhere.  When  the  cargo  only  is  con- 
demned, the  ship  being  restored,  the  shipowner  is  allowed  his 
freight,  it  being  a  lien  on  the  cargo;  but  it  will  go  to  the  captor 
if  it  is  he  that  has  carried  the  cargo  to  the  place  of  destination. 
Subject  to  these  charges,  the  captor  takes  the  interest  of  the 
owner  at  the  time  of  shipment  without  regard  to  any  subsequent 
transfer  or  lien  except  as  before  mentioned. 

It  is  important  to  bear  in  mind  that  mere  capture  does  not 
transfer  the  ownership.  Nothing  can  do  this  but  the  judgment 
of  a  competent  court,  the  title  meanwhile  remaining  in  seques- 
tration. 
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The  law  of  the  sea  no  single  nation  can  change,  and  a  prize 
court  is  therefore  bound  by  the  established  rules  and  usages  of 
maritime  nations;  but,  under  international  law,  the  judgment  of 
a  prize  court,  whether  correct  or  incorrect,  is  always  held  con- 
clusive as  between  the  parties,  and  a  decision  would  be  held  valid 
under  international  law  as  construed  by  the  captor's  court.  But 
although  an  unjust  judgment  of  condemnation  may  bind  the 
claimant,  it  does  not  bind  the  claimant's  nation  nor  preclude  it 
from  demanding  reparation  from  the  captor's  government,  whose 
responsibility  commences  immediately  on  the  rendition  of  a  judg- 
ment in  denial  of  justice. 

No  condemnation  can  be  made  after  the  war  is  ended.  If 
peace  finds  the  prize  uncondemned,  it  must  be  restored. 

Next,  as  to  prize  money:  The  established  theory  is  that  all 
prizes  belong  to  the  sovereign,  so  that  the  national  government 
may  lawfully  restore  the  prize  either  before  or  after  condemna- 
tion, and  the  captor  would  have  no  redress  except  by  an  act  of 
the  legislature.  In  the  United  States  the  prize  money^  is  dis- 
tributable as  Congress  may  direct. 

There  is  no  general  rule  as  to  the  proportions  in  which  prize 
money  will  be  distributed  among  the  respective  claimants,  this 
depending  on  the  rules  and  usages  of  the  different  maritime  na- 
tions. Our  own  prize  courts  follow  in  this  respect  the  rules  and 
usages  of  those  of  Great  Britain.  Under  our  act  of  Congress  of 
1800,  when  the  enemy  was  in  equal  or  superior  force,  the  whole 
goes  to  the  captors;  if  in  inferior  force,  one-half  goes  to  the 
United  States  and  the  other  half  to  the  captors. 

It  has  been  adjudged  that  when  a  naval  officer  not  belonging 
to  the  capturing  ship  is  on  board  only  as  a  passenger,  although 
acting  in  his  official  capacity,  there  is  no  rule  that  entitles  him  to 
share. 

In  the  case  of  a  joint  capture,  if  the  vessel  claiming  to  share 
was  in  any  degree  instrumental  in  effecting  the  capture,  this  en- 
titles her  to  share.  In  order  to  share  she  must  have  been  at  the 
least  in  sight  before  the  surrender.  In  that  case  it  will  be  pre- 
sumed that  she  contributed  to  the  capture  either  by  adding  to 
the  fear  of  the  enemy  or  by  encouraging  the  captors;  but  this 
presumption  is  not  made  in  favor  of  a  privateer  claiming  only  on 
the  ground  of  having  been  in  sight;  for  the  reason  that  privateers 
are  fitted  out  only  for  private  gain  and  are  under  no  obligations 
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to  attack,  whereas  a  war  ship  is  always  bound  to  do  so,  exc^ 
when  the  enemy  is  in  greatly  superior  force.  So  that  the  fact 
of  a  privateer  being  merely  in  sight  is  not  supposed  to  encourage 
the  captors  or  to  add  to  the  enemy's  fear. 

One  other  topic  remains  to  be  noticed — ^that  of  Salvage  on  a 
Recapture. 

Among  all  maritime  nations  salvage  is  given  to  the  recaptors, 
but  as  to  the  rate  of  salvage  there  is  no  uniform  rule  prevailing 
among  them.  Our  act  of  1800  (U.  S.  R.  S.,  sec.  4652)  specifies 
various  rates  of  salvage  according  to  the  circumstances.  It  dis- 
criminates in  favor  of  privateers.  The  reason  of  this  discrimina- 
tion is,  no  doubt,  that  a  privateer  is  under  no  obligation  to  re- 
capture, while  a  national  ship  in  recapturing  is  simply  doing  its 
duty,  for  which  officers  and  crew  are  being  regularly  paid  by  the 
nation. 

When  the  recapture  was  not  made  until  after  the  owner's  title 
had  been  divested  by  the  sentence  of  a  competent  court,  there 
can  be  no  restitution,  and,  consequently,  no  claim  for  salvage. 
But  in  the  case  of  a  recapture  from  pirates,  restitution  with  sal- 
vage is  always  given,  because  there  could  never  have  been  any 
valid  change  of  title. 

There  is  one  case  in  which  salvage  is  refused  on  a  recapture. 
It  is  when  the  vessel  had  been  unlawfully  seized  by  the  original 
captors.  It  is  then  presumed  that  there  would  have  been  a  de- 
cree of  restitution  by  the  captor's  own  prize  court,  so  that  there 
never  was  any  real  danger  of  condemnation,  and  consequently 
the  recapture  not  having  conferred  any  real  benefit  on  the  owner, 
there  is  no  ground  for  the  payment  of  salvage.  I  should  call 
this  reasoning  rather  ingenious  than  satisfactory.  In  the  early 
days  of  the  French  Revolution,  however,  this  principle  was  not 
applied  to  captures  by  French  cruisers,  inasmuch  as  the  French 
prize  courts  in  those  anarchical  days  were  notoriously  condemn- 
ing without  regard  to  the  rules  of  international  law,  and  accord- 
ingly in  those  cases  salvage  was  usually  decreed. 

In  concluding,  I  am  tempted  to  make  a  remark,  however  para- 
doxical it  may  seem.  It  is  this :  That  in  these  latter  days  a  knowl- 
edge of  certain  branches  of  international  law  is  of  more  import- 
ance to  naval  officers  than  to  the  diplomatists  who  represent  us 
abroad,  and  for  this  reason,  diplomatists  nowadays  are  never 
compelled  to  make  an  instantaneous  decision  on  any  important 
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question.  When  a  decision  is  to  be  made  they  have  at  hand  all 
the  books  and  authorities  needed  to  enable  them  to  arrive  at  a 
correct  conclusion,  and  in  all  cases  they  can  promptly  receive  by 
telegraph  such  instructions  from  their  government  as  will  free 
them  from  all  responsibility.  On  the  other  hand,  a  naval  com- 
mander may  at  any  time  be  called  on  for  instantaneous  action  that 
may  possibly  involve  his  country  in  war,  with  no  time  or  oppor- 
tunity to  consult  authorities,  and  in  a  place  where  no  teleg^phic 
communication  with  his  government  exists. 


[oomit 
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NAVAL  RAIDS:   A  CURSORY  EXAMINATION  AND  A 

CONCRETE  EXAMPLE. 

By  Captain  C.  F.  Goodrich,  U.  S.  N. 


Incident  to  a  serious  naval  demonstration  against  the  United 
States  is  the  possibility  that  exposed  points  may  be  selected 
for  sudden  attacks,  of  which  the  object  is  rather  (a)  the  destruc- 
tion of  ships  either  close  to  the  coast  or  in  port,  or  (b)  damage 
to  structures  on  shore  with  the  alternative  of  heavy  indemnity, 
than  the  winning  of  any  military  advantage.  Such  operations 
are,  moreover,  not  restricted  to  occasions  when  a  superior  sup- 
porting force  is  in  the  neighborhood,  but  may  be,  as  they  have 
been,  undertaken  by  solitary  cruisers  from  a  remote  base.  In 
discussing  the  aspects  of  raiding,  it  will  conduce  to  brevity  and 
clearness  to  separate  the  cases  described  and  to  take  up  first 
the  simpler  of  the  two.  Our  proposition  may  then  be  thus  stated: 
''Given  a  reasonably  complete  command  of  our  own  water  ap- 
proaches, are  such  isolated  raids  to  be  apprehended,  and,  if  so, 
how  may  they  be  best  guarded  against?" 

Of  the  illustrations  and  precedents  available,  those  are  natu- 
rally the  more  valuable  which  relate  to  our  own  shores  and,  in 
point  of  time,  lie  within  the  period  of  steam  propulsion.  A 
study  of  such  precedents  will  prove  helpful  in  indications  as 
to  what  should  be  done  under  somewhat  similar  circumstances, 
and  may  make  clear  certain  principles  applicable  even  when  we 
are  unreservedly  on  the  defensive. 

The  literature  of  the  raids  by  Confederate  cruisers  along  our 
Northern  seaboard  is  so  full  that  we  experience  difficulty  only 
in  selecting  what  is  most  pertinent.  In  the  following  extracts 
attention  is  called  to  the  mental  side  of  the  question,  as  reflected 
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in  the  alarms  of  the  mercantile  community;  the  pressure  brought 
to  bear  upon  the  Government  to  appease  these  alarms;  the  real 
damage  done ;  the  measures  adopted  to  put  a  stop  to  the  damage. 

As  early  as  May,  1861,  the  Governor  of  New  Jersey  writes  to 
President  Lincoln  that  "The  citizens  of  New  Jersey  residing  in 
the  southwestern  part  of  the  State  and  on  the  Delaware  bay 
feel  some  anxiety  on  account  of  their  defenceless  condition  and 
exposure  to  annoyance  from  privateers." 

In  July  of  that  year  the  Jeff  Davis,  privateer  brig,  created  t 
panic  in  the  coastwise  trade  by  her  captures  of  vessels  off  Nan- 
tucket Shoals  and  Cape  Hatteras.  The  Navy  Department  was 
inundated  with  reports  of  her  activity,  and  requests  for  vessels 
to  go  in  chase  poured  in  from  underwriters,  private  individuals 
and  others.  Such  naval  ships  as  were  available  were  dispatched 
in  pursuit,  and  private  steamers  were  also  engaged  for  this  ser- 
vice. One  telegram  will  suffice  to  show  the  Department's 
methods : 

July  12,  1861. 
Send  any  vessel  you  can  find  or  hire  after  the  privateer  reported  south* 
east  of  Nantucket. 

Gideon  Welles,  Secretary  of  the  Navy. 
To  Captain  Breese,  Navy  Yard,  New  York. 

In  all,  some  eight  or  ten  vessels  were  dispatched  in  pursuit, 
but  without  success.  The  Jeff  Davis  got  safely  back  into  the 
Confederacy  after  capturing  four  coasters. 

Governor  Andrew,  of  Massachusetts,  addressed,  on  July  16, 
1861,  a  long  letter  to  the  Navy  Department  upon  the  necessity 
of  cruisers  to  protect  coastwise  commerce.  Being  typical  of 
many  others  of  like  import  from  many  sources,  I  quote  some 
of  its  expressions  in  extenso: 

In  view  of  the  exploits  of  Southern  privateers  within  the  past  few  days 
off  our  coast,  a  feeling  of  apprehension  has  come  to  pervade  our  mer- 
cantile community,  surpassing  anything  which  it  has  experienced  during 
the  progress  of  hostilities  thus  far.  There  is  serious  trouble  among  all 
our  insurance  companies,  caused  by  the  actual  presence  of  a  danger  which 
they  had  confided  in  our  naval  efficiency  to  avert,  and  there  exists 
throughout  every  branch  of  trade  which  is  connected  with  our  shipping 
an  uneasiness  which  finds  vent  in  anxious  looks  and  words  and  expres* 
sions  of  indignation  that  the  most  stringent  measures  are  not  adopted 
to  strengthen  the  blockade  and  to  scour  any  privateer  from  our  seas. 

The  Confederate  privateer  steamers  Gordon  and  Mariner,  about  the 
same  time  captured  the  first  the  brig  Wm.  McGilvery  and  schooner 
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Protector  off  Hatteras,  the  latter  the  schooner  Nathaniel  Chase  off  Ocra- 
coke  Inlet.  The  privateer  York  took  the  brig  B.  T.  Martin.  These 
events  brought  to  the  Navy  Department  letters  from  the  marine  insur- 
ance companies  of  Philadelphia,  beseeching  more  activity  and  better 
protection. 

On  the  1 2th  of  November,  1862,  the  Board  of  Trade  of  Boston  ad- 
dressed a  communication  to  the  Secretary  of  the  Navy  calling  his  atten- 
tion to  the  defenceless  state  of  that  harbor  and  pointing  out  its  liability 
to  raiding  by  the  Alabama,  lately  reported  as  not  far  distant,  or  by  one 
of  the  rams  then  building  in  England  for  the  Confederacy.  They  say: 
"  It  is  believed  by  practical  men  that  through  Broad  Sound  (one  of  the 
two  principal  entrances  to  this  harbor)  a  reckless  and  daring  piratical 
ironclad  steamer  might  enter  without  serious  injury  and  lay  our  city 
under  contribution.  ...  In  view  of  the  foregoing  facts,  we  beg  respect- 
fully to  suggest  that  the  new  ironclad  steamer  Nahant  (of  the  monitor 
class)  now  nearly  completed  by  Mr.  Loring,  be  allowed  to  remain  in 
this  harbor  for  its  defence,  at  least  till  the  necessary  guns  are  placed  in 
the  several  fortifications  of  this  harbor  and  the  pirate  Alabama  has  been 
cither  captured  or  destroyed." 

The  following  correspondence  accentuates  the  pressure  brought 
to  bear  on  the  Navy  Department  for  local  needs: 

Albany,  N.  Y.,  September  16,  1862,  5.30  p.  m. 
(Received  Washington,  6.30  p.  m.) 
Sir: — If  there  is  anything  in  the  statement  of  the  New  York  World 
this  morning  in  reference  to  rebel  vessels,  and  I  have  information  from 
a  respectable  source  which  goes  to  corroborate  it,  I  am  sure  that  the 
new  ironclad  Government  steamer  can  be  put  to  no  use  more  important 
for  all  interested  than  by  placing  her  at  once  in  New  York  harbor,  which 
I  earnestly  request.  E.  D.  Morgan,  Governor  of  New  York. 

Hon.  Gideon  Welles. 

Navy  Department,  September  17,  1861. 
The  steamer  referred  to  is  probably  the  New  Ironsides,  now  at  Philadel- 
phia, where  her  presence  is  most  earnestly  requested  by  (jovemor  Curtis. 
The  Galena  and  Monitor  are  guarding  the  entrance  of  the  James  River 
in  anticipation  of  Merrimack  No.  2.    Under  these  circumstances  it  would 
seem  to  be  impossible  to  comply  with  your  request 

Gideon  Welles. 

On  November  8,  1862,  Governor  Morgan  writes  the  Secre- 
tary of  the  Navy  urging  that  the  Savannah  be  stationed  in  the 
North  river  ^nd  that  an  ironclad  be  sent  to  New  York. 

November  12,  1862,  the  Boston  Board  of  Trade  wrote  the 
Secretary  of  the  Navy  that  the  Nahant,  just  completing  at 
Loring's  yard,  should  be  kept  in  Boston  harbor,  to  protect  if 
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against  the  incursions  of  the  Alabama  or  other  rebel  vessels — 
the  forts  being  but  indifferently  armed  with  153  out  of  475  guns 
allotted. 

This  letter  was  endorsed: 

There  is  always  some  naval  force  at  Boston,  while  other  places  on 
the  coast,  with  the  exception  of  Portsmouth,  are  not  so  favored.  Were 
a  cruiser  to  enter  the  harbor  of  Boston,  which  is  very  improbable,  there 
is  always  a  force  to  see  to  her.  It  can  hardly  be  supposed  that  an 
armored  vessel  prepared  for  operations  elsewhere  should  be  detained  at 
BostoA  and  the  expedition  broken  up  under  a  remote  apprehension  that 
a  hostile  vessel  might  attempt  to  visit  that  place.  G.  W. 

Albany,  November  17,  1863. 
I  had  just  been  informed  that  Rear  Admiral  Paulding  was  satisfied  that 
the  Savannah  was  unsuitable  for  the  service  specified.  Accordingly  yon 
wisely  determined  that  the  Roanoke  should  be  placed  at  the  disposal  of 
the  Rear  Admiral  immediately  on  her  completion  as  an  ironclad.  In 
the  meantime  you  directed  that  one  of  the  present  ironclads  be  left  to 
the  harbor  until  the  Roanoke  is  completed. 

E.  D.  Morgan,  Governor. 
Hon.  Gideon  Welles. 

Boston,  November  18, 1862,  the  Boston  Marine  Society  repeats 
the  wish  of  the  Board  of  Trade  for  an  ironclad  at  Boston: 

Telegram. 

New  York,  November  ao,  1862. 
We  respectfully  request  that  the  Passaic  remain  for  the  defence  of  this 
harbor  until  the  Montauk  is  ready  for  that  service. 

E.  D.  Morgan,  Governor. 
Henry  Barney,  Collector. 
Hon.  Gideon  Welles. 

Telegram. 

Boston,  2.40  p.  m.,  February  2,  1863. 
From  last  reports  concerning  the  Alabama  the  intelligent  Boston  mer- 
chants believe  it  is  not  improbable  that  Semmes  may  make  a  descent  on 
the  Massachusetts  coast,  say  at  Provincetown,  which  is  whc^y  unpro- 
tected, and  suggest  that  an  armed  Federal  vessel  should  be  stationed  there. 

Jno.  A.  Andrew,  Governor  of  Massachusetts. 
Hon.  Gideon  Welles,  Secretary  of  the  Navy. 

Commonwealth  of  Massachusetts, 

Executive  Department,  Boston,  April  27,  1863. 
Sir. — I  beg  to  request  you  to  consider  the  importance  of  detailing  im- 
mediately an  ironclad  vessel  of  war  for  the  exclusive  duty  of  protecting 
the  harbors  of  the  Massachusetts  coast,  and  particularly  the  harbor  of 
Boston. 
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(Here  follows  arguments  as  to  extent  and  value  of  property 
exposed,  etc.) 

Not  a  single  Federal  vessel  of  war  cruises  in  Massachusetts  Bay  for 
the  protection  of  its  coast  and  commerce,  nor  has  the  Federal  com- 
mander at  Fort  Warren  any  authority  to  detain  and  examine  suspicious 
vessels,  or  any  steamer  or  cutter  with  which  to  execute  such  authority 
if  it  should  be  conferred  on  him;  and  the  same  want  of  protection  is 
true  of  the  southern  Massachusetts  coast,  where  through  the  Vineyard 
Sound  90,000  vessels  have  been  counted  as  passing  Gay  Head  in  the 
course  of  twelve  months. 

.  .  .  with  those  channels  (Boston  harbor)  open  to  the  commerce  of  the 
world,  a  daring  commander  of  a  siqgle  swift  ironclad  steamer  like  the 
Alabama,  can  undertake  with  a  fair  prospect  of  success,  to  suddenly  run 
past  the  forts  and  appear  before  the  city. 

....  With  our  forts,  therefore,  so  inadequately  armed,  the  only  effi- 
cient protection  Boston  harbor  can  have  against  the  possible  incursion 
of  a  single  swift  rebel  steamer  is  by  stationing  here  a  Federal  ironclad 
vessel  which  would  be  able  to  attack  and  sink  such  a  rebel  steamer  when 
it  should  have  entered  the  port. 

....  I  most  respectfully  but  firmly  urge  upon  your  attention  as  a 
matter  of  right  that  such  a  vessel  may  at  once  be  assigned  to  this  duty. 
If  it  is  a  question  of  pecuniary  consideration  to  the  Federal  government, 
I  am  ready  and  hereby  offer  to  buy  such  a  vessel  from  the  United  States 
and  to  pay  for  it  immediately  in  cash. 

The  anxiety  of  the  whole  community  for  protection  from  sudden  incur- 
sion by  sea,  the  vast  material  interests  at  stake,  and  my  own  conscious- 
ness of  the  reasonable  character  of  my  request  unite  to  induce  me  to  ask 
an  early  reply  to  this  communication. 

John  A.  Andrew,  Governor  of  Massachusetts. 

The  President  of  the  United  States. 

The  following  day  Governor  Andrew  addressed  a  letter  of 
similar  import  to  the  Secretary  of  the  Navy,  in  which  he  says : 

I  am  after  many  days  of  careful  exploration  compelled  to  the  con- 
clusion that  the  only  act  of  possible  of  immediate  utiHty  and  likely  to 
impart  early  relief  to  the  public  mind  is  to  procure  the  assignment  of  an 
ironclad  steam  vessel,  with  its  complete  armament  ready  for  any  service 
to  the  separate  defence  of  our  principal  harbor. 

The  same  day  he  wrote  to  Senator  Sumner  to  urge  the  De- 
pwirtment  to  equip  and  station  the  Ohio  at  the  mouth  of  the 
harbor  at  once,  pending  the  arrival  of  the  ironclad. 

Navy  Department,  May  2,  1863. 
Sir. —  .  .  .  Among  the  suggestions  urged  by  you  on  the  consideration 
of  the  Federal  Government  is  one  for  an  ironclad  steamer  to  be  stationed 
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at  Boston.  We  have  not,  however,  a  vessel  of  this  description  that  can 
be  spared  from  other  duty  and  appropriated  to  that  object  at  this  time. 
Nor,  with  due  deference,  do  I  think  that  such  a  vessel  is  the  best  adapted 
to  the  coast  defence  of  Massachusetts  and  New  England,  although  it 
might  be  more  useful,  perhaps,  in  the  harbor  of  Boston,  should  a  roving 
privateer  or  pirate  make  its  appearance  at  that  port.  But  the  turreted 
vessels  which  we  have,  while  admirably  adapted  for  harbor  defence  and 
operations  on  the  coast,  are  not  vessels  of  speed,  and  therefore  wonld 
not  be  efficient,  except  at  a  single  point.  It  has  appeared  to  me  that 
to  guard  against  the  improbable  but  possible  contingency  of  a  hasty 
descent  by  one  or  more  of  these  rovers  upon  some  imprepared  place  upon 
the  coast,  it  might  be  a  wise  precaution  to  have  a  fast  cruiser  stationed  at 
Boston  and  always  prepared  for  service.  Such  a  vessel  besides  affording 
security  for  Boston  and  its  immediate  vicinity,  would,  on  receiving  intel- 
ligence from  any  place  on  the  coast  by  telegraph  or  otherwise,  proceed 
at  once  to  the  scene  of  the  danger,  and  with  a  probability  of  capturing 
the  invader. 

For  the  extensive  coast  of  New  England  such  a  vessel  would  be  more 
efficient  than  one  of  the  ironclads.  We  can  at  this  time  ill  spare  one  of 
the  fast  cruisers  for  such  a  service,  but  it  may  be  a  wise  and  advisable 
precaution  demanded  by  the  great  population  and  interests  involved.  The 
Department  will  therefore  make  it  a  point  to  have  a  cruiser  stationed  at 
Boston. 

Your  suggestions,  made  through  Senator  Sumner,  that  a  battery  be 
placed  on  the  Ohio  shall  have  immediate  attention,  and  though  we  cannot 
fit  her  for  cruising,  she  will  afford  additional  security  to  Boston.  .  .  . 

Gideon  Welles,  Secretary  of  the  Navy. 
His  Excellency  John  A.  Andrew,  Governor  of  Massachusetts. 

June  19,  1863,  the  New  York  Harbor  and  Frontier  defence 
Commission  passed  resolutions  relating  to  New  York  harbor, 
sent  to  Secretary  of  the  Navy  through  Senator  Morgan. 

Navy  Department,  June  26,  1863. 
Sir. — In  reply  I  would  say  that  there  are  no  ironclads  at  present  avail- 
able for  service  in  New  York  Harbor.  All  now  in  condition  for  active 
operations  arc  needed  on  our  blockading  stations,  which  are  threatened 
from  both  without  and  within.  The  Roanoke  is  under  orders  to  Hampton 
Roads,  where  her  presence  is  deemed  of  importance. 

Gideon  Welles. 
Hon.  E.  D.  Morgan,  New  York. 

On  May  4th  Governor  Andrew  renewed  his  request  for  an 
ironclad,  and  on  May  7th  Secretary  Welles  replied,  "there  is  no 
vessel  of  that  class  at  this  time  available." 

It  is  impossible,  in  reading  the  letters  and  telegrams  quoted 
above,  not  to  admire  the  wisdom  and  firmness  displayed  by  the 
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Secretary  of  the  Navy.  A  weaker  man  could  not  have  with- 
stood the  popular  clamor  arising  in  every  seaboard  town  for 
local  protection,  but  would  have  divided  our  too  scanty  forces 
and  have  made  the  less  important  points  secure  at  the  sacrifice  of 
the  larger,  the  vital  interests  at  stake.  Mr.  Welles'  contention  was, 
in  effect,  that  the  harbors  of  New  York  and  Boston  were  guarded 
by  the  vessels  of  the  blockading  fleet  which  stretched  from  Cape 
Henry  to  the  Rio  Grande,  a  surprisingly  broad  and  sound  strate- 
gic view,  from  which  he  appears  never  to  have  wavered.  This 
view,  the  very  essence  of  correct  coast  defence,  stood  suc- 
cessfully the  test  of  years  of  war.  Given  fresh  conditions  not 
too  unlike  the  old,  it  will  still  prevail.  Yet  to-day  we  hear  on  all 
sides  a  noisy  demand  for  harbor-defence  vessels  and  batteries 
of  16-inch  guns  oh  every  salient. 

That  Mr.  Welles  should  have  consented  to  the  placing  of  a 
cruiser  in  Boston  and  a  monitor  in  New  York  must  not  be  re- 
garded as  a  surrender  on  his  part  of  the  military  principles  for 
which  he  did  battle,  but  rather  as  a  proof  of  the  magnitude  and 
volume  of  the  cry  for  help  from  those  who  were  in  a  position 
to  somewhat  dictate  the  form  this  help  should  assume.  It  was 
like  the  bending  to  the  blast  which  saves  the  tree  from  destruc- 
tion. 

Whether,  in  the  event  of  war  in  these  days,  a  Secretary  of  the 
Navy  can  possibly  be  as  independent  in  his  action  as  was  Mr. 
Welles,  it  is  difficult  to  say.  The  question  is  of  great  importance 
to  us,  although  it  hangs  rather  upon  the  sociological  develop- 
ment of  the  country  than  upon  naval  policy.  Personally,  I  am 
disposed  to  fear  that  the  powers  of  the  press  and  the  politician 
will,  together,  overbear  the  future  Secretary  and  force  him  into 
abandoning,  not  the  true  faith  itself,  but  its  practice.  It  is  incum- 
bent upon  all  who  seriously  discuss  the  naval  problems  of  the 
future  to  recognize  the  possibilities  for  evil  which  may,  and 
doubtless  will,  flow  from  the  source  so  clearly  defined  in  these 
extracts  from  the  history  of  the  past. 

I  purpose  illustrating  by  an  example  drawn  from  an  event  of 
the  Rebellion  the  method  of  apprehending  a  raider,  which  it  will 
be  our  duty  to  avoid,  and  thus  incidentally  and  per  contra,  to 
point  out  the  measures  which  seem  better  adapted  to  the  end  in 
view. 
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The  Tacony  Episode. 

The  summer  of  1863  was  characterized  by  a  raid  which  for 
boldness  and  success  must  long  remain  notable  in  naval  annals. 
The  narrative,  most  interesting  and  instructive,  will  first  be 
briefly  given,  and  then  the  lessons  it  contains  will  be  pointed  oat 
with  reference  to  the  general  question  with  which  we  began  the 
study  of  this  species  of  warfare. 

In  May  of  that  year  the  C.  S.  S.  Florida  was  preying  on 
American  commerce  off  Cape  San  Roque,  Brazil,  in  the  fair  way 
through  which  must  pass  all  sailing  vessels  crossing  the  equator 
in  the  Atlantic  ocean.  It  may  be  remarked,  parenthetically, 
that  this  point  might  with  propriety  have  been  guarded  by  one 
or  more  of  our  own  ships.  On  the  6th  she  took  the  American  brig 
Clarence.  Second  Lieutenant  C.  W.  Read,  of  the  Florida,  then 
made  a  suggestion  to  his  commanding  officer  in  these  words, 
''I  propose  to  take  the  brig  which  we  have  just  captured,  and 
with  a  crew  of  twenty  men  to  proceed  to  Hampton  Roads  and 
cut  out  a  gunboat  or  steamer  of  the  enemy. 

''As  I  would  be  in  possession  of  the  brig's  papers  and  as  the 
crew  would  not  be  large  enough  to  excite  suspicion,  there  can  be 
no  doubt  of  my  passing  Fortress  Monroe  successfully.  Once  in 
the  roads,  I  would  be  prepared  to  avail  myself  of  any  circum- 
stance which  might  present  for  gaining  the  deck  of  an  enemy's 
vessel.  If  it  was  found  impossible  to  board  a  gunboat  or  a  mer- 
chant steamer,  it  would  be  possible  to  fire  the  shipping  at  Balti- 
more." 

This  proposition  was  approved,  and  Read,  placed  in  command 
of  the  Clarence,  immediately  sailed  for  the  Chesapeake.  He  had 
but  one  gun  on  board — a  howitzer.  Arriving  oB  the  Carolina 
coast  a  month  later  he  burned  or  bonded  three  American  ves- 
sels. In  the  meantime  he  had  become  dissatisfied  with  the  Clar- 
ence's sailing  qualities.  From  his  prizes  he  learned  that  a  rigid 
examination  was  made  of  all  craft  approaching  Hampton  Roads, 
and  that  none  were  permitted  to  pass  Fortress  Monroe  except 
those  freighted  on  Government  account.  His  scheme  being 
therefore  impracticable,  he  "then  determined  to  cruise  along  the 
coast  and  to  try  to  intercept  a  transport  for  Fortress  Monroe 
and  with  her  to  endeavor  to  carry  out  the  orders  of  Com- 
mander Maffitt,  and  in  the  meantime  to  do  all  the  possible  in- 
jury to  the  enemy's  commerce." 
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On  the  morning  of  June  12th,  when  about  fifty  miles  east  of 
Cape  Henry,  he  captured  the  bark  Tacony,  by  hoisting  false  sig- 
nals of  distress  that  brought  her  within  hail,  transferred  his  crew 
and  howitzer  to  her  as  being  the  faster  vessel,  and  burned  the 
Clarence.  At  the  same  time  he  burnt  one  schooner,  the  Shind- 
ler,  and  bonded  a  brig  and  a  schooner.  The  latter  was  made 
into  a  cartel.  She  brought  the  Clarence's  prisoners  into  Phila- 
delphia, as  well  as  the  news  of  the  Tacony's  conversion  into  and 
presence  as  a  privateer. 

The  Tacony  then  stood  off  shore  into  the  track  of  the  home- 
ward-bound West  India  trade.  On  the  15th,  being  about  250 
miles  east  of  Cape  Charles,  she  burned  a  brig.  Thence  she  went 
toward  Nantucket,  where,  on  the  20th  and  21st,  that  island 
being  about  northwest  and  sixty  miles  distant,  she  burnt  a  clip- 
per ship,  from  London  to  New  York,  a  bark  and  a  Liverpool 
packet  on  the  22d  in  41*  3'  N.,  6ff  15'  W.  Until  the  23d  she 
seems  to  have  remained  in  the  neighborhood  of  George's  Bank, 
burning  fishing  vessels  to  the  number  of  eight.  On  June  24th 
she  had  reached  to  the  northward  into  the  track  of  vessels  bound 
into  Boston  from  Europe,  where  she  bonded  an  emigrant  ship 
and  took  the  fishing  schooner  Archer,  Portland,  bearing  west  by 
north  no  miles. 

Read  says:  "As  there  were  now  a  number  of  the  enemy's 
gunboats  in  search  of  the  Tacony,  and  our  howitzer  ammunition 
being  all  expended,  I  concluded  to  destroy  the  Tacony  and 
with  the  schooner  Archer  to  proceed  along  the  coast  with  the 
view  of  burning  the  shipping  at  some  exposed  harbor  or  of  cut- 
ting out  a  steamer.  Accordingly,  on  the  morning  of  the  25th 
of  June  we  set  fire  to  the  Tacony,  and  with  the  Archer  stood 
in  for  the  coast." 

Learning  that  the  revenue  cutter  Caleb  Cushing  was  in  Port- 
land and  that  a  staunch,  swift  propeller  would  remain  there 
during  the  night  he  determined  to  run  in  and  seize  both.  He 
entered  the  harbor  unchallenged  at  sunset  June  26th.  His  engi- 
neer expressing  doubts  as  to  his  ability  to  start  the  engines  of 
the  steamer,  and  the  enterprise  demanding  successful  results 
before  daylight,  he  abandoned  the  notion  of  taking  the  steamer, 
resolved  to  capture  the  cutter,  and  after  getting  from  under  the 
gxms  of  the  forts,  to  return  and  burn  the  shipping.  Easily  and 
quietly  he  boarded  the  Caleb  Cushing  and  with  her  stood  out  to 
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sea.  The  wind,  however,  failed  him  toward  morning  of  the 
27th,  so  that  he  was  readily  overhauled  by  two  large  steamers 
and  three  tugs  with  United  States  troops  on  board  sent  out  in 
pursuit.  He  set  fire  to  the  Gushing,  took  to  his  boats  and  at 
11.30  surrendered  to  the  Forest  City. 

On  the  other  side  we  have  a  record  of  alarms  seldom  paral- 
leled in  our  history.  The  telegrams  to  the  Department  began 
to  arrive  on  June  13th,  the  day  after  the  capture  of  the  Tacony 
off  Cape  Henr>',  and  poured  in  with  little  cessation  during  the 
succeeding  fortnight. 

The  Secretary  of  the  Navy  telegraphed  the  commandants  at 
Boston,  Philadelphia  and  New  York:  "Charter  or  seize  half  a 
dozen  moderate-sized,  fast  vessels;  put  on  board  an  officer,  a 
dozen  men  and  one  or  two  howitzers;  send  them  out  in  various 
directions.  Take  any  vessel  that  can  be  sent  to  sea  within  the 
next  forty-eight  hours."  To  Rear  Admiral  Lee,  at  Hampton 
Roads:  "Send  out  anything  you  have  available."  Again,  on 
June  24th,  the  Department  telegraphed  to  the  commandant,  Bos- 
ton: "  Charter  more  steamers  and  send  them  out  after  the  Ta- 
cony; all  that  can  be  sent  in  forty-eight  hours.  G.  W."  Phe- 
nomenal activity  reigned  in  naval  circles  and  every  suitable  ves- 
sel that  could  be  had  in  any  way  was  dispatched  on  the  track  of 
the  Tacony.  ( 

The  chase  after  the  Tacony  can  best  de  described  graphically. 

The  markings  on  the  charts  give  the  positions  of  the  Tacony 
and  of  each  of  the  vessels  sent  in  chase  at  noon  of  each  day. 
A  sharp  distinction  must  be  drawn  between  those  positions 
which  are  of  official  record  and  those  which  are  only  estimated. 
The  former  are  beyond  controversy.  The  latter  must  be  taken 
as  merely  the  best  guesses  made  after  careful  study  of  the  orders 
governing  the  movement  of  the  vessels  concerned  and  the  cruis- 
ing reports  returned.  The  log-books  of  regular  United  States 
cruisers  are  alone  available  at  this  time.  The  reports  of  char- 
tered vessels  are  generally  devoid  of  all  statements  as  to  latitude 
and  longitude.  An  occasional  reference  to  the  speaking  of  an- 
other ship  affords  the  only  check  on  the  guessing.  My  readers 
must  be  content  to  take  such  estimates  under  the  qualification 
mentioned.  I  feel  confident  that  in  most  cases  they  are  not  very 
far  wrong.  Some  vessels  sent  in  pursuit  I  have  omitted  alto- 
gether from  these  charts,  not  feeling  justified  in  hazarding  my 
opinion  as  to  their  whereabouts.    For  the  table  of  noon  positions 
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of  the  naval  vessels  I  am  indebted  to  the  courtesy  of  Lieutenant- 
Commander  Rush. 

It  seems  incredible  that  a  sailing  craft  of  only  average  speed 
should  have  cruised  against  our  coastwise  traffic  in  so  successful 
a  manner,  and  have  enjoyed  from  first  to  last,  a  period  of  two 
weeks,  complete  freedom  from  interruption  by  the  forty  odd  ves- 
sels, most  of  them  steamers,  sent  in  pursuit.  The  fact  demon- 
strates afresh  the  difficulty  of  finding  a  ship  on  the  ocean  when 
her  course  and  destination  are  unknown,  and  emphasizes  the 
necessity,  if  practicable,  of  arresting  her  at  the  place  of  exit. 
The  inference  from  the  occurrence  itself,  supported  by  the  evi- 
dence of  the  track  charts,  shows  a  misuse  of  the  force  employed 
in  patrol.  At  times  the  Tacony  must  have  been  perilously  close 
to  her  pursuers. 

The  Blackstone  reported  that  she  had  twice  been  near  the  Ta- 
cony, but  that  the  two  vessels  were  concealed  from  each  other, 
in  one  instance  by  the  darkness  of  the  night  and  in  the  other  by 
the  obscurity  of  fog.  Thick  weather  prevailed.  This  episode 
answers  affirmatively  the  first  query  of  our  opening,  as  to  whether 
such  raids  are  to  be  apprehended.  It  would  be  equally  valid  in 
the  face  of  a  hundred  cases  tending  to  prove  the  contrary. 

To  consider  the  individual  instructions  issued  to  the  cruising 
vessels  would  consume  too  much  time  and  bear  little  fruit,  but  a 
hasty  glance  over  them  reveals  the  lack  of  a  well-defined  scheme 
calculated  to  cover  the  ground  in  a  thorough  and  efficient  man- 
ner. Admiral  Lee  was  restricted  to  the  waters  south  of  the 
Capes  of  the  Chesapeake,  but  the  commandants  at  Boston,  New 
York  and  Philadelphia  were  apparently  unhampered,  for  they 
sent  vessels  in  any  and  all  directions.  In  consequence,  the  ships 
cruised  in  a  haphazard  manner,  large  gaps  were  left  in  the  patrol 
line,  while  at  other  points  there  was  an  undue  accumulation  of 
force.  As  a  result,  the  Tacony  was  not  apprehended.  Had  the 
task  of  searching  been  divided  between  the  four  bodies  of  ships, 
each  with  its  own  allotted  ground  to  examine  and  protect,  and 
had  a  central  authority  directed  the  movements  of  all,  it  is  yet 
possible  that  failure  would  have  occurred,  still  the  chances  of  suc- 
cess would  undoubtedly  have  been  increased.  That  Read's  party 
was  finally  captured  is  no  excuse  for  her  continued  immunity  from 
detection.  The  ships  sent  out  rushed  madly  in  all  quarters, 
burnt  up  their  fuel  with  all  possible  dispatch,  broke  down  their 
engines  and  had  to  put  back  to  port  for  coal  and  repairs.     Less 
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activity  in  the  fire-room  and  more  expenditure  of  brain  tissae 
in  devising  a  consistent  and  simple  scheme  of  patrol,  assigning 
to  each  ship  its  geographical  square  to  cover  under  reduced 
speed,  or  her  due  place  in  scouting  line  would  have  probably 
yielded  better  results.  One  is  free  to  recognize  the  parallelism 
between  this  episode  and  the  chase  after  the  Confederate  cruisers 
Alabama,  Florida,  etc.  We  were  invariably  sending  ships  after 
the  latter  and  to  the  ports  they  had  just  quitted,  and  we  were, 
of  course,  always  just  too  late  to  catch  the  bird  that  had  flown. 
The  records  show  that  no  plan  of  g^uarding  certain  strategic 
points — where  the  streams  of  ocean  commerce  mingle  or  cross, 
and  there  affording  protection  to  the  sailing  ships  that  must, 
of  necessity  pass  through  them — ^yet  it  is  at  these  very  points 
our  merchant  vessels  were  mostly  captured  and  destroyed.  Each 
captain  went  largely  on  his  own  judgment  and  measured  the  suc' 
cess  of  his  cruise  by  the  number  of  miles  travelled. 

Nothing  is  more  clearly  demonstrated  by  the  Tacony's  cruise 
than  the  need  of  some  central  control.  And  had  the  Govern- 
ment profited  by  the  warning  it  thus  received  and  established 
some  such  off-shore  guard  to  its  coastwise  trade,  the  careers  of 
the  Florida  and  Tallahassee  in  the  following  year  would  have  been 
marked  by  fewer  burnings  of  American  ships,  while  they  might, 
indeed,  have  been  brought  to  a  sudden  close.  The  Florida  passed 
rapidly  along  our  shores,  did  what  damage  she  could,  and  then 
stretched  over  to  the  Azores.  Some  of  us  remember  the  excite- 
ment she  aroused  and  our  own  share  in  the  wild-goose  chase 
after  her.  The  Tallahassee  in  ten  days  burned,  scuttled  and 
bonded  thirty-one  vessels,  and  returned  to  Wilmington  after  an 
absence  of  twenty  days  consumed  in  the  dash  along  the  coast 
to  Halifax  and  back. 

Taking  up  the  second  of  our  initial  queries,  ''How  may  such 
raids  be  best  guarded  against?"  we  must  rely  upon  the  principles 
already  deduced  as  governing  the  operations  of  scouting,  for 
they  are  equally  applicable  to  the  problem  which  now  concerns 
us.  The  postulate,  it  is  to  be  remembered,  is  our  own  reasonably 
complete  control  of  our  water  approaches.  The  rules  we  have 
evolved  call  for  scouts  steaming  at  convenient  speed  in  two  lines, 
an  outer  and  inner,  separated  by  a  distance  equivalent  to  that 
traversed  by  an  average  vessel  in  twelve  hours,  so  that  the  raider 
must  cross  one  zone  of  daylight  within  sight  of  one  or  other  of 
the  patrol  lines. 
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In  this  way  our  coasting  trade  would  be  hedged  in  and  pro- 
tected as  effectively  as  possible,  the  occasional  movements  of 
the  scouts  to  coaling  and  signal  staticHis  serving  to  guard  the 
space  included  between  the  patrol  lines  and  the  beach.  In  addi- 
tion, small  cruisers  might  be  placed  at  points,''of  which  Province- 
town  is  the  type,  ready  to  move  in  any  direction  on  telegraphic 
summons  to  the  relief  of  a  threatened  port. 

How  Guard  Against  Raids? 

II. 

The  problem  assumes  a  very  different  guise,  however,  when, 
the  postulate  being  changed,  we  are  thrown  wholly  on  the  de- 
fensive. In  this  case,  our  coasting  vessels  will  have  been  with- 
drawn from  the  seas  and  our  duty  have  been  restricted  to  the 
attempt  at  warding  off  the  attacks  of  single  cruisers  upon  isolated 
and  exposed  points  deficient  in  local  defence.  The  question 
evidently  hinges  upon  the  completeness  of  the  enemy's  invest- 
ment. If  he  be  present  in  such  overwhelming  force  as  to  con- 
tain our  main  fleet  and  in  addition  to  establish  an  adequate  watch 
over  our  fortified  harbors,  we  shall  be  powerless  on  the  water, 
at  least,  to  oppose  effectual  resistance  to  the  blows  contem- 
plated. Such  points  must  then  look  to  the  army  for  shore  works 
that  will  keep  the  enemy's  lighter  vessels  off  at  harmless  distance. 
These  works  need  not  be  elaborate  or  heavily  armed.  Hasty 
earthworks  and  a  few  six-inch  modern  rifles,  for  example,  will 
abundantly  serve.  As  against  landing  parties,  the  regular  or 
State  troops  will  suffice.  It  is  simply  a  question  of  the  most 
profitable  use  of  the  means  at  hand.  All  points  cannot  be  pro- 
tected; some  must  be  left  exposed.  The  army  must  incur  the 
obligation  of  selecting  the  sacrificial  lamb. 

Between  the  two  extremes  we  have  considered  comes  the 
quite  probable  mean,  which  may  be  thus  defined:  "Given  to  the 
enemy  a  great  but  not  overwhelming  naval  superiority,  how  can 
we  best  guard  against  raiding?" 

It  will  be  wisest,  in  my  opinion,  to  throw  this  burden  upon  the 
army  entirely,  for  it  will  be  difficult  to  spare  any  of  our  ships 
from  their  more  important  duties.  Such  a  measure,  however, 
would  not  be  approved  by  public  opinion,  which,  after  all,  rules 
in  our  land.     The  Navy  Department  would  be  unable  to  resist 
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the  appeals  from  governors,  mayors,  chambers  of  commerce, 
boards  of  trade,  insurance  companies,  and  the  politicians,  who 
never  lead  and  direct  the  general  sentiment,  but  follow  it  at  a 
short  distance  astern.  In  this  world  it  is  the  expedient  which 
control  men's  actions,  not  the  intrinsically  desirable — and  popu- 
lar clamor  must  and  will  be  appeased. 

In  apportioning  the  means  to  the  end,  the  first  consideration 
is  the  size  of  vessels  that  the  enemy  can  employ  on  raiding  duty. 
This  will  be  determined  by  the  depth  of  the  water  approaches. 
If  the  towns  are  exposed,  like  Galveston,  or  if  the  harbors  are 
deep  and  roomy,  the  cruisers  of  the  enemy  may  be  of  the  larger 
type.  If  the  water  be  not  deep,  if  the  harbors  be  narrow  and 
limited,  or  the  towns  back  from  the  coast,  the  cruisers  will  be 
of  the  smaller  type.  Our  admiral  must  select  for  his  guard  ships 
cruisers  not  less  in  power  than  those  likely  to  be  sent  in  by  the 
enemy,  assigning  each  to  a  certain  district  or  division  of  the  coast 
line.  A  sine  qua  nan  is  a  safe  refuge  behind  stout  shore  works. 
Lacking  this  refuge,  he  may  lose  his  ships  by  a  descent  in  force. 
If  each  section  of  the  line  to  be  guarded  were  provided  with 
two  or  more  such  shelters,  the  security  of  the  patrol  ship  would 
be  greatly  increased,  as  it  would  always  have  one  point  within 
easy  reach.  Local  conditions  will  govern,  of  course.  The  ideal 
combination  is  a  swift  cruiser  of  adequate  force,  a  short  patrol 
line,  a  central  station,  and  harbors  of  refuge  on  each  flank.  In 
j)ractice,  much  that  is  desirable  will  be  lacking,  and  the  best  must 
be  made  of  the  actual  circumstances.  The  possession  on  our 
])art  of  an  efficient  system  of  lookout  and  signal  stations  con- 
nected by  telegraph  and  telephone  with  the  central  post  of  the 
patrol  will  enable  the  latter  to  watch  a  comparatively  wide 
stretch  of  coast. 

\'igilancc  and  ])ronipt  action  may  prevent  such  raids  as  are 
contemplated,  or  catch  the  raider  red-handed.  More  complete 
moans  of  prevention  and  protection  are  barred  by  the  conditions 
(^i  tho  problem.  When  we  shall  have  quickly  detected  the  pres- 
ence of  the  raider  and  have  started  at  once  on  his  tracks  we 
sliall  have  done  all  that  our  scanty  resources  in  ships  have  ren- 
dered practicable.  Success  may  not  crown  our  efforts,  and  popu- 
lar dissatisfaction  will  then  l)c  aroused  against  the  Navy.  Our 
indifferent  reward  will  be  found  in  the  reflection  that  we  have 
done  the  best  we  could  and  have  failed  because  no  other  result 
was  attainable. 
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river,  believing  that  if  the  fleet  cut  the  wires  on  the  high  left  bank  they 
would  be  content  with  that  and  proceed,  not  supposing  that  there  was 
a  battery  with  mines  on  the  other  side  also,  which  was  a  swamp. 

My  surmise  was  somewhat  correct,  for,  had  the  battery  station  on  the 
left  bank  been  occupied,  we  should  have  been  discovered,  as  at  one 
time  the  Commodore  Jones  was  high  enough  up  stream  to  have  seen 
into  the  station;  she  could  have  been  destroyed  moments  sooner,  but 
we  were  waiting  for  an  ironclad.  The  orders  given  on  board  were  dis- 
tinctly heard  by  us,  and  it  was  in  consequence  of  certain  orders  that 
the  Commodore  Jones  was  destroyed  as  she  dropped  back  and  over 
the  mine. 

The  fleet  very  soon  after  (the  same  afternoon)  retreated  down  stream, 
and  did  not  return  so  high  up  the  river  again  for  more  than  a  week, 
the  importance  of  which  will  be  seen  further  on.  Many  valuable  articles 
from  the  wreck  were  picked  up,  especially  official  correspondence  of 
importance  to  the  Confederate  government.  The  Captain's  trunk,  private 
correspondence,  Bible,  etc.,  were  carefully  packed  up  and  sent  at  once 
to  Major  Mulford,  of  the  United  States  flag-of-truce  steamer. 

The  simple  act  of  destroying  the  Commodore  Jones  was  not  in  itself 
of  so  much  importance  as  the  destruction  by  torpedoes  of  many  other 
vessels — ironclads,  for  example;  but  aside  from  its  marking  the  first 
success  of  an  electric  system  of  torpedoes,  it  had  another  bearing. 

On  May  5,  1864,  General  Butler  landed  at  Bermuda  Hundred,  guarded 
by  the  same  fleet,  under  Admiral  Lee,  to  which  the  Commodore  Jones 
was  attached.  Admiral  Lee  lost  no  time  in  pushing  on  up  the  river 
with  his  whole  fleet,  for  in  a  few  days  thereafter  he  was  off  Four  Mile 
creek,  where  he  witnessed  the  destruction  of  the  Commodore  Jones.  On 
the  i6th  of  the  same  month  General  Butler  made  his  attack  at  the  rear  of 
Drury's  Bluff,  James  river,  and  was  repulsed  by  General  Beauregard. 
That  struggle  was  one  of  the  hardest  of  the  war.  The  trees  and  ground 
in  front  of  the  works  were  a  sight  to  behold.  There  was  many  a 
moment  when  the  result  was  doubtful. 

Now,  the  object  of  pushing  Admiral  Lee's  fleet,  accompanied  by  trans- 
ports, up  the  river  at  that  time  was  believed  in  Richmond  to  be  the 
assistance  of  General  Butler  in  the  attack  on  Drury's  Bluff.  Certain 
it  is  that  there  was  nothing  to  prevent  Admiral  Lee  from  doing  so  but 
the  torpedo  defenses,  and  these,  as  already  shown,  compelled  his  retreat 
for  the  time.  (Chapin's  Bluff  batteries  were  just  below  Drury's  Bluff, 
but  they  would  not  have  prevented  the  monitors  from  attacking  both 
bluffs.)  This  was,  of  course,  known  at  Drury's  Bluff,  and  enabled  sev- 
eral hundred  of  our  best  gunners  to  leave  the  batteries  in  front  and 
serve  the  guns  in  the  rear  works  against  Butler. 

If  Admiral  Lee  could  have  sent  a  few  ironclads  to  within  sight  of  the 
Bluffs,  the  gunners  stationed  at  the  river  batteries  would  have  been 
retained  here.  Without  them  at  the  rear,  General  Butler  could  not  have 
been  repulsed,  and  Drury's  Bluff,  the  key  to  Richmond,  would  have 
fallen  that  i6th  of  May,   1864. 

Mr.  Mallory,  the  Secretary  of  the  Navy,  in  writing  me  after  the  war, 
uses  these  words:  "The  destruction  of  the  Commodore  Jones,  the 
leading  vessel  of  Admiral  Lee's  fleet,  which  was  ascending  the  James 
river  to  co-operate  with  General  Butler  in  the  attack  on  Drury's  Bluff, 
by  causing  the  retirement  of  that  fleet,  undoubtedly  saved  Drury's 
Bluff,  the  key  of  Richmond."    And  in  the  same  letter  he  adds:  "  I  always 
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regarded  the  submarine  department  under  your  command  as  equal  in 
importance  to  any  division  of  the  army." 

Admiral  Porter  states  that  the  man  who  fired  the  torpedo  that  de- 
stroyed the  Commodore  Jones  was  shot  from  one  of  Admiral  Lee's 
boats.  This  is  a  mistake.  He  was  still  living  in  1889.  The  man  shot 
was  a  carpenter  of  no  torpedo  importance.  He  also  says  that  the  men 
captured  were  "  very  communicative."  I  am  sure  Admiral  Lee  thought 
they  were,  and  that  was  just  what  I  wanted.  They  were  as  good  and 
true  men  as  ever  stepped  in  shoe  leather,  and  had  often  been  well 
drilled  as  to  how  much  and  what  to  say,  in  case  of  capture,  for  wc 
were  always  much  exposed.  Had  they  been  untrue,  the  fleet  could 
have  captured  me,  and  also  destroyed  the  backbone  of  the  James  river, 
the  torpedo  defenses,  that  same  afternoon,  and  gone  on  up  to  the 
assistance  of  Butler  at  Drury's  Bluff  and,  I  believe,  to  the  capture  of 
Richmond. 

I  have  often  thought  there  was  as  much  to  be  accomplished  in  working 
upon  the  credulity  of  the  opposing  force  in  time  of  war  as  in  the  use 
of  your  weapons,  and  that  a  special  department  might  reasonably  be 
organized  for  that  purpose.  This  suggested  itself  to  me  during  our  war, 
because  my  torpedo  department  could  not  then  be  assisted  by  gun  bat- 
teries at  the  several  torpedo  stations,  and  I  was  forced  to  all  sorts  of 
stratagems  in  order  to  work  the  defenses  without  such  assistance. 
Think  what  might  have  been  done  with  a  highly  nervous  man  like 
General  Bragg,  or  even  Sherman,  for  that  matter,  he  himself  having 
said,  as  we  read:  "The  difference  between  Grant  and  me  is,  Grant 
don't  care  a  d — n  what  the  enemy  is  doing,  and  it  just  runs  me  crazy.'* 

The  personnel  of  war  is  not  made  up  of  Lees  or  Grants,  but  of  com- 
paratively very  inferior  substances,  and  the  larger  number  of  high 
officers  could  be  easily  thrown  off  their  guard  and  made  to  vacillate, 
delay,  and  sacrifice  their  opportunities  by  annoying  devices,  plans,  de- 
monstrations,- etc.,  well  arranged  and  put  forward  by  some  such  genius 
as  would  make  a  first-class  detective,  for  instance.  Of  course,  both 
sides  could  play  at  the  same  game:  but  as  in  the  case  of  the  torpedoes, 
the  side  that  did  not  use  it  would  be  under  a  disadvantage. 

A  narrow  escape  was  made  by  General  Foster,  General  Neglcy.  Lieu- 
tenant-Commander Gushing,  and  others  when  making  a  reconnoissance 
up  the  James  river  (I  tliink  in  Aug^ust.  1863),  accompanied  by  the 
Monitor  and  another  vessel.  The  Commodore  Barney  was  ahead,  and 
just  above  Atkin's  Landing,  when  an  electric  torpedo  of  i,8oo  pounds 
powder  in  five  fathoms  of  water  was  prematurely  exploded  under  her 
bows;  but  her  headway  took  her  under  the  falling  mass  of  mud  and 
water,  and  many  men  and  much  material  were  washed  ashore.  The 
Northern  papers  stated  there  were  thirty-six  men  killed  and  wounded. 
The  officer  in  charge  of  the  torpedo  station  had  the  **  buck  fever,**  and 
fired  the  torpedo  from  sheer  nervousness,  and  when  I  arrived  at  the 
station,  half  naked,  from  a  bed  of  illness,  he  could  hardly  speak. 

That  was  the  lowest  station  on  the  river  at  that  time.  I  was  almost 
always  near  by.  but  on  that  dav  I  was  ill  in  bed  with  bilious  fever, 
and  rode  to  the  station  en  deshabille,  hoping  to  arrive  in  time.  It  was 
CushinpV  sudden  dash  up  the  river  that  saved  the  situation.  I  should 
certainly  have  let  the  Commodore  Barney  pass  on  up  and  waited  for  the 
Monitor,  knowinsj:  that  at  least  the  Barney  could  have  been  destroyed 
on  her  return.  It  is  very  singular  that  this  occurrence  did  not  give 
sutTicient  warninir  to  Admiral  Lee    to  enable  him  to  avoid  the  destruction 
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of  the  Commodore  Jones,  and  carry  out  the  object  of  his  expedition 
in  May,  1864,  when  co-operating  with  General  Butler  in  the  attack  on 
Drury's  Bluff  on  the  same  river. 

The  failure  to  destroy  the  Barney  made  a  most  unfavorable  impression 
at  Richmond,  and  increased  the  howl  of  my  opponents  against  the  ser- 
vice I  was  engaged  in,  but  I  was  always  firmly  supported  by  Mr.  Mal- 
lory,  who  had  the  greatest  confidence  in  the  success  of  that  means  of 
warfare,  and  by  our  mutual  friend.  Captain  John  M.  Brooke,  who,  later 
on,  became  Chief  of  Ordnance,  and  then  the  Torpedo  Department  feared 
no  enemy  in  the  rear. 

In  Admiral  Porter's  remarks  as  to  the  attack  on  the  Minnesota,  he 
says  that  **  no  serious  damage  had  been  done,"  and  "  the  torpedo,  which 
weighed  fifty  pounds,  was  not  placed  in  contact  with  the  ship,  but  was 
prematurely  exploded."  These  statements  are  incorrect.  There  was  a 
board  of  inspection  ordered  on  the  ship,  and  it  reported  much  damage — 
certainly  enough  to  justify  the  assertion  that  the  torpedo  was  not  "  pre- 
maturely exploded."  if  we  have  no  other  evidence;  but  the  contact  was 
as  well  made  as  it  is  possible  with  any  ramming  torpedo  known,  even 
at  the  present  time. 

The  report  of  the  inspecting  board,  or  of  the  commander  of  the  ship, 
I  forget  which,  showed  that  the  torpedo  exploded  just  abreast  of  a  mass 
of  shot  and  shell  that  the  Minnesota  had  lately  taken  in  to  carry  South. 
Moreover,  the  torpedo  was  too  small — I  thought  so  at  the  time.  I 
could  not  get  a  larger  steamer  suitable  for  the  purpose,  and  the  one  I 
used  would  not  manceuvre  with  a  larger  torpedo  down  in  an  ordinary 
sea-way  in  such  open  waters  as  the  mouth  of  the  James  river. 

The  attack,  however,  may  fairly  be  called  a  successful  one.  It  was 
the  only  attack  of  the  kind  during  the  war  where  any  success  was  met 
with  without  the  loss  of  the  attacking  party,  and  consequently  the  only 
one  to  prove  the  efficiency  of  the  method.  It  must  be  considered  that 
I  had  to  explode  my  torpedo  against  perpendicular  sides,  whereas 
Lieutenant  Cushing  was  lucky  enough  to  find  a  vessel  having  an  "  over- 
hang "  (the  Albemarle)  under  which  he  could  not  help  getting  his  tor- 
pedo.    He  didn't  require  a  contact  with  the  sides. 

As  to  being  drawn  into  the  hole  in  case  I  made  one  in  the  side  of  the 
Minnesota  (as  was  the  case  with  the  David  that  sank  with  the  Housa- 
tonic),  I  had  provided  for  that  by  previous  practice  by  direct  ramming 
at  an  angle,  always  stopping  the  engine  before  striking,  and  practicing 
the  engineer  to  go  full  speed  astern  as  soon  as  he  felt  the  blow,  without 
waiting  for  orders.  My  torpedo  struck  the  side  of  the  Minnesota  and 
exploded  in  just  about  one  second  after  contact — an  excellent  result  for 
the  fuse  of  that  day.  The  pole  was  shattered  to  pieces  and  the  little 
steamer  driven  back  forcibly. 

When  she  backed  oflf  about  fifty  yards,  and  stopped  to  reverse  and 
go  ahead,  her  single  cylinder  engine  caught  "  on  the  center,"  and  there 
we  remained — it  seemed  to  me  about  forty  years — under  the  fire  of  the 
Minnesota.  The  engineer,  Mr.  Wright  (one  of  the  bravest  and  coolest 
men  I  ever  knew),  got  the  engine  free  again,  having  to  feel  for  the  dif- 
ferent parts  in  the  dark.  The  little  steamer  was  peppered  all  over  with 
bullets.  Several  passed  through  my  clothes,  but  we  got  off  without  any 
injury  whatever.  I  then  steered  in  the  direction  of  Norfolk  to  throw 
pursuers  off  the  scent,  which  proved  successful.  There  was  a  steamer 
under  the  stern  of  the  Minnesota  that  ought  to  have  caught  us  easily. 
Several  men  were  seen  on  her  deck,  forward,  and  those  were  fired  at 
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rapidly  to  prevent  their  casting  off  their  line,  and  she  did  not  leave  the 
Minnesota  while  in  sight. 

I  believe  there  arc  those  still  living  who,  during  the  Civil  War,  re- 
garded torpedo  warfare  as  unworthy  the  higher  qualities  and  duties  of 
a  naval  officer.  To  such  I  would  only  ask:  Whose  judgment  and  fore- 
sight have  proved  the  soundest?  To  those  who  believed  it  unfair  and 
illegitimate  I  invite  a  careful  study  of  all  the  circumstances  attending 
the  explosion  of  General  Grant's  mine  before  Petersburg,  as  compared 
with  those  under  which  the  Commodore  Jones  was  destroyed.  Before 
making  up  my  mind  during  our  war  to  devote  all  my  energies  to  the 
development  of  torpedo  warfare,  I  thought  seriously  of  the  humanitarian 
phase  of  the  question,  but  it  did  not  take  long  to  come  to  the  conclu- 
sion that  what  we  call  humanity  in  war  commenced  after  the  surrender, 
excepting  for  the  disabled,  of  course.  Grant  didn't  think  much  of  hu- 
manity when  he  used  the  mine  at  Petersburg,  nor  when  he  refused  to 
exchange  prisoners,  knowing  that  the  South  was  wholly  unable  to  feed 
even  his  captured  men;  and  to-day  I  believe  that  the  more  destructive 
weapons  employed  in  wars,  the  less  apt  are  wars  to  occur,  and  the 
soonest  over.  Long  wars  spread  desolation  and  darken  the  earth.  It 
would  be  far  better  to  blow  a  whole  army  up  in  one  mine  and  a  fleet 
with  another  than  that  a  war  should  last  four  years. 

HUNTER  DAVIDSON. 


The  Highflyer,  a  protected  steel  cruiser  of  the  second  class,  was 
launched  on  Saturday,  the  4th  inst.,  from  the  yard  of  the  Fairfield  Ship- 
building and  Engineering  Company,  Limited,  Govan.  The  vessel  is  a 
sister  ship  to  the  Hermes,  launched  by  the  same  builders  on  April  7, 
and  illustrated  and  described  on  pages  470  and  407  ante.  The  two  cruisers 
represent  an  improvement  on  the  Juno  class,  of  which  the  Fairfield 
Company  built  two — the  Venus  and  the  Diana.  The  dimensions  of  the 
Highflyer  are:  Length  between  perpendiculars,  350  ft;  breadth  ex- 
treme, 54  ft.;  disi)laccmont,  S.600  tons.  The  coal  capacity  is  normally 
550  tons,  but  provision  has  been  made  for  carrying  a  greater  quantity 
if  necessary.  The  propelling  machinery  will  consist  of  two  sets  of 
triple-expansion  engines  fitted  in  separate  engine-rooms,  each  set  hav- 
ing four  inverted  cylinders  and  four  cranks.  Belleville  boilers  will  be 
fitted  by  the  builders,  and  it  is  expected  that  the  vessel  will  attain  a  speed 
of  20  knots. — Rugineering. 


The  Angljr.  torpedo-boat  destroyer,  left  Chatham  Dockyard  on  the 
,srd  inst..  for  the  final  trials  of  her  machinery,  and  the  results  obtained 
wtTo  satisfactory.  The  mean  speed  obtained  for  six  runs  on  the  mea- 
>\\v\:(\  mile  was  30.550  knots.  The  oflicial  results  were  as  follow  for  the 
throe  hours'  full-speed  trial:  Draught  of  water,  forward  S  ft.  II J4  in., 
aft,  7  ft.;  mean  speed  of  ship,  ^o.yji  knots;  steam  pressure  in  boilers, 
21 J  11).  per  square  inch:  revolutions  per  minute,  399.4  starboard,  398.3 
l)i^rt:  mean  indicated  horsc-powcr.  2.Q10  starboard,  2,910  port — total  for 
the  two  sets.  5.RJ0.  The  steering  circle,  stopping,  and  starting  trials 
wtre  also  successfully  carried  out.  The  builders  were  Messrs.  J.  L 
Thorny  croft  and  Co. — Engineering. 
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llEPORT  OF  TRIAL  OF  MARSDEN'S  CORN-PITH 

CELLULOSE. 

H.  M.  S.  Nettle,  Portsmouth. 

Carried  out  on  i8th  January,  1898. 

COFFERDAM. 

The  cofferdam  was  built  of  15-lb.  steel  plating,  6  feet  6  inches  high 
-and  wide,  by  3  feet  3  inches  deep.  Its  general  scantlings  are  shown 
in  the  appended  tracing.  It  was  divided  into  three  compartments  by  two 
transverse  bulkheads.  All  rivet  work  was  water-tight  and  the  structure 
was  well  built.  The  middle  compartment  contained  67.58  cubic  feet, 
the  side  compartments  35.52  cubic  feet  each. 

THE    CELLULOSE. 

The  cellulose  was  received  at  Portsmouth  Dockyard  on  January  8,  and 
was  kept  stored  until  the  day  of  packing  in  the  cofferdam,  January  12. 
Its  condition  on  opening  the  boxes  was  dry  and  excellent. 

PACKING. 

The  middle  compartment  of  the  cofferdam  was  packed  with  495  lbs. 
-of  cellulose  in  briquettes,  at  a  density  of  7.3  lbs.  per  cubic  foot.  The 
right-hand  compartment  was  packed  with  260  lbs.  of  cellulose,  also  in 
1>riquettes,  at  a  density  of  7.3  lbs.  per  cubic  foot.  The  left-hand  com- 
partment was  filled  with  190  lbs.  of  cellulose,  in  the  loose  or  natural 
•condition,  and  condensed  to  a  density  of  5.35  lbs.  per  cubic  foot.  A 
plate  cover  with  water-tight  joints  was  then  bolted  on.  and  the  cofferdam 
was  set  on  board  the  Nettle  for  ballistic  and  obturation  tests. 

THE    FIRING    TRIAL 

The  gun  used  was  a  5-inch  B.  L.  R.,  with  the  muzzle  thirty  feet  from 
the  face  of  the  cofferdam.  The  projectile  was  a  service  common  shell, 
weighing  50  pounds,  with  about  3^  lbs.  bursting  charge  and  nose  per- 
cussion fuse.  The  striking  velocity  was  about  1,200  feet  per  second. 
The  shell  struck  the  cofferdam  on  the  central  line  two  feet  from  the 
bottom  and  burst  in  the  dam  just  as  its  joint  entered  the  back  plate. 
The  explosion  was  very  violent  and  blew  out  the  entire  back  of  the 
compartment,  carrying  with  it  about  one-third  of  the  cellulose  in  the  rear 
of  the  cofferdam,  but  leaving  the  forward  two-thirds  standing  quite  firmly 
in  place  (as  shown  on  the  tracings).  The  rents  in  the  plating  extended 
into  the  side  compartments,  but  the  cellulose  therein  was  not  disturbed. 
The  cellulose  blown  out  was  scattered  all  over  the  deck,  but  although 
the  shell  exploded  inside  the  dam,  none  of  the  cellulose  was  set  on  fire 
or  even  charred.  As  soon  as  the  photographs  were  taken,  a  box-shaped 
front  of  steel  plating  was  bolted  on  the  face  of  the  cofferdam  and  a 
stand-pipe  about  three  feet  long  was  fitted  on  its  top.  An  ordinary  fire- 
hose was  connected  to  a  pump,  and  the  front  filled  with  water.  The 
water  at  once  rose  to  the  level  of  the  shot  holes,  but  the  cellulose  began 
to  expand  and  no  water  appeared  at  the  back.  The  tank  was  filled  to 
the  top  of  the  stand-pipe,  but  still  the  back  of  the  cellulose,  even  under 
this  pressure  of  a  head  of  7  feet  6  inches,  was  not  even  damp.     Finally, 
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after  seventeen  minutes  from  the  time  the  water  was  put  on.  a  hole 
about  eight  inches  in  diameter  was  washed  out  directly  in  line  with  the 
shot-hole.  The  rest  of  the  material  still  remained  firmly  in  a  ring  or  arch 
around  this  opening.  Experiments  were  then  discontinued  and  the 
cofferdam  slewed  around  with  handspikes  to  get  another  photograph. 
Even  this  shaking  did  not  dislodge  the  arches  of  briquettes. 

This  completed  the  firing  trials.  It  is  interesting  to  note  that  a  head 
of  water  three  feet  above  the  head  of  the  cofferdam  (the  height  of  which 
was  6  feet  4  inches)  gives  a  mean  head  of  6  feet  2  inches  on  the  cellulose. 
As  the  total  exposed  area  of  the  compartment  was  20.8  square  feet,  the 
total  pressure  withstood  by  the  unsupported  cellulose  was  about  3  lbs. 
by  144  by  20.8.  8,985  lbs.,  which  is  four  tons.  When  it  is  considered 
that  this  weight  w^s  borne  for  four  minutes  solely  by  the  expansive 
power  of  the  cellulose,  against  the  walls  of  the  dam,  the  result  appears 
most  remarkable  and  highly  satisfactory  in  every  way. 


THE  BOILERS  AXI)  BULKHEAD  DOORS  OF  THE 

CHICAGO. 

The  unarmored  cruiser  Chicago  of  the  United  States  navy  was  one 
of  the  original  vessels  of  the  famous  "  White  Squadron."  She  was 
launched  in  1884.  and  on  her  trial  trip  she  made  15  knots  with  5.083 
horse-power.  It  was  decided  about  three  years  ago  to  make  many 
changes  in  the  Chicago,  and  these  changes,  which  are  almost  com- 
pleted, will  convert  her  into  a  fast  cruiser  of  i8j^  knots,  developing 
about  9,000  indicated  horse-power.  New  engines,  of  course,  were  re- 
quired, and  they  were  built  at  the  Brooklyn  Navy  Yard,  as  well  as  the 
boilers  shown  in  our  engraving.  The  Bureau  of  Steam  Engineering 
adopted  a  combination  of  the  cylindrical  Scotch  boilers  and  the  sec- 
tional type.  The  engine-room  is  next  the  four  Scotch  boilers,  then 
conies  the  blower  room,  then  the  six  Babcock  &  Wilcox  boilers.  The 
Chicago  will  be  worked  under  forced  draught  on  the  closed  stokehold 
>ystem  when  running  at  high  speed.  Our  engraving  shows  a  pair  of  die 
Scotch  boilers,  which  are  about  i.ooo  horse-power  each.  They  are 
placed  athwartships,  and  our  illustration  supposes  the  visitor  to  be  in 
the  stokehold  looking  at  one  pair  of  boilers,  while  the  other  pair  is  aft 
his  back.  The  Scotch  boilers  all  make  use  of  a  common  stack,  and  aft 
the  level  of  the  protective  deck  the  stack  is  crossed  by  heavy  armor 
hars  which  preserve  the  integrity  of  the  protective  deck. 

The  Scotch  boiler?  were  built  at  the  Brooklyn  Navy  Yard  and  are 
made  •)!  nickel  steel,  the  sheets  being  ij'.;  inches  thick  and  the  heada 
"^  inch  thick.  The  mean  diameter  is  13  feet  8^^  inches  and  the  length 
10'  _.  feet.  The  three  corrugated  furnaces  are  3  feet  5  inches  in  diameter 
and  are  all  tired  from  the  >«ame  stokehold.  The  length  of  the  grate  ia 
n  feet  H  inches.  The  outside  measurement  of  the  417  tubes  is  2%  inches, 
.'•nd  they  are  of  a  thickness  of  No.  10  Birmingham  wire  gage.  The 
luatintr  surface  of  the  tubes  is  1,770  square  feet;  the  heating  sur- 
f.'iot-  of  the  furnace  is  134  square  feet:  the  heating  surface  of  the 
r..nil)ii^tioii  chamber  i(/>  square  feet,  and  of  the  tube  sheets  66  square 
r'.rt.  'ihe  t'ltal  heating  surface  is  2.1.^2/,  square  feet.  The  grate  sur- 
i.toe  i<  f^^.^^  ^<iu:ire  feet.  The  boilers  are  covered  with  magnesia  cover- 
iTiLv     It  i-  expected  that  the  Scotch  boilers  will  drive  the  ship  at  a  speed 
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of  13  nautical  miles  an  hour,  and  with  the  water-tube  boilers  it  is  ex- 
pected that  iSy2  nautical  miles  an  hour  will  be  made.  The  six  Babcock 
&  Wilcox  boilers  have  a  total  heating  surface  of  18,000  square  feet  and 
360  square  feet  of  grate  surface,  making  the  total  heating  surfaces  foot 
up  26,550  square  feet  and  the  grate  surfaces  633  square  feet  The 
bunker  capacity  is  920  tons.  The  steam  pressure  is  180  pounds  per 
square  inch. 

The  twin-screw  engines  are  of  the  horizontal  triple  expansion  tsrpe. 
The  cylinders  are  335^  inches,  50J4  inches  and  76  inches,  the  stroke  is 
40  inches  and  the  engines  make  120  revolutions  per  minute. 

We  now  come  to  another  interesting  feature  of  the  reconstructed 
vessels — ^the  bulkhead  doors.  Lord  Charles  Beresford  says:  "  It  is  a 
fact  that  upon  the  loyalty  of  the  water-tight  doors,  when  dosed,  and 
upon  the  assurance  that  they  are  properly  closed,  depends  the  powder 
of  a  battleship  to  float  when  wounded  by  ram,  torpedo  or  a  gun.  It  has 
been  authoritatively  stated  that  the  cause  of  the  loss  of  the  Victoria  was 
that  the  water-tight  doors  were  not  closed,  and  it  has  been  constantly 
proved  to  be  impossible  to  close  water-tight  doors  in  an  emergency, 
no  matter  how  well  disciplined  and  how  gallant  the  ship's  company 
may  be.  The  system  of  closing  the  doors  by  evolution  as  to  time  in- 
vites an  accident."  Some  very  able  experts  contend  that  there  'should 
be  no  doors  at  all,  and  that  the  main  bulkhead  should  be  intact  to  the 
main  deck. 

To  the  layman,  the  number  of  bulkheads,  doors,  hatches  and  valves 
is  extraordinary.  Take  the  battleships  Indiana,  Massachusetts,  or  Ore- 
gon, for  instance;  they  have  272  water-tight  compartments,  and  the 
total  number  of  water-tight  doors  and  hatches  is  354.  The  number  of 
valves  for  ventilating,  draining  and  flooding  hulls,  including  sea-valves 
and  pump-suctions,  and  excluding  all  valves  for  motive  power  and  auxil- 
iaries, numbers  294,  making  a  grand  total  of  water-tight  doors,  hatches 
and  valves  of  648.  Valves  arc  less  important  than  doors  and  hatches, 
but  when  they  guard  a  sluiceway,  the  passage  of  a  ventilating  pipe  from 
one  compartment  to  another,  or  a  magazine  flood-cock,  they  involve 
the  integrity  of  the  ship  in  an  emergency.  It  is  hardly  possible  to  exag- 
gerate the  sudden  turmoil  ?nd  shock  of  a  collision  in  a  sea-way,  accom- 
panied by  fog  and  blackness,  perhaps  within  as  well  as  without  the  ship, 
tlie  wild  upheaval  and  stampede  of  being  torpedoed,  or  the  strain  and 
jar  of  modern  battle:  and  it  requires  about  no  men,  excluding  officers, 
to  hrinjj:  the  cellular  structure  of  the  ship  into  operation  when  needed 
in  the  type  of  ship  to  which  wo  have  referred,  so  there  is  no  wonder 
that  >hips  ixo  down  when  they  have  their  skin  punctured  below  the  water- 
line,  as  for  instance  the  Vanj.'uard.  X'ictoria,  Blanco  Encalada,  and  Elbe. 

Many  experiments  have  been  tried  and  systems  introduced  for  the 
in>tantaneous  cl«)sin.i?  of  all  the  bulkhead  doors  in  an  emergency.  We 
present  some  cnt:ravin^^s  of  one  of  the  most  successful  solutions  of  this 
prol)lcm — the  "  lonjr  arm  system"  of  Mr.  W.  B.  Cowles,  of  the  Con- 
struction Department  of  tlie  I'nited  States  Navy.  The  cruiser  Chicago 
a^  reco^'^tructe^!  is  provided  with  an  installation  of  this  system.  Mr. 
Cowles  consiilered  that  a  practically  perfect  system  would  be  to  tie  to- 
jrethtr  in  as-orted  bunches  the  widely-distributed  devices  in  a  ship,  by 
bringing  the  conncctinvr  sirinj^s  from  each  device  to  a  switch-board 
f«>r  each  hiinoh  ar<l  then  assemble  the  switch-])oards  into  one  or  more 
central  station>.  fmni  which  each  device  can  be  controlled  by  an  oper- 
ator,  iiulepe'iiKntly,  and   tn  arrange  the  <ievices  as  they  are  needed  to 
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be  operated  in  case  of  an  emergency,  so  that  this  can  be  done  with  pre- 
cision and  full  knowledge,  from  a  point  where  the  emergency  can  first 
be  discovered.  Arrangements  should  also  be  provided  so  that  neither 
the  emergency  operation  nor  any  other  can  harm  the  attendant  or  take 
control  out  o(  his  hands,  and  all  water-tight  doors  should  be  given  an 
cqttat  rank  and  precedence  with  the  bulkhead  of  which  when  closed 
they  form  an  integral  part.  The  water-tight  doors  should  be  capable  of 
closing  under  head  or  rush  of  water,  and  every  bunker  door  should  be 
able  to  close  through  coal.  A  system  of  this  kind,  placing  its  sole 
manipulation  in  the  hands  of  one  man,  is  comparable  to  the  switch  and 
signal  tower  of  a  railway. 

There  are  two  general  schemes  in  the  Cowles  long  arm  system — the 
double  line  and  the  single  line.  The  double  line  is  more  complicated  and 
efficient,   involving  an   operator  at  the   central   station.     The  single  line 


Bunker  door  with  cli 


I  many  cases  where  control  valves  and  telltales  are  not  re- 
quired at  the  central  station.  Our  illustration  shows  the  single  line 
system  as  applied  on  the  United  States  cruiser  Chicago. 

The  installation  consists  of  eleven  vertical  sliding  doors,  all  in  the 
engine  and  boiler  compartments,  made  of  Ji-inch  steel  plates  with  ver- 
tical angle  iron  stifteners  and  with  manganese  bronie  plowshares  to 
force  its  way  through  coal.  The  power  cylinders  tor  each  door  are  made 
of  seamless  brass  tubes.  The  system  is  operated  by  a  steam  accumulator 
and  duplex  pump  of  the  Worthington  type.  They  are  placed  under  the 
protective  deck.  The  hydraulic  main  is  2  inches  in  diameter,  reduced  in 
suitable  steps.  The  emergency  gear  consists  of  a  power  cylinder  with  a 
4-inch  stroke,  operating  the  by-pass  cock  on  the  accumulator  and  a 
corresponding  telltale  and  controlling  valve  in  the  conning  tower,  con- 
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necled  by  a  !^-inch  pipe  and  forming  a  "  primary  circuit."  This  circuit 
consists  of  two  cylinders  with  their  pistons  and  piston-rods  connected 
by  a  double  line  of  small  piping.  One  cylinder,  called  the  power  cylin- 
der, is  connected  with  the  device  to  be  operated;  the  other  cylinder, 
called  the  "  telltale,"  is  placed  at  the  point  where  it  is  intended  to  operate 
the  device.     These  two  cylinders  may  be  at  any  distance  apart. 

The  double  line  oi  piping  is  so  arranged  that  the  pistons  in  the  cyl- 
inders operate  in  exact  accord.  The  power  cylinder  does  the  desired 
work,  while  the  telltale  cylinder  reveals  the  position  of  the  lower  cylin- 
der and  conseqiienlly  that  of  the  btUkhead  door.     At  each  door  is  a  SO- 
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head  uf  water  just  before  opening. 

nn  \k  started  independently  of  th«  general 
c  ])r<.vidi'd  to  tighten  the  doors  at  ude 
;ravini:s  shows  the  door  under  &  head  o( 
r  -Inckc.l  np.  and  another,  a  bunker  door, 

I'f  travelinp;  rollers  held  between  a  wedge 
>f  thi-c  latter  being  the  full  length  of  the 
.onreil  perm.-.nently  to  the  door,  and  the 
r  thr<'n(;hrii)t  ll-  Irnvcl.  except  during  the 
t-  il'-injr  end  <ii  the  stroke,  within  which 
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the  wedge  bar  is  held  stationary  on  the  guide,  thus  causing  relative 
movement  between  the  wedge  track  and  wedge  bar  on  the  rollers.  This 
movement  presses  the  wedge  bar  out  against  the  guide  lip,  and  the  wedge 
track,  with  the  door  and  seating  strip,  in  against  the  seat. 

The  doors  are  of  j4-inch  steel  plate  with  2j4-inch  by  254-i*ich  by  ^-inch 
vertical  steel  angle  stiffeners  at  side  and  with  manganese  bronze  plow- 
share and  top  tightener  castings  stiffening,  respectively,  the  bottom  and 
top  edges  of  the  plate;  the  seating  strips  at  top  and  bottom  are  of  steel 
^i  inch  thick;  the  side  seating  strips,  wedge  tracks  and  wedge  bars  are 
of  naval  brass  with  Tobin  bronze  rollers  ij4  inch  diameter  by  1 54  inch 
long.  The  interlocking  toes,  pins  and  rollers  are  of  steel,  with  adjusta- 
ble manganese  bronze  stop-plates  and  fish-plate  brackets.  The  wedges 
set  in  the  plowshare  are  of  steel,  removable,  and  all  parts  of  the  door  are 
screwed  together  throughout  in  such  a  manner  that  corrosion  cannot 
affect  the  screws  and  so  that  any  part  may  be  renewed  without  injuring 
any  other  part.  It  should  be  noticed  that  the  side  edges  of  the  door^ 
outside  of  the  stiffening  angle,  are  flexible.  When  the  tightening  gear 
is  free  the  door  has  yi  inch  play  in  its  guides,  both  side-tips  of  toes  are 
easily  ground  and  pressed  down,  and  fall  to  the  floor  between  the  webs 
and  seat. 


ADDITIONS  TO  THE  NAVY  IN  1897. 

The  year  now  closing  has  been  one  of  considerable  activity  in  naval 
work,  and  although  the  tonnage  and  power  of  vessels  actually  floated 
falls  short  of  that  of  some  preceding  years,  the  cause  is  easily  explained, 
and  is  temporary.  The  engineering  dispute  has  delayed  the  work  in 
private  yards,  and  also  in  the  dockyards — two  more  battleships  would 
have  been  floated  had  the  stern  frame  and  stem,  etc.,  been  machined 
and  delivered  in  time,  the  under-water  fittings  completed,  and  the  pro^ 
pellor-shaft  tubes  bored.  But  while  the  tonnage  floated  is  not  so  great 
as  in  some  previous  years,  there  has  been  continued  recognition  of  the 
need  for  sea  power,  and  thus  the  Admiralty  have  been  liberal  with  their 
orders  and  assiduous  in  seeing  that  the  work  is  expeditiously  done.  We 
have  already  recorded  the  expansion  of  the  original  navy  programme 
for  the  year;  all  the  vessels  have  been  ordered  except  four  armored 
cruisers,  which  will  probably  be  given  out  early  in  the  year.  Meanwhile 
we  content  ourselves  with  a  consideration  of  the  warships  built  and 
tried  during:  the  year. 

Tliere  have  been  45  warships  constructed  in  1897  for  British  and  for- 
ei.i^n  powers,  and  these  in  fighting  trim  represent  a  value  of  6,6x7,700/.; 
wiiile  in  the  previous  year  the  total  value  was  10^  million  pounds.  This 
lecrease  is  largely  due  to  only  one  battleship  being  floated,  whereas  in 
hist  year's  total  there  were  included  six  of  great  size,  four  for  Britain 
and  two  for  Japan.  Thus  the  tonnage  in  1897  was  only  96,786,  against 
155.84V)  tons  in  1896:  and  even  the  latter  was  not  a  record,  as  the  total 
in  iS<;j  was  iOi.59(^  tons,  although  the  average  for  the  first  six  years  of 
the  decade  is  not  over  100.000.  The  collective  horse-power  of  propdling 
machinery  for  all  warships,  however,  does  not  show  the  same  falling  oflF, 
a>;.irre>;atin^  331.050  indicated  horse- power,  against  377,981  indicated 
horse-power,  due  to  the  inclusion  of  a  large  number  of  torpedo-boat 
(le^trnyers.  A?  in  the  past  year,  one-third  of  the  tonnage  completed 
wa-"  for  foreign  j;overnnient<,  principally  Spain,  Japan,  China,  and  the 
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South  American  republics.     The  totals  just  given  are  accounted  for  as 
follows: 


Number. 

Tons. 

I.  H.  P. 

Value  of  Ships 

Completed. 

Dockyard 

4 
aa 

»9 

3».885 
34.>" 
30.790 

47,000 
163,400 
130,650 

33 » #050 

i,75a,70o 
2,385,000 
3,480,000 

Private  yards  (H.  M.  S.) 

"           **      (foreiffn) 

45 

96,786 

6,617,700 

In  the  previous  year  the  foreign  tonnage  was  47,364;  the  horse-power, 
118,364  indicated;  and  the  value,  when  completed,  3,059,000/.;  so  that 
there  has  only  been  a  decrease  in  tonnage.  This  is  explained  when  it  is 
recalled  that  instead  of  battleships  costing  65/.  per  ton,  a  greater  num- 
ber of  destroyers  of  200/.  per  ton  are  included  in  the  list. 

The  work  of  the  Royal  Dockyards  does  not  bulk  so  largely  as  it  might 
have  done:  two  battleships  are  almost  ready  for  launching.  These,  if 
they  had  not  been  delayed  by  the  strike,  would  have  brought  the  total 
quite  up  to  the  average,  which  for  the  preceding  seven  years  was  about 
50,000  tons,  against  31,185  tons  for  this  year;  while  the  average  output  for 
the  navy  from  private  yards  is  about  39,000  tons,  against  34,111  tons  for 
this  year.  But  when  it  is  recalled  that  the  Royal  Dockyards  are  so  largely 
for  repair,  and  especially  for  recuperative  work  in  war  times,  the  output 
has  not  the  same  significance;  the  interesting  point  is  that  there  are  in 
process  of  construction,  including  all  vessels  ordered  and  not  yet  tried, 
warships  aggregating  355,620  tons  and  766,800  indicated  horse-power; 
at  the  end  of  last  year  there  were* completing,  and  under  construction, 
vessels  of  284,660  tons  and  625,500  indicated  horse-power,  so  that  ap- 
parently there  is  more  work  now;  but  the  rapidity  of  construction  at 
the  Royal  as  well  as  private  dockyards  will  soon  make  a  material  re- 
duction in  these  totals.  The  problems  of  design  involved  in  this  great 
fleet  can  only  be  guessed  at;  but  the  mere  figures  themselves  suggest 
the  work  undertaken  by  Sir  W.  H.  White,  K.  C.  B.,  the  Director  of 
Naval  Construction,  and  by  Sir  John  Durston,  K.  C.  B.,  the  Engineer- 
in-Chief.  Of  the  vessels  building,  20,  of  145,295  tons,  with  engines  of 
218.000  indicated  horse-power,  are  in  course  of  construction  at  the  Royal 
Dockyards,  where  some  22,000  or  23,000  men  are  employed.  The  diffi- 
culties of  management  are  great,  at  a  time  when  labor  is  more  or  less 
in  open  revolt  throughout  the  country;  and  the  fact  that  there  has  been 
no  real  indication  of  cessation  of  work  is  due  to  the  efforts  of  the  Di- 
rector of  Dockyards,  Mr.  James  Williamson.  We  give  in  the  appended 
table  the  number  and  tonnage  of  the  ships  built  for  the  navy  in  each  year 
of  the  current  decade: 

Production  of  British  Navy  Ships,  1890-97. 


Year. 

Dockyard. 

Private  Yard. 

Total. 

, 

No. 

Tons. 

No. 

Tons. 

No. 

Tons. 

1890 

8                 33,530 

»3 

4a.475 

31 

64.995 

1991 

8 

68,  too 

10 

39.«50 

18 

107,350 

1893 

9 

50,450 

»3 

90,750 

33 

141,300 

1893 

9 

31,400 

5 

1. 9 10 

«4 

34,3«o 

1894 

8 

•6,700 

»9 

4,»a5 

37 

3«.5a5 

189s 

8 

70.350 

38 

66,4i« 

36 

136,76a 

1896 

9 

71.970 
31,885 

374.375 

a6 

36,5«5 

35 
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The  vessels  built  for  the  British  navy  have  already  been  described  in 
Engineering,  ?.nd  here  it  is  only  necessary  to  mention  them.  From  the 
Portsmouth  yard  there  was  launched  the  Canopus.*  an  improved  type 
of  Renown,  differing  only  from  the  Magnificent  class  ia  having  Belle- 
ville boilers  and  a  slightly  thinner  although  specially  hardened  armor, 
which  so  reduce  the  displacement  as  to  enable  the  vessel  to  pass  through 
the  Suez  Canal  and  steam  into  some  of  the  harbors  in  the  East  with 
limited  depth  of  water.  The  Canopus  is  390  ft.  in  length,  of  74  ft.  beam. 
and  at  26  ft.  draught  displaces  12,950  tons.  Her  engines,  being  built 
by  Messrs.  Scott,  of  Greenock,  are  to  develop  13,500  indicated  horse- 
power with  natural  draught,  giving  a  speed  of  i854  knots.  She  has 
the  same  armament  as  our  best  ships.  The  Andromeda,  the  next  ship 
in  point  of  size  launched  from  the  Dockyards,  is  a  cruiser  of  11.000 
tons,  built  at  Pembroke,  and  belonging  to  the  Diadem  or  Niobe  class.t 
Her  engines  of  16.500  indicated  horse-power  are  by  Messrs.  Hawthorn. 
Leslie  and  Co.  The  first  of  the  class,  the  Diadem,  will  proceed  on  her 
steam  trials  in  January,  and  much  interest  is  attached  to  them,  as  the 
Belleville  boilers  are  fitted  with  economizers  in  the  up-take.  The  feed 
passes  through  the  pipes  of  the  economizers  before  entering  the  main 
tubes,  and  experiments  with  separate  boilers  give  promise  of  a  much 
higher  efliciency  than  with  the  ordinary  Belleville  boiler.  The  Diadem 
is  the  first  ship  with  these  improved  boilers  to  be  submitted  for  trial. 
The  Vindictive  is  a  fleet  cruiser  especially  strengthened  for  ramming. 
and  armed  for  a  long,  stern  chase.  J  She  was  built  and  engined  at 
Chatham,  and  belongs  to  the  same  class  as  the  Arrogant,  the  result  of 
whose  trials  are  recorded  in  our  table.  The  fourth  ship  on  the  Dock- 
yard list  is  the  Pomone.  launched  at  Sheerness,  and  fitted  with  engines 
by  Messrs.  Pcnn.  of  Greenwich.  The  prototype  of  the  class  was  the 
Pelorus.  described  in  Engineering,  vol.  Ixiii,  page  385.  Devonport  has 
not  launched  any  vessel,  but  good  progress  has  been  made  with  the 
battleship  Ocean.  The  output  in  tonnage  from  each  of  the  five  Royal 
yards  is  triven  below: 


18./. 


N.>. 


I'm  t«inn;ni, ; 

^  'hath.ini i 

I'tMiilrii.tf I 

I)':v-npiirt a 

S  '■  c  I'  r  I  «  >.  s J 


I  OIi^. 

■  4.9' ■■ 

I  1  .'    >o 

4--'7 


1897 

Eight  Vcara. 

Avtrag«. 

No.           Tons. 

No. 

TODl. 

Tons. 

I               12,950 
I                  5,!-oo 
I               11.000 

«3 
la 

9 
16 

»3 

xtx,635 
XO0.39O 

78.9«5 
5«.500 

■0.995 

«5.«H 

Ii  i^  -r.nv-oly  n.\'t'>;-ary  to  enf<»rco  the  point  that  a  very  large  amount 
'•I  tlu-  u..rlv-  ■>!*  \hr  I )i»rkvar'i'i  i--  in  connection  with  the  trials  of  new 
-111')-.  ;tinl  rrii:i:r-  :i:i(l  «»vfrlianls  for  rc-c«»niini«;sron,  etc.  The  extensive 
i;««t  ■•:  till-  r.riti-li  navy  involvt*s  a  very  heavy  expenditure  under  this 
!ii'.ifl:  tlii-  vi'ir  ii  li.i-  S'ln  ;^M-e:iter  than  u<ual,  owing  to  the  Review,  and 
!«)  t!i«^  laoi  ill  it  a-  m\v  -hip-  oriuld  n-.t  l>e  completed  in  time  to  relieve 
ilu-   -liip-  ai>n»a«i.  miIkt-  !ia«l  t'»  !'e  Mverliauled  for  the  service.     In  this 


*  >*-:c  /^'\-  »..-,:,-^-.  vn'..  \x  ,  T-.-.^r*  :y    '"••  ?3».  vjl.  Ixn.  p.ige   538.  and  vol.  Ixiii,  pagtt  178  and 


PROFESSIONAL   NOTES. 


36s 


« 

u 

:     S 

5f 

X 

3 

1 

Soj 

p 

If 

;  ? 

s. 

0 

•^              ■« 

•n 

i 

I        %■   5 

S' 

E. 

mm  1 

SH 

S 

il 

^ 

1 

•i-t  I 

ss 

■g  5 

r 

? 

If.r  ^  5 

w 

Q 

-I  0  a      n      0. 

a< 

? 

B  5 

r 

J 

E 

1 

r=u^P  i;-^^ 

a. 

i 
n 

I 

- 

twr  i  1 

ll 

1 

■0 

2 

O-Q.          ■           ?         ~t 

'  a 

: 

„        -         Z       — 

3 

rsQ 

a, 

N 

»      ^      at 

i^?- 

0. 

p- 

iDdioted 

itt  &  t 

Is 

s 

i 

Hone-power. 

3s 

-   X- 

g-E. 

""  -  "  i 

ti 

* 

tl 

Sp*ed. 

■si 
if 

' 

--i-lTir 

Coil  per 
Indicated 

^  -       't^     *       ■^ 

S-i? 

=sa 

^  ? 

Horie-()owei 

-E- 

per  Hour. 

3       q>      o.j:y. 

OP 

p 

.0 

IndiciEed 

1  i  s?fi 

^S 

1 

i 

1 1  arte- power. 

; 

f    ^    ■?     ." 

^^ 

i 

bo 

Speed. 

?Ji 

' 

•p   « 

Indicated 

•^ 

?f 

^"a 

j 

S 

Hone-power. 

r 

0      ^a 

Speed. 

^  '^ 

366  PROFESSIONAL   NOTES. 

way  several  ships  have  been  largely  renewed,  amongst  the  number  being 
the  Mercury,  Porpoise,  Arethusa,  Mohawk,  Leander,  Barracouta,  Swal- 
low, Hotspur,  Raleigh  and  several  others. 

The  British  ships  built  in  the  private  yards  do  not  call  for  special 
note.  The  Europa  and  Niobe  built  at  Clydebank  and  Barrow,  arc  of 
the  same  class  as  the  Diadem  already  referred  to;  and  the  Pegasus  and 
Pyramus  built  by  Palmer,  and  the  Perseus  launched  from  the  Earle 
Company's  yard  at  Hull,  are  of  the  Pelorus  type.  The  other  vessels 
on  the  list  are  mostly  torpedo-boat  destroyers — ^the  Fairfield  Company 
having  launched  the  Gypsy,  Fairy,  and  Osprey;  Palmer's  Company, 
the  Flying  Fish,  Fawn,  and  Flirt;  Laird  Brothers,  the  Panther.  Seal, 
Wolf,  and  Express,  the  latter  exceptional  in  being  a  32-knot  vessel, 
while  all  the  others  are  30-knot  craft.  From  the  Barrow  works  of 
Messrs.  Vickers,  Sons  and  Maxim  there  was  also  launched  the  Leopard; 
Messrs.  Doxford  launched  the  Violet  and  Sylvia;  Messrs.  Hawthorn, 
Leslie  and  Co.,  the  Cheerful;  while  Messrs.  Thomycroft  also  added 
to  the  number,  which  further  includes  a  few  gunboats.  But  after  all, 
the  chief  interest  in  these  destroyers  is  the  result  of  their  speed  trials, 
and  we  are  able  to  give  a  list  which  &hows  the  power,  speed,  and  coal 
consumption  of  all  the  boats  of  the  class  which  have  passed  through 
official  trials  this  year.  This  table  scarcely  calls  for  comment:  but  it 
will  be  seen  that  for  30  knots  the  power  has  varied  from  6,606  to  5,654 
indicated  horse-power;  but  as  a  rule,  6,200  is  about  the  average.  The 
best  speed  got  was  with  the  Fairfield  boat,  30.674  knots.  Messrs.  Palmer 
have  been  very  successful  with  these  craft,  although  the  coal  consump- 
tion seems  higher  than  with  some  of  the  others.  There  is  in  this  re- 
spect remarkable  variation.  Perhaps  it  may  be  well  to  state  that  Laird 
Brothers  adopt  the  Normand  type  of  boiler,  Thomycroft  and  Fairfield 
the  Thomycroft  type,  and  Palmer  the  Reed  type.  These  have  all  been 
illustrated  in  Engineering.  It  may  here  be  remarked  that  the  Qydebank 
Company  have,  during  the  year,  passed  through  their  trials  several 
Spanish  boats.* 

We  also  give  in  tabular  form  the  official  results  of  the  trials  of  other 
ships.  The  first  four  ships  and  the  last  on  the  list  are  alike  as  regards 
design — they  belong  to  the  Magnificent  class  of  battleship.  The  cylinder 
dimensions,  too,  are  the  same,  so  that  the  coal  consumption  may  be 
fairly  compared,  although  it  may  be  that  the  variations  in  the  draught 
of  the  ship  vitiate  any  true  comparison  of  the  speeds  realized  for  the 
powers  given.  All  these  ships,  like  so  many  of  their  predecessors,  have 
easily  attained  on  trial  the  results  anticipated  in  their  design.  The  Ter- 
rible was,  as  is  now  world-wide  known,  fitted  with  Belleville  boilers, 
as  is  also  the  Arrogant.  These  two  are  the  only  vessels  on  the  list  fitted 
with  water-tube  generators. 

As  to  the  foreign  vessels.  Sir  W.  G.  Armstrong,  Whitworth,  and  Co. 
launched  the  cruiser  O'Higgins,  of  8,500  tons  and  16^000  indicated 
liorse-power.  for  Chili;  the  Hai-Tien,  of  4,500  tons  and  17,900  indicated 
horse-power,  for  China  (see  page  751  ante);  the  Takasago,  of  4,160  tons 
and  14.750  indicated  horse-power,  all  remarkably  fast  steamers;  and  the 
two  Norwegian  battleships,  Harald  Haarfarge  and  Tordenskjold,  of  3,500 
tons  and  4»5oo  indicated  horse-power  (page  62  and  419  ante).  The 
Clydebank  Company  launched  four  torpedo-boat  destroyers  for  the  Span- 
ish  government,  the  first  of  which   was  illustrated  in  the  first  number 

•See  Engineerirg,  vol.  Iziii,  page  it. 
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of  this  year.  Messrs.  Laird,  of  Birkenhead,  completed  a  training-ahip 
of  1.270  tons  and  1,000  indicated  horse-power,  (or  the  Argentine  navy, 
and  Messrs.  Yarrow  built  several  torpedo-boat  craft,  principally  for  South 
American  republics. 
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HIGH   EXPLOSIVES  AND    MODERN  WAR-VESSELS. 

The  old  battleship  Resistance  has  at  last  come  to  the  end  of  her 
somewhat  chequered  career,  and  her  4-inch  iron  plates  have  recently 
been  stripped  ofF  for  service  as  targets  on  the  excellent  ground  at  Whale 
Island.  She  has  been  riddled  with  ordinary  projectiles  of  every  calibre, 
torn  to  pieces  between  decks  by  high- ex  plosive  shells,  and  sunk  by 
torpedoes  on  more  than  one  occasion,  having  been  subsequently  raised 
for  further  experimental  practice  upon  her  hull.  A  vast  number  of  point! 
have   been   conclusively   settled  during  the  course  of  the  experiment! 
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which  have  been  made  with  her.  The  futility  of  ordinary  light  armor  as 
a  preventive  to  the  penetration  of  the  smallest  armor-piercing  pro- 
jectiles, even  when  protected  by  a  backing  of  several  feet  of  teak  or  oak 
timber,  has  been  plainly  shown.  The  .  great  destruction  which  would 
be  eflFectcd  upon  the  upper  decks  by  the  smashing  of  the  superstructure 
and  boats  thereon  in  action,  has  also  been  illustrated  by  experiments 
with  dummies;  whilst  the  value  of  a  thick  stratum  of  coal  in  bunkers 
along  the  ship's  side  has  been  thoroughly  tested;  and,  lastly,  the  awful 
havoc  which  would  be  wrought  between  decks  by  the  bursting  of  shells 
filled  with  high  explosives,  has  been  exhibited  with  appalling  distinctness. 

The  first  of  these  important  lessons  has  resulted  in  the  substitution 
of  carburized  armor  plates  for  oi'dinary  steel  shields  to  protect  all  the 
heavy  and  medium  gun  positions  in  recent  war  vessels;  the  second, 
in  the  covering  over  of  the  upper  deck  battery  at  the  sides  with  plating 
for  some  distance,  and  the  stretching  across  the  open  space  thus  left  be- 
tween of  a  stout  steel  wire  netting  to  catch  splinters;  and  the  third,  in 
greatly  multiplying  the  number  and  increasing  the  size  of  the  coal 
bunkers  along  the  ship's  sides,  from  the  main  deck  down  to  the  bilge. 
The  fourth  lesson,  however,  remains  only  as  a  terrible,  incontrovertible 
fact,  which  cannot  apparently  be  got  over.  It  is  to  this  fact  that  we  allude 
now. 

We  would  invite  an  inspection  of  the  hull  and  between  decks  of  the 
Resistance  in  order  to  emphasize  the  remarks  which  we  are  about  to 
make.  No  very  heavy  gun  has  been  employed  in  negotiating  the  de- 
struction of  the  helpless  hulk;  but  9.2-inch  projectiles  have  passed 
through  her  from  side  to  side,  just  as  though  she  was  so  much  putty, 
and  even  6-inch  armor-piercing  shot  have  traversed  her  from  stem  to 
stern;  the  wrought-iron  armor  plates  being  torn  off,  and  the  skin  of 
the  ship's  side  and  bulkheads  being  swept  away  as  though  they  con- 
sisted of  brown  paper.  Then  the  between  decks  is  a  sight  never  to  be 
forgotten — framing,  splinter  screens,  partitions,  and  bulkheads  have  been 
rent  into  fragments  by  the  bursting  of  the  high  explosive  shells,  whilst 
grim  splashes  of  a  yellow  substance  that  has  marked  the  places  where 
shells  have  bursted  outside  the  plating  betoken  the  character  of  the  ex- 
plosive employed. 

It  is  now  an  acknowledged  axiom  that  high  explosives  will  be  em- 
ployed in  shells.  Whether  naval  officers  object  to  carry  them  on  board 
ship  or  not,  they  will  in  future  be  the  principal  ingredient  by  which 
shells  are  filled  for  coast  and  siege  purposes;  and  already  the  nature 
of  high  explosives  to  be  used  as  a  service  bursting  charge  for  high-angle 
howitzers  in  coast  and  siege  batteries  has  been  practically  determined. 

After  exhaustive  trials,  all  inventions  in  this  direction,  except  wet 
gun-cotton  and  lyddite,  have  been  discarded.  A  satisfactory  high  explo- 
sive has  been  defined  as  fulfilling  the  following  conditions:  It  should 
be  safe  in  manufacture,  store  and  transport,  and  stable  under  service 
conditions.  It  should  be  of  a  convenient  form  for  filling  shell,  and  safe 
to  manipulate  in  the  process.  It  must  be  capable  of  standing  the  shock 
of  discharge  in  high  velocity  guns,  and  must,  on  striking,  detonate 
with  violence  and  certainty,  and  without  the  aid  of  any  dangerous  ful- 
minate. The  explosive  should  be  capable  of  having  its  sensitiveness 
increased  or  diminished  as  occasion  may  require,  and  a  shell,  when 
filled  with  it,  should  not  detonate  when  hit  by  another  shell.  Of  those 
high  explosives  experimented  with,  the  two  coming  nearest  to  the 
standard  are  wet  gun-cotton,  which  has  been  adopted  by  at  least  one 
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European  power,  and  lyddite,  which  is  used  in  our  service.  Wet  gun- 
cotton  will  not  detonate  in  a  shell  struck  by  another  shell,  and  in  this 
respect  is  more  satisfactory  than  lyddite:  but  gun-cotton,  to  produce 
its  best  effect,  must  be  compressed  into  discs  to  fit  the  interior  of  the 
shell,  and  the  shell  must  therefore  be  made  in  two  parts  and  screwed 
together — a  source  of  weakness  and  possible  danger.  Dry  cotton  and  a 
a  fulminate  are,  moreover,  required  to  detonate  it.  Hence  lyddite,  to 
which  none  of  these  objections  apply,  will  probably  be  adopted  as  the 
high  explosive  of  our  service. 

Such  being  the  case,  it  is  interesting  to  note  the  character  and  appear- 
ance of  lyddite.  Under  the  name  of  picric  acid  it  has  long  been  known. 
Picric  acid  is  a  nitro-substitution  compound  obtained  by  the  action  of 
nitric  acid  on  a  variety  of  substances;  for  example,  indigo,  silk,  acaroid, 
resin,  etc..  but  on  the  commercial  scale  the  substance  now  generally 
acted  on  by  the  nitric  acid  is  carbolic  acid,  and  the  equation  of  the  pro- 
cess is  simple,  viz.: 

Carbolic  acid.  Picric  acid. 

CH,O-f3HNO.=HC,H,(NO03O-f3H,O. 

Picric  acid  may,  as  written  above,  be  regarded  as  a  picratc  of  hydrogen, 
which  latter  element  can  be  displaced  by  a  metal  to  form  an  ordinary 
picrate — for  instance,  picrate  of  potassitmi,  KC«Ha(NOj)»0.  It  is  a 
crystalline  substance  of  a  brilliant  yellow  color,  and  is  intensely  bitter 
to  the  taste.  It  bums  with  a  very  smoky  flame.  It  is  largely  used  as  a 
dye.  or  constituent  of  dyes,  and  has  not  been  usually  considered  as  an 
explosive.  'Nor,  indeed,  does  it  usually  behave  like  an  explosive  under 
ordinary  circumstances,  though  under  special  conditions  easily  produced, 
it  is  capable  of  developing  its  now  well-known  formidable  explosive 
properties.  It  may  be  burnt  away  in  an  unconfined  state  in  considerable 
quantity  without  explosion,  but  the  mere  contact  of  certain  metallic 
salts  or  oxides  with  picric  acid  in  the  presence  of  heat  develops  power- 
ful explosives  which  are  capable  of  acting  as  detonators  to  an  indefinite 
amount  of  the  acid,  wet  or  dry,  which  is  within  reach  of  their  deto- 
native  influence. 

Lyddite  has  proved  to  be  a  fairly  stable  compound,  and  safe  in  manu- 
facture, store  and  transport.  High  temperatures  abroad,  or  in  ships' 
magazines,  do  not  affect  its  condition.  When  carefully  packed  into  shells 
it  does  not  "  set  back  "  like  the  nitro-glycerine  in  dynamite,  on  the  shock 
of  discharge,  and  so  interfere  with  the  "  exploder,"  or  create  a  condition 
of  extreme  danger,  from  the  likelihood  of  a  premature.  Several  acci- 
dents have  occurred  during  the  firing  of  shells  charged  with  lyddite,  from 
this  last  mentioned  cause,  viz.,  the  projectile  prematurely  exploding  in 
the  bore  of  the  gun.  But  in  the  majority  of  cases  the  causes  of  the  dis- 
aster were  traced  to  faults  in  the  shell,  and  were  not  due  to  oversensi- 
tiveness  of  the  lyddite.  Shells  to  contain  it  are  now  made  of  the  best 
forged  steel,  which  minimizes  the  prospect  of  prematures.  The  action 
of  a  powder  fuse  will  not  detonate  lyddite,  hence  an  exploder  containing 
a  few  ounces  of  a  safe  and  stable  explosive  is  employed.  It  is  inserted 
in  a  hole  drilled  centrally  in  the  charge.  The  actual  nature  of  the  ex- 
ploder used  by  the  War  Department  is  kept  secret,  but  many  metallic 
oxides  and  nitrates  will  detonate  when  brought  into  contact  with  picric 
acid  at  a  high  temperature,  and  this  fact  has  probably  been  taken  ad- 
vantage of  by  the  chemical  department. 

Clearly,  then,  the  high-explosive  shell  has  a  very  marked  future  before 
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it,  for  artillery  fire  or  active  service;  and,  as  foreign  governments  have 
gone  even  further  than  we  have  in  the  development  of  this  terribly 
effective  projectile — for  one  European  navy,  at  least,  has  already  intro- 
duced the  melinite  shell  into  its  magazines  on  board  ship— we  must  be 
prepared  for  attack  with  high-explosive  shells  in  the  next  naval  action, 
not  only  from  shore  batteries,  but  from  the  enemy's  vessels. 

This  is  a  serious  outlook.  Take  the  cases  of  Uie  Majestic,  Powerful, 
or  Diadem  types.  Probably  the  6-inch  Harveyized  steel  armor  plates 
upon  the  6-inch  gun  casemates  of  these  vessels  would  break  up  or  ex- 
plode outside  the  majority  of  high-explosive  shells  with  which  they  might 
be  attacked,  and  the  side  and  barbette  armor  would  certainly  be  sufficient 
to  effect  this  desirable  end;  but  the  whole  of  the  upper  deck  battery 
would  be  at  the  mercy  of  a  few  high-explosive  shells  which  would  burst 
within  it,  either  from  contact  with  a  12-pounder  mounting  or  any  other 
cause,  and  the  whole  of  the  main  deck  space  from  stem  to  stem,  except 
the  eight  closed  casemates,  including  the  entire  series  of  officers'  cabins, 
would  be  mere  shambles  in  a  quarter  of  an  hour.  If  any  one  doubts  the 
probability  of  this,  let  him  go  over  the  Resistance  and  judge  for  him- 
self.   She  is  an  object-lesson  the  value  of  which  cannot  be  controverted. 

But,  it  may  be  asked,  is  there  any  remedy  for  such  a  condition  of  ter- 
rible insecurity  as  regards  the  officers  and  crews  of  our  war-vessels 
in  the  future  should  the  high-explosive  shell  do  all  that  is  expected  of 
it?  We  believe  that  there  is  a  partial  remedy,  but  we  fear  not  one  that 
will  commend  itself  in  the  eyes  of  our  naval  constructors.  Looking  at 
the  Powerful  or  Diadem,  the  enormous  freeboard  given  to  these 
types  cannot  but  excite  observation.  Is  it  excessive  or  not?  That  is 
the  question.  We  cannot  help  thinking  that,  in  running  away  from  the 
evils  of  low  freeboard,  we  have  now  run  into  the  opposite  extreme,  if 
only  the  casemates  can  be  adequately  protected  with  armor  against  high- 
explosive  shells,  whilst  vessels  of  so  high  a  degree  of  freeboard  are 
being  built.  We  would  cut  them  down  in  future  and  utilize  the  saving 
in  weight  of  material  thus  released  to  provide  a  more  extensive  system 
of  armor  protection  over  the  reduced  surface  of  the  ship's  sides.  As 
the  Powerful  and  Diadem  types  are  at  present,  they  are  merely  huge 
targets,  which  will  be  the  sport  and  pastime  of  an  energetic  enemy  who 
may  possess  guns  firing  high-explosive  shells;  their  only  chance  in  ac- 
tion would  be  to  at  once  crush  their  enemy  with  their  own  high  explo- 
sives, or  run  away  and  trust  to  the  diminishing  perspective  of  their  form 
as  they  disappear  over  the  horizon  for  the  chance  of  not  being  hit.  As 
regards  our  battleships,  it  is  difficult  to  suggest  anything;  but  surely  a 
milieu  could  be  designed  between  the  Nile  and  the  Trafalgar,  which 
possess  almost  perfect  immunity  from  the  chance  of  destruction  between 
decks  by  high-explosive  shells,  and  the  Majestic,  which  has  none  what- 
ever about  the  main  deck.  Here  is  food  for  reflection. — Journal  of  the 
Royal  United  Service  Institution. 


AMERICAN  AND  EUROPEAN  ARMOR  PLATE. 

The  following  important  paper  on  the  relative  qualities  and  efficiency 
of  European  and  American  armor  plate  for  warships  has  recently  been 
submitted  to  the  United  States  Senate  Committee  an  Naval  Affairs,  by 
Captain  O'Neill.  Chief  of  the  Bureau  of  Ordnance  of  the  Navy  Depart- 
ment: 
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While  the  great  German  concern  has  manufactured  armor  for  many 
years,  that  made  by  the  so-called  Krupp  process,  which  has  of  late  at- 
tracted attention,  dates  from  the  test  of  an  11.8  in.  plate,  at  Meppen,  on 
September  15,  1895.  In  order  to  arrive  at  any  satisfactory  conclusions 
as  to  the  superiority  of  Krupp  armor  over  that  manufactured  up  to  the 
present  time  in  the  United  States,  or  as  to  their  relative  merits,  it  is 
necessary  to  make  a  comparison  of  the  tests  applied  and  the  results 
attained  in  both  cases. 

First,  it  should  be  observed  that  the  much-advertised  Krupp  plates 
and  English  plates  supposed  to  have  been  treated  by  the  Krupp  process 
are  purely  experimental  or  special  plates,  and  do  not,  as  far  as  can  be 
ascertained,  represent  service  armor,  though  they  may  result  in  setting  a 
standard  for  future  manufacture.  From  published  statements,  the  Krupp 
plate  referred  to  showed  unusually  good  ballistic  qualities,  having  suc- 
cessfully withstood  the  impact  of  three  la-in.  armor-piercing  projectiles, 
having  striking  velocities  of  about  1,993  foot-seconds.  This  plate,  ac- 
cording to  the  formula  used  for  computing  velocities  necessary  for  the 
perioration  of  face-hardened  plates,  should  have  been  perforated  by  a 
712.6  lb.  (i2-in.)  projectile,  having  a  striking  velocity  of  1,829  foot- 
seconds,  whereas  it  successfully  resisted  projectiles  having  164  foot- 
seconds  greater  velocity.  None  of  the  three  shots  perforated  the  plate, 
but  from  the  fact  that  the  back  bulge,  due  to  the  third  impact,  was  3  in. 
high  and  slightly  cracked,  it  would  appear  that  the  limits  of  its  resist- 
ance had  been  almost  reached;  its  most  notable  feature  was  the  absence 
of  cracks.  It  is  worthy  of  note  that  in  the  test  referred  to  the  pro- 
jectiles used  were  of  Krupp's  own  manufacture,  and,  while  no  doubt  of 
good  quality,  it  is  impossible  to  make  a  direct  comparison  with  projectiles 
or  plates  made  in  this  country.  A  slight  degree  of  inferiority  on  the  part 
of  the  projectile  enables  a  plate  to  make  a  remarkably  good  showing, 
and  the  fact  that  the  plate  was  tested  at  Krupp's  proving  ground  with 
his  own  projectiles  is  not  as  convincing  as  it  might  have  been  under 
other  conditions;  nevertheless  the  test  and  its  results  seem  to  have  been 
accepted,  and  the  plate  is  referred  to  as  the  champion  thick  experimental 
plate. 

In  the  London  Times  of  August  20,  1897,  is  a  report  on  an  iiH  ^n- 
plate  made  by  Vickers,  Sons  and  Co.  (English),  which  was  officially 
tested  at  Shoeburyness  on  August  19,  1897.  It  was  attacked  by  three 
i2-in.  Holtzer  projectiles,  weighing  714  lb.,  with  Iy86i,  1,868  and  1,860 
foot-seconds  velocity,  which  only  penetrated  2$^  in.  The  plate  success- 
fully withstood  the  attack  without  cracking,  and  made  a  record  about 
equal  to  the  Krupp  plate.  By  calculation  it  should  have  been  perforated 
by  a  velocity  of  1,814  foot-seconds,  whereas  it  was  not  perforated  with 
a  velocity  of  51  foot-seconds  greater.  The  plate  was  called  a  nickel 
Harveyed  plate;  but  as  Messrs.  Vickers  have  adopted  the  Krupp  pro- 
cess, and  dwelt  on  its  excellence  for  thick  plates,  it  is  extremely  unlikely 
that  for  this  important  test  a  Harvey  process  plate  was  submitted.  The 
English  Engineer,  referring  to  this  test,  says:  "We  would  again  finally 
express  the  wish  that  we  could  try  the  powers  of  other  projectiles  be- 
sides those  of  Holtzer;  he  himself  has  protested  against  his  6-in.  shot 
delivered  in  1889  being  taken  as  a  sample  of  what  he  could  now  supply, 
excellent  as  they  were  for  their  day.  Cannot  Els  wick — Sir  W.  G.  Arm- 
strong, Mitchell  and  Co.  supply  us  with  some  of  its  Wheeler-Sterling 
(American)  shot?  It  is  only  fair  to  our  own  plates  to  forestall  the 
objection,  which  will  naturally  be  made  abroad,  to  calculations  based 
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on  our  trials  made  with  Holtzer  shot  only."  Here  we  have  two  tests  of 
what  are  considered  superior  thick  plates  treated  by  the  Knipp  process, 
but  with  some  doubt  as  to  the  quality  of  the  projectiles  used. 

On  May  29,  1897,  the  Carnegie  Steel  Company,  U.  S.A.,  presented 
for  test  at  Indian  Head  a  12-in.  experimental  plate  of  re-forged  nickel- 
steel  face-hardened  armor,  which  was  attacked  with  one  Holtzer  and 
one  Wheeler- Sterling  12-in.  projectile.  There  were  no  cracks.  The 
first  impact  was  with  a  Holtzer  armor-piercing  projectile  weighing  850 
lbs.,  with  striking  velocity  of  1,811  foot-seconds;  the  point  of  the  pro- 
jectile just  perforated  the  back  bulge.  The  projectile,  which  seemed  to 
be  a  good  one,  broke  up;  some  few  fragments  got  through,  but  the  bulk 
of  it  fell  in  front  of  the  plate.  The  Wheeler- Sterling  projectile  of  850 
lb.  weight  was  fired  with  a  striking  velocity  of  1,769  foot-seconds;  it 
smashed  on  the  plate,  a  portion  of  the  head  remaining  in  the  impact 
By  the  formula  this  plate  should  be  perforated  by  a  12-in.  projectile  of 
850  lb.,  with  a  velocity  of  1,696  foot-seconds,  whereas  it  was  just  de- 
feated by  a  velocity  of  1,811  foot-seconds — i.  e.,  115  foot-seconds  more 
than  that  required  for  perforation.  The  Camegrie  plate,  to  have  been 
equal  to  the  Krupp  plate,  should  have  defeated  an  850-lb.  projectile  at 
1,846  foot-seconds;  it  fell  short  of  it  by  35  foot-seconds.  The  angle  of 
impact  in  the  case  of  the  Krupp  plate  was  9  deg.  from  the  normal, 
while  in  the  case  of  the  Carnegie  plate  the  impacts  were  exactly  normal. 
The  former  plate  was  slightly  cracked  after  three  impacts,  while  the 
latter  showed  no  signs  of  cracking  after  two  rounds.  All  in  all,  it 
may  be  fairly  said  that  this  Carnegie  plate  is  fully  as  good  as  that  of 
Krupp.  In  comparing  the  tests,  the  velocities  used  must  not  alone  be 
considered,  but  the  striking  energy  due  to  weight  and  velocity,  as  the 
projectiles  used  against  the  Carnegie  plate  weighed  850  lb.,  as  against 
712.6  lb.  of  Krupp  and  714  of  Vickers. 

None  of  these  three  were  service  plates.  The  two  former  are  quoted 
to  illustrate  the  development  reached  abroad  with  thick  plates  treated 
by  the  Krupp  process,  and  the  latter  that  reached  in  this  cotmtry  by 
other  means  than  the  Krupp  process,  showing  that  the  difference  is 
slight. 

There  is  no  question  but  that  Krupp  armor  has  been,  and  is,  equal 
to,  if  not  superior  to  the  armor  of  England,  France,  Russia,  and  Aus- 
tria, but  it  is  equally  certain  that  armor  made  in  this  country  has  been 
fully  equal  to  any  service  armor  made  abroad. 

It  is  reported  that  on  account  of  the  good  showing  made  by  Krupp 
with  his  ii.8-in.  plate,  he  received  a  contract  for  armor  for  the  Russian 
battleship  Poltava,  a  vessel  of  10,950  tons  displacement,  carrying  a  15.7- 
in.  belt  and  turrets  of  lo-in.  thickness.;  but  the  nature  of  the  ballistic 
requirements  for  this  armor  are  not  given.  From  the  fact,  however,  that 
the  Russian  armor  made  in  this  country  was  not  required  to  withstand 
as  severe  a  test  as  that  made  for  United  States  vessels,  it  is  reasonable 
to  suppose  that  the  test  required  for  the  Poltava  armor  was  not  unduly 
severe.  The  price  paid  for  this  armor  was  ii04  15s.  and  iio8  us.  per 
ton,  delivered  in  St.  Petersburg. 

The  advent  of  the  Krupp  plate  evidently  created  some  stir  among  the 
British  armor  makers,  for  it  was  soon  reported  that  they  had  adopted  his 
process,  and  in  March,  1897,  the  English  firm  of  Vickers,  Sons  and  Co, 
presented  for  test  a  6-in.  plate,  which  was  officially  tested,  under  the 
direction  of  the  British  Admiralty.  It  successfully  resisted,  without  per- 
foration or  serious  cracking,  the  attack  of  five  6-in.  Holtzer  projectiles 
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of  100  lb.  weight,  having  a  striking  velocity  of  1,960  foot-seconds.  The 
plate  was  reported  as  of  Harveyed  nickel  steel,  containing  4  per  cent, 
of  nickel,  but  is  believed  to  have  been  treated  by  the  Krtipp  process,  as 
Vickers  is  known  to  have  acquired  it.  The  test  applied  to  a  6-in.  plate 
in  the  United  States  is  less  severe  than  that  given  to  this  experimental 
plate,  and  heretofore  has  consisted  of  one  low  velocity  or  cracking  shot 
at  1,472  foot-seconds,  and  one  high  velocity  shot  for  penetration  at  1,959 
foot-seconds.  The  calculated  velocity — verified  by  practice —  for  the  per- 
foration of  6-in.  plates  by  a  6-in.  projectile  is  2,084  foot-seconds,  and 
it  is  proper  to  say  that  while  our  acceptance  test  is  lower  than  that  ap- 
plied to  the  Vickers  plate.  Six-inch  plates  of  American  manufacture, 
have  shown  on  subsequent  attacks  that  they  were  capable  of  standing 
much  higher  velocities  of  impact  than  those  required  or  than  those  ap- 
plied to  the  Vickers  plate.  Six-inch  plates  of  American  manufacture, 
not  special  plates,  but  for  ordinary  service  or  for  test  of  projectile, 
have  successfully  resisted  numerous  impacts  with  velocities  of  1,986  foot- 
seconds,  and  in  January,  1897,  a  Carnegie  6-in.  plate  furnished  to  test 
projectiles  received  impacts  from  35  6-in.  projectiles,  the  majority  of  them 
at  velocities  greater  than  those  required  to  insure  perforation  of  ordinary 
service  plate.  It  must  again  be  noted  that  the  Vickers  plate  was  attacked 
by  Holtzer  projectiles,  which  renders  it  impossible  to  make  an  exact 
comparison  with  American  plates  tested  with  American  projectiles.  The 
most  recent  Admiralty  requirements  are  that  a  plate  8  ft.  square  by  6  in. 
thick  shall  resist  five  Holtzer  steel  projectiles  of  100  lb.  weight  at  1,920 
foot-seconds  striking  velocity  without  serious  cracking,  but  we  cannot 
learn  as  yet  that  any  contracts  have  been  made  under  these  requirements. 

Brown  and  Co.  on  July  20,  1897.  submitted  two  6-in.  plates,  which  were 
officially  tested  by  the  British  Admiralty  under  the  same  conditions  as 
the  Vickers  plate,  and  both  successfully  fulfilled  the  requirements.  In 
July,  1896,  a  7-in.  re-forged  plate,  representing  the  8-in.  turrets  of  the 
U.  S.  S.  Iowa,  made  by  Carnegie,  after  passing  the  regular  ballistic  test 
for  acceptance,  consisting  of  two  impacts  of  a  6-in.  projectile  at  striking 
velocities  of  1,620  and  1,816  foot-seconds,  giving  a  penetration  of  2  in. 
and  3  in.  respectively,  was  further  tested  with  ten  6-in.  projectiles  of 
2,100  foot-seconds,  giving  penetration  of  from  2  in.  to  3.75  in. 

In  September,  1896,  the  British  Admiralty  tested  a  6-in.  plate  made  by 
Cammell,  under  circumstances  similar  to  the  test  of  the  Vickers  plate; 
it  was  reported  as  of  Harveyed  nickel  steel,  and  made  an  excellent  show- 
ing, but  not  quite  equal  to  that  presented  by  Vickers.  Very  likely  this 
plate  was  treated  by  the  Krupp  process. 

Beardmore,  in  Scotland,  is  reported  to  have  taken  a  contract  for  armor 
for  a  Danish  monitor,  under  ballistic  requirements  as  high  or  higher 
than  the  Vickers  plate  quoted,  and  is  said  to  have  thrown  up  the  con- 
tract. 

No  conclusive  results  or  wholly  satisfactory  information  concerning 
the  value  of  the  so-called  Krupp  process  can  be  arrived  at  except  by 
means  of  tests  made  by  ourselves. 

The  American  armor  makers  have  acquired  the  rights  to  use  it,  because 
they  wish  to  bid  on  foreign  contracts,  and  to  do  so  must  be  on  an  equal- 
ity with  foreign  manufacturers.  They  are  not  prepared  to  make  armor 
by  the  Krupp  process,  and  cannot  even  state  approximately  when  they 
will  be  able  to  submit  a  trial  plate — though  they  expect  ultimately  to  do 
so — and  cannot  guarantee  that  their  first  effort  will  be  successful.  They 
say  they  would  not  be  willing  at  the  present  time  nor  the  near  future 
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to  take  a  contract  under  materially  more  exacting  ballistic  requirements 
than  the  last  contracts  for  armor  made  by  the  Krupp  or  any  other  pro- 
cess, nor  can  they  name  a  price  for  such  armor. 

As  an  item  of  interesting  information,  the  last  bids  for  Russian  armor, 
the  contract  for  which  has  not  yet  been  awarded,  are  given,  as  follows; 
times  for  delivery,  fourteen  to  eighteen  months: 

Vickers,  Sons  and  Co.,  iii6  i6s.  per  ton;  John  Brown  and  Co,,  iii3 
i8s.  per  ton;  St.  Chamond,  £98  to  iiOQ  12s.;  Le  Creusot,  £gg  12s.  to 
£113  I2S.;  Chatillon,  £g7  5s.  to  iii2  12s.;  Marrel  Freres,  iio6  to 
£76  8s.;  Krupp,  iii2  9s.;  Dillingen,  iiii  17s.;  Bethlehem,  iio6  2s.: 
Carnegie,  £106  2s. ;   Wilkowitz  (Austria),  £90  9s. 

My  convictions  are  that  armor  manufactured  in  this  country  is  fully 
equal  to  the  best  service  armor  yet  manufactured  abroad;  that  the  tests 
as  heretofore  applied  have  been  such  as  to  secure  a  high  standard,  and 
that  they  are  as  severe  as  those  heretofore  applied  abroad  and  represent 
more  fully  the  actual  quality  of  the  armor  supplied,  more  so  than  does 
the  method  of  testing  in  vogue  in  England;  that  the  armor  presented  in 
this  country  would  have  withstood  tests  considerably  more  severe  than 
those  to  which  it  was  subjected,  and  that  the  tests  are  and  have  been 
reasonable  to  the  contractors,  and  so  drawn  as  to  carefully  protect  the 
interests  of  the  Government.  In  the  specifications  recently  prepared, 
which  it  is  prepared  to  use  in  case  of  future  contracts,  a  new  table  of 
velocities  has  been  inserted,  making  the  tests  more  severe  than  here- 
tofore. 

In  testing  armor  in  this  country  the  plates  of  a  group  are  carried  on 
together  until  all  are  carbonized;  there  is  usually  one  more  plate  than 
the  number  required:  the  inspector  at  this  stage  selects  the  plate  which 
in  his  opinion  is  the  poorest  of  the  group  for  the  ballistic  test  It  is 
understood  that  in  England  a  small  plate  or  plates  of  the  size  and  thick- 
ness submitted  by  the  armor  manufacturer  for  the  standard  of  his  manu- 
facture, is  carried  along  with  the  group,  and  such  plate  or  plates  are 
used  for  the  ballistic  test  instead  of  one  of  the  plates  of  the  group,  so 
that  their  test  is  not  as  representative  a  one  as  is  ours.  It  is  the  custom 
for  the  armor  makers  of  Great  Britain  to  submit  from  time  to  time  ex- 
perimental armor  plates  for  test.  Such  plates  are  tested  by  the  Admiralty, 
and  those  making  the  best  records  are  adopted  as  the  standards  which 
must  be  reached  by  the  manufacturer  to  whom  a  contract  is  awarded. 
This  naturally  leads  to  considerable  rivalry  among  the  armor  manufac- 
turers, and  the  extensive  ship-building  programmes  always  being  carried 
on  in  England,  and  the  natural  desire  for  prestige,  warrant  the  expendi- 
ture of  time  and  money  to  develop  new  and  improved  quality  of  armor, 
and  while  the  manufacturers  may  combine  to  regulate  the  cost  of  armor 
for  ships  of  the  Royal  Navy,  as  England  builds  ships  of  war  for  several 
foreign  governments,  the  makers  of  what  may  be  termed  "  champion 
plates  "  naturally  stand  the  best  chance  for  orders,  both  domestic  and 
foreign;  hence  the  incentive  to  excel  is  very  great.  It  will  be  observed 
that  there  is  no  fixed  ballistic  standard  except  such  as  is  made  by  the 
test  of  champion  plates. 

In  this  country  the  conditions  are  somewhat  different,  the  Navy  De- 
partment having  heretofore  established  the  ballistic  requirements  for  all 
armor  manufactured,  the  last  ones  being  based  upon  the  de  Marre  for- 
mula for  determining  the  velocities  necessary  to  insure  perforation  of 
hiw:h  carbon  steel  plates  and  backing,  plus  fifteen  per  cent,  for  face-har- 
dened armor.    The  specifications  for  armor  for  the  Kearsarge  and  Ken- 
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tucky  are  based  upon  the  foregoing,  and  the  actual  velocities  used  against 
the  ballistic  plates,  representing  groups  of  armor,  are,  in  the  case  of 
thick  plates,  about  145^  per  cent,  lower  than  that  required  for  perfora- 
tion for  the  high  velocity  shot,  and  about  35  per  cent,  less  for  the  low 
velocity  shot;  for  thin  plates  the  high  velocity  shot  is  about  20  per  cent, 
less  than  that  required  for  perforation,  and  about  30  per  cent,  less  for 
the  low  velocity  shot. 

These  requirements  seeming  somewhat  irregular,  the  new  proposition 
is  to  fire  two  high  velocity  shots,  both  of  which  have  a  velocity  of  17 
per  cent,  less  than  that  required  for  perforation.  After  the  first  shot 
there  shall  be  no  through  crack  in  the  plate,  nor  shall  the  projectile  or 
any  fragment  thereof  pass  entirely  through  the  plate  and  backing,  and  no 
part  of  the  shell  is  to  pass,  on  the  second  shot,  entirely  through  the  plate 
and  backing.  It  is  believed  that  these  requirements  insure  armor  of  as 
good  resisting  quality  as  is  in  use  in  any  country.  It  is  impossible  for 
any  one  to  say  that  the  maximum  degree  of  excellence  has  been  reached 
in  the  manufacture  of  armor;  and  in  this  country,  where  the  demand 
is  so  limited,  the  best  way  to  encourage  the  development  and  improve- 
ment of  armor  would  be  to  make  the  ballistic  requirements  as  high  as 
is  prudent  and  reasonable,  and  when  making  contracts  to  offer  a  pre- 
mium of  a  fixed  sum  on  such  ballistic  groups  as  may  excel,  by  some 
specified  amount,  the  contract  requirements.  This  is  the  method  adopted 
in  France;  a  premium  of  5  per  cent,  on  armor  at  £80  would  be  but  £4 
per  ton,  or  iio.ooo  on  2,500  tons  of  armor  at  that  price,  supposing  it  all 
earned  the  premium.  It  is  not  unlikely  that  the  American  armor  makers 
would  be  willing  to  accept  higher  ballistic  requirements  if  they  were 
permitted  to  carry  along  with  each  group  special  plates  of  6-in.  thick- 
ness to  be  used  for  the  ballistic  test,  as  it  is  reported  is  done  in  England, 
but  such  a  measure  would  not  be  calculated  to  secure  service  armor  of 
the  best  quality.  At  present  the  Bureau  of  Ordnance  sees  no  good  rea- 
son for  increasing  the  ballistic  requirements  beyond  the  point  proposed 
and  heretofore  stated,  but  does  favor  the  payment  of  premiums  for 
greater  excellence.  While  the  English  firms  of  John  Brown  and  Co., 
Cammell  and  Co.,  and  Vickers,  Sons  and  Co.,  the  French  firm  of  St. 
Chamond,  and  the  American  firms  of  the  Bethlehem  Iron  Company 
and  the  Carnegie  Steel  Company  have  acquired  the  right  to  manufac- 
ture under  the  Krupp  process,  the  development  of  that  process  and  its 
status  in  this  country  at  the  present  time  is  not  such  as  to  warrant  its 
consideration  in  connection  with  the  armor  for  the  flew  battleships  Nos. 
7,  8  and  9.  The  future  alone  will  reveal  its  value,  so  far  as  its  manu- 
facture in  the  United  States  is  concerned.  The  proposition  outlined  as 
to  premiums  will  probably  secure  the  best  armor  that  can  now  be  made 
in  this  country  for  these  vessels. 

An  experimental  plate  is  now  being  made  in  this  country,  and  should 
be  ready  for  test  in  a  few  weeks.  It  is  made  by  the  Chasc-Gantt  pro- 
cess; it  was  cast  18  in.  thick,  in  a  mould  faced  with  ferrochrome  and 
some  other  substances.  It  was  then  forged  down  to  10  in.  in  thickness 
and  tempered,  that  is,  face-hardened.  It  is  not  known  as  yet  with  what 
degree  of  uniformity  such  plates  can  be  reproduced,  or  what  ballistic 
showing  it  will  make,  nor  at  what  cost  such  plates  can  be  produced, 
but  probably  cheaper  than  by  the  Harvey  process. 

It  is  reported  from  abroad  that  the  Krupp  process  will  be  more  costly 
than  the  Harvey  process.  The  Krupp  process  is  not  patented,  but  is  a 
trade  secret.     It  is  not  improbable  that  the  carbonizing  is  done  by  means 
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of  a  hydrocarbon  gas  instead  of  the  former  method  of  cementation. 
It  has  been  learned  that  the  Russian  government  did  not  accept  any 
of  the  bids  herein  referred  to,  and  it  was  understood  that  they  contem- 
plated making  the  armor  themselves;  it  is  also  rumored  that  the  con- 
tract will  again  be  placed  on  the  market. 

In  1887  and  1890  this  Government  offered  premiums  for  armor  posses- 
sing qualities  superior  to  contract  requirements,  but  the  introduction 
of  nickel  steel  and  face-hardened  plates  upset  calculations  for  the  time 
being;  the  problem  is  now  suflficiently  well  understood  to  warrant  a 
return  to  that  method.  There  is  a  clause  in  all  our  contracts  which 
provides  that  any  new  or  improved  methods  that  may  be  developed  may 
be  required  by  the  Government,  but  this  implies  modification  in  price, 
and  is  so  stated. — The  Engineer. 


TEST  OF  A  SPECIALLY  PREPARED  PROJECTILE. 

An  official  trial  of  a  specially  prepared  projectile  was  successfully 
carried  out  at  Messrs.  Vickers,  Sons  and  Maxim's  range  at  Swanley, 
recently,  in  the  presence  of  representatives  of  the  Admiralty  and  War 
Office.  The  trial  was  of  considerable  interest,  as  it  is  well  known  that 
after  a  gun  has  been  fired  many  hundreds  of  rounds  the  velocities  fall  off 
to  some  extent,  due  to  erosion  and  other  causes.  The  point  of  differ- 
ence whereby  this  projectile  differed  from  others  was  that  an  arrange- 
ment was  screwed  on  to  the  base  of  the  shell  by  which  a  specially  pre- 
pared ring  was  made  to  expand  in  the  eroded  portion  of  the  bore  so  as 
to  overcome  the  injurious  effect  of  erosion,  caused  by  smokeless  pow- 
ders, as  well  as  to  prevent  the  shot  being  over-rammed,  should  the  bore 
be  worn  by  this  or  other  causes.  The  general  principle  of  the  gas  check 
depends  upon  the  compression  of  this  specially  constructed  ring  by  an 
annular  copper  ring,  which  conveys  pressure  to  the  specially  constructed 
ring  in  such  a  manner  that  the  specially  constructed  ring  makes  a  per- 
fect metallic  seal  against  the  bore,  and  completely  prevents  any  gas  at  a 
high  temperature  and  pressure  passing  the  base  of  the  shot,  and 
hence  does  away  with  the  principal  cause  of  erosion  in  guns.  Four 
rounds  were  fired  with  this  specially  banded  shot,  and  four  with  the  ordi- 
nary service  shot,  and  it  was  found  that  the  whole  of  the  energy  of  the 
gun  was  restored  after  upwards  of  250  rounds  had  been  previously  fired. 
The  actual  ballistics  obtained  were  2,694  ^^^t  per  second  for  a  pressure  of 
13  tons  with  a  25-lb.  charge  of  cordite.  By  increasing  the  charge  by  a 
moderate  amount  and  slightly  increasing  the  initial  chamber  pressure, 
a  velocity  of  2,900  feet  per  second  could  reasonably  be  expected.  It  is 
claimed  that  this  simple  application  is  capable  of  being  applied  to  al- 
most any  design  of  shell  at  a  very  moderate  cost,  and  by  its  application 
it  is  confidently  expected  that  guns  after  firing  many  hundred  of  rounds 
will  be  equally  efficient,  as  far  as  energy  is  concerned,  to  a  new  gun. — 
Journal  of  the  Royal  United  Service  Institution. 


THE  VICKERS  6-INCH  QUICK-FIRING  GUN. 

It  would  be  diflficult  to  overrate  the  importance  of  efficiency  in  a  6-in. 
j^iin  at  the  present  moment.  In  action  the  heavy  guns  fire  but  slowly, 
their  effect  may  be  very  great,  but  the  number  of  rounds  got  off  from 
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them  in  a  critical  period  may  probably  be  too  small  to  eliminate  the 
elements  of  uncertainty.  The  very  light  quick-firing  pieces  are  so  much 
exposed  that  it  is  a  question  if  they  could  be  fought  at  all  in  close 
action.  Consequently  the  fire  that  many  officers  depend  on  mainly  is 
that  of  the  heavier  quick-firing  guns,  and  in  the  British  service  these  are 
6-in.  pieces,  protected  by  6  in.  of  steel  in  all  our  best  vessels.  Speed 
and  power  in  our  6-in.  quick-firing  guns,  then,  is  especially  to  be  desired, 
and  hence  the  importance  of  the  6-in.  gun  brought  out  recently  by 
Messrs.  Vickers,  first  tried  on  board  the  Pincher  gunboat  at  Portsmouth 
on  October  21  last,  subsequently  at  Shoeburyness,  and  adopted  for  the 
service  in  January  last.  Its  length  of  bore  is  45  calibers,  and  its  weight 
7  tons  8  cwt.  It  is  of  wire  construction,  and  proportioned  to  bear  the 
prolonged  pressure  of  its  large  charge  of  25  lb.  of  cordite  during  the 
passage  of  the  shot  up  the  bore.  It  will  be  seen  that  the  mounting  car- 
ries a  small  curved  shield  of  special  nickel-treated  steel,  which  has  been 
proved  to  possess  high  resisting  power,  although  the  steel  is  able  to  be 
brought  to  the  abrupt  curve  needed  for  the  shield. 

There  are  three  leading  features  in  the  gun  as  put  forward  and  tried: 
(i)  great  energy;    (2)  special  breech  action,  giving  ease  and  speed  of 
working;    and  (3)  obturation  sufficiently  complete  to  enable  the  metal 
cartridge    commonly   used   in   quick-firing   guns  to   be   dispensed   with. 
On  the  day  of  trial  at  Portsmouth  a  muzzle  velocity  was  attained  with  a 
loo-lb.    projectile  of  2,784   foot-seconds,   implying  a   muzzle   energy   of 
5.373  foot-tons,  and  a  perforation  of  22.7  in.  of  iron  by  Tresidder's  for- 
mula.    This,  it  need  hardly  be  said,  is  extraordinary,  the  greatest  per- 
foration laid  down  in  the  service  table  for  a  6-in.  gun  being  15.9  in.  of 
iron.     In  stating  this,  we  feel  it  necessary  to  recognize  that  it  is  ex- 
tremely difficult  to  maintain  such  a  performance  as  the  gun  continues 
in  use.     Very  rapid  fire  with  very  large  charges  of  cordite  involves  an 
amount  of  wear  that  it  is  very  difficult  to  resist.    Messrs.  Vickers,  how- 
ever, have  confidence  in  having  arrived  at  effectual  means  of  prevention. 
To  come  to  the  second  leading  feature,  that  is,  ease  and  speed  of 
working.     The  screw  is  made  on  a  system  embodying  the  Weling  pa- 
tent.    For  the  interrupted  thread  of  the  French  system  is  substituted  in 
the  portions  or  segments  differences  in  radius  exceeding  the  height  of  the 
screw  thread,  which  may  consequently  be  continued  throughout,  except 
where  a  break  or  interruption  is  made  to  take  the  segment  whose  thread 
stands  highest.     This  succession   of   steps  may  be   repeated.    It  occurs 
twice  in  the  6-in.  gun.     In  the  12-in.gun  the  succession  of  steps  is  re- 
peated three  times.     In  each  case  there  is  a  considerable  gain  in  the  length 
of  screw  thread  bearing,  as  compared  with  the  French  interrupted  system. 
The  screw  and  mechanism  of  the  12-in.,  as  may  be  seen,  are  very  light 
compared  with  the  large  diameter  of  the  bore.     The  advantage  is  per- 
haps still  more  apparent  in  the  12-in.  than  in  the  6-in.     In  this  three- 
quarters  of  the  circumference  of  the  screw  are  used  for  eflFective  thread 
section,  only  one-quarter  of  the  circumference  being  non-screwed.     On 
this  account  the  screw  can  be  made  lighter  and  shorter  than  in  other 
types,  and  consequently  a  lighter  carrier  can  be  used,  and  the  manipu- 
lation is  rendered  more  easy  and  rapid.     Further,  the  shortness  of  the 
screw  admits  of  the  gun  itself  being  shortened  at  the  breech,  that  is  at 
the  heaviest  part,  and  great  weight  is  saved  which  can  be  utilized  else- 
where.    Both  the  12-in.  and  6-in.  mechanisms  have  practically  the  same 
system  of  firing  gear.    There  is  an  automatic  tube-ejector  which  throws 
out  the  primer  when  the  breech  is  opened.    The  tube  can  be  placed  in  the 
vent  either  with  the  breech  open  or  closed,  and  in  the  case  of  a  misfire  it 
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is  not  necessary  to  open  the  breech  to  withdraw  the  tube.  Safety  gear 
exists,  rendering  it  impossible  to  fire  the  gun  without  the  breech  being 
closed  and  locked  either  on  the  electrical  or  the  percussion-firing  sys- 
tem. 

Returning  to  the  6-in.  quick-firing  piece,  the  third  leading  feature  in 
the  gun  is  obturation  dispensing  with  the  use  of  a  metal  cartridge.  This 
is  facilitated  by  the  shortness  of  screw,  so  that  it  has  been  found  that 
the  De  Bange  obturator  can  be  rendered  efficient.  The  advantages  of 
this  are  obvious;  the  doing  away  with  the  metal  case  saves  weight  and 
magazine  room,  and  saving  of  weight  facilitates  the  rapid  and  easy  work- 
ing of  the  gun.  There  is  also  probably  a  saving  in  expense.  No  ejec- 
tion of  case  being  required,  mechanism  is  simplified.  Throughout  the 
trials  at  Portsmouth  and  Shoeburyness  the  breech  mechanism  worked 
with  complete  ease,  the  tube  was  satisfactorily  ejected  automatically,  and 
the  obturation  was  complete.  The  heating  of  the  metal  was  also  watched, 
and  considered  to  be  well  under  the  needed  limit  of  temperature. 

The  Shoeburyness  trial  took  place  on  January  13  in  the  presence  of 
the  representatives  of  the  War  Office  and  Admiralty.  The  object  of  this 
further  trial  was  to  test  the  accuracy  of  the  gun  after  having  fired  upwards 
of  200  rounds,  including  the  rounds  fired  at  the  proof  of  the  gun;  and 
also  to  submit  the  gun  to  a  further  test  for  rapidity,  under  conditions 
of  service,  using  a  lOO-lb.  shot,  a  cordite  charge,  and  service  primers. 
The  trial  commenced  with  a  series  of  ten  rounds,  the  result  of  which 
showed  that  the  accuracy  of  the  gun  had  not  fallen  off  in  consequence 
of  the  great  amount  of  work  already  done  by  it.  On  the  contrary,  on 
two  occasions  the  projectiles  pased  through  the  same  hole  in  the  target 

Suspension  of  firing  then  occurred,  due  to  the  weather  becoming  over- 
cast, but  in  the  afternoon  it  cleared,  and  the  rapidity  series  was  success- 
fully completed.  This  series  was  conducted  by  a  crew  of  seamen  gun- 
ners specially  sent  by  H.  M.  S.  Excellent  for  the  purpose,  and  were  in 
charge  of  Lieutenant-Commander  J.  Murray  Aynesley,  the  experimental 
officer  of  the  gunnery  school  at  Portsmouth.  Thirty-six  rounds  were 
fired  in  four  minutes  forty-seven  seconds,  and  this  time  included  tak- 
ing temperatures  of  the  vent  head,  which  operation  was  considered  de- 
sirable, owing  to  the  very  rapid  rate  of  fire.  This  rate  of  fire  gives  prac- 
tically one  round  per  each  eight  seconds,  or  at  the  rate  of  one 
hundred  rounds  in  thirteen  and  one-third  minutes,  which,  for  practical 
considerations,  allowing  one  hundred  seconds  for  cooling  during  the 
hundred  rounds — ^this  extra  time  would  probably  be  necessary  for  the 
supply  of  ammunition  on  board  ship — would  give  a  rate  of  fire  of  one 
hundred  rounds  in  fifteen  minutes. 

For  a  short  series  of  rounds  such  as  one  would  expect  in  an  engage- 
ment of,  say,  from  ten  to  twenty  rounds  fired  intermittently,  an  even 
greater  rate  of  fire  would  be  obtained.  Analyzing  the  rounds  fired  dur- 
ing the  trial,  the  maximum  rate  of  fire  attained  was  one  round  in  six 
and  one-half  seconds,  and  eight  rounds  were  fired  each  taking  seven 
seconds,  and  another  eight  rounds  each  taking  seven  and  one-half  sec- 
onds. The  other  rounds  varied  from  eight  to  nine  seconds. — The 
necr. 


VICKERS*  QUICK-FIRE  FIELD  GUN. 

A  trial  of  a  quick-fire  gun  of  Messrs.  Vickers  took  place  at  Messrs. 
Vickers'  range  at  Eynsford  this  week,  in  the  presence  of  officera  repre- 
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senting  the  War  Office  and  Admiralty.  As  most  of  our  readers  are 
aware,  the  difficulties  of  applying  quick  fire  to  field  guns  are — ^first,  the 
fact  that  it  is  esential  that  the  gun  should  not  reqtiire  relaying  each 
time  it  is  fired;  and  secondly,  the  fact  that  the  metal  cases  of  quick-fire 
ammunition  add  greatly  to  the  weight  to  be  carried,  and  are  trouble- 
some. The  recoil  in  guns  mounted  on  decks  and  behind  breastworks  . 
is  generally  partly  checked,  and  the  gun  probably  recovers  its  original 
position  and  laying  by  the  action  of  springs,  etc.  In  the  field  this  has 
never  hitherto  been  completely  carried  out,  but  there  are  various  more 
or  less  successful  arrangements.  Vickers  claim  to  have  achieved  this 
so  as  to  render  raising  up  unnecessary,  both  with  howitzers  and  high- 
velocity  pieces.  The  following  description  is  supplied:  "The  recoil 
and  subsequent  return  of  the  gun  to  the  firing  position  are  operated 
by  a  specially  constructed  device  fixed  under  the  protection  of  the  trail, 
which  is  arranged  to  allow  both  the  gun  and  mounting  to  recoil, 
thereby  making  use  of  the  whole  available  mass  for  overcoming  the 
energy  of  recoil,  the  result  being  that  the  jump  is  eliminated  and  the 
gun  run  out  into  the  firing  position  without  alteraticm  of  the  slight 
alignment.  One  of  the  special  points  by  which  the  system  is  charac- 
terized is  that  it  readily  admits  of  its  application  to  existing  artillery 
without  any  serious  modification  to  the  existing  type  of  mounting,  and 
the  mounting  when  altered  is,  within  a  few  points  of  percentage,  equal 
in  efficiency  to  an  entirely  new  quick-fire  field  equipment.  The  total 
weight  of  the  gun  and  mounting  complete,  including  mechanism,  wheels, 
quick-firing  attachment,  tools,  etc.,  is  19  cwt.  The  weight  of  the  limber 
is  not  here  recorded,  as  this  depends  on  the  weight  of  the  ammunition 
intended  to  be  carried  by  any  particular  equipment. 

"Twenty-seven  rounds  were  fired  in  all,  with  charges  of  16^  oz.  of 
ballistite,  the  weight  of  the  shell  being  13^  lb.,  and  a  velocity  of  1,650 
foot-seconds  was  obtained  for  a  pressure  of  14  tons.  Two  rounds  were 
first  fired  to  exemplify  generally  the  working  of  the  system,  after  which 
fifteen  rounds  were  fired  for  rapidity,  each  round  being  carefully  laid 
on  the  target.  These  fifteen  rounds  were  fired  in  67  seconds,  which  gives 
a  rate  of  fire  of  13^  rounds  per  minute.  A  second  series  was  then  fired, 
during  which  the  gun  was  very  carefully  laid  and  was  placed  pointing 
deliberately  forty  degrees  off  the  target,  and  the  time  was  taken  from  the 
gun's  crew  working  the  gun  from  this  position  into  the  alignment,  and 
proceeding  with  the  firing  in  such  a  manner  as  would  take  place  when 
a  gun  was  being  taken  into  action  on  service,  the  time  being  taken  for 
unlimbering.  Under  these  circumstances  ten  rounds  were  fired  in  125 
seconds,  or  at  the  rate  of  hwe  rounds  per  minute,  each  of  the  rounds 
being  carefully  laid  on  the  bull's-eye.  Six  rounds  were  then  fired  from 
a  mountain  equipment  at  the  1,000-yards  range,  when  excessively  good 
shooting  was  obtained,  but  the  shooting  under  these  circumstances  is 
not  now  specially  reported,  as  the  equipment  was  one  of  which  the  re- 
sults are  well  known,  and  which  is  being  successfully  used  in  Egypt, 
this  type  of  gun  having  made  excellent  shooting  recently  at  the  battle 
of  the  Atbara. 

**  It  is  of  interest  to  note  that  the  Egyptian  Government  are  now 
in  possession  of  six  complete  batteries  of  these  guns,  which  use  shells 
of  12^  lb.,  and  20  lb.  double  shell  when  desired. 

"  At  present  metal  cartridges  are  used,  but  it  is  claimed  that  they 
can  be  dispensed  with,  as  in  the  6-in.  quick-firing  gun,  the  De  Bange 
pad  being  used." — The  Engineer, 
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A  NEW  METHOD  OF  MAKING  HARD-FACED 

ARMOR. 

Taking  advantage  of  the  fact  that  by  suitably  controlling  the  process 
of  cooling,  it  is  possible  to  obtain  some  of  the  newer  alloys  of  iron  with 
nickel,  cobalt  and  manganese  in  either  a  hard  or  a  malleable  condition, 
M.  Jean  Werth,  manager  of  the  Societe  Anonyme  des  Hants  Fourncaux 
et  Acieries  de  Denain  et  Anzin.  has  devised  a  new  process  of  making 
armor  plate.  M.  Werth's  contention  is  that  the  plate  should  have 
the  same  chemical  composition  throughout,  and  that  the  hard  face 
should  be  obtained  entirely  by  a  process  of  tempering.  Ordinary  car- 
bon steel  in  large  masses  cannot  be  tempered  satisfactorily,  but  when 
alloyed  with  suitable  proportions  of  nickel,  cobalt  or  manganese  it  is 
possible  to  obtain  the  metal  in  a  hard  state  by  heating  it  up  to  a  bright 
red  and  allowing  it  to  cool  in  the  air;  whereas,  if  heated  only  to  a  doll 
red  and  cooled,  the  metal  will  be  malleable  and  comparatively  soft.  The 
steel  used  by  M.  Werth  is  open -hearth  metal,  free  from  sulphur  and 
phosphorus.  It  contains  from  5  per  cent,  to  15  per  cent,  of  nickel  or 
cobalt,  and  from  2  to  12  per  cent,  of  manganese,  whilst  within  certain 
limits  silicon,  chromium  or  tungsten  may  be  present  without  interfering 
with  the  process  of  tempering.  In  its  soft  state  such  a  steel  has  a  ten- 
sile strength  of  110,000  lb.  to  140,000  lb.  per  square  inch,  and  a  strip 
i]4  in.  thick  can  be  bent  without  cracking  round  a  radius  equal  to  its 
thickness.  After  the  plate  is  completed,  it  is  tempered  by  making  it 
part  of  the  side  or  bottom  of  the  furnace.  The  face  next  the  fire  thus  be- 
comes heated  to  a  bright  red.  whilst  by  means  of  water  or  air  the  tem- 
perature of  the  back  face  is  kept  down  to  800  deg.  or  900  dcg.  Fahr.  To 
insure  good  results  the  heating  is  effected  very  gn^adually,  the  plate  being 
put  into  a  cold  furnace;  and  by  preference  gas  fuel  is  employed  in  the 
latter.  Another  method  of  effecting  the  heating,  which  is,  however, 
only  applicable  to  flat  plates,  is  to  immerse  their  front  faces  in  a  bath 
of  red-hot  lead,  the  temperature  of  which  is  maintained  very  uniform. 
When  ready,  the  plate  is  removed  from  the  furnace  and  cooled  at  the 
back,  until  the  front  face  has  sunk  down  to  a  temperature  of  800  deg. 
to  900  deg.  Fahr.,  when  no  further  attention  is  required,  thong^  if 
warped  it  can  now  be  straightened  before  the  cooling  is  finished.^ 
Ilngineering. 


THE  UNITED  STATES  NAVY.-.GOOD  AND  BAD 

POINTS. 

The  present  war  will  certainly  throw  much  light  on  various  problems 
of  naval  architecture  which  are  now  but  vaguely  understood,  and  it  may 
solve  them  completely  and  satisfactorily.  Already  the  superior  points 
of  the  navy  have  been  demonstrated  and  its  weaknesses  made  manifest 
The  most  important  and  prominent  fact  has  been  the  reliability  of  the 
ships,  considered  as  a  unit,  and  the  capability  of  the  several  types  for 
the  work  they  were  designed  for.  A  continuous  and  hard  duty  for  several 
weeks,  cruising  under  high  pre»;sure.  and  repeatedly  employing  all  the 
guns,  has  failed  to  show  a  single  defect  of  a  serious  nature  in  either 
hull,  machinery  or  armament.  The  protective  qualities  of  the  boats  have 
not  been  tested  in  the  slightest  degree. 
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Too  much  praise  cannot  be  extended  to  the  designers  and  builders 
of  the  propelling  machinery.  The  uncertainty  which  has  been  felt  as 
to  whether  this  portion  of  a  naval  vessel  would  stand  long-continued  ser- 
vice has  been  removed.  That  this  doubt  existed  was  shown  by  the 
statement  of  the  late  Admiral  Meade,  at  a  meeting  of  the  Naval  Archi- 
tects and  Marine  Engineers,  two  or  three  years  since,  that  he  would 
like  to  have  one  of  the  fast  cruisers  attempt  to  follow  one  of  the  Atlantic 
liners  in  a  trip  to  Europe,  the  object  being  to  practically  test  the  staying 
qualities  of  the  cruiser.  The  seagoing  ability  of  the  battleships  has  been 
proved  by  the  wonderful  voyage  of  the  Oregon,  which  joined  the  fleet 
off  Cuba  in  every  respect  able  to  do  her  full  share  of  the  work. 

The  monitors  were  intended  for  coast  defense.  Their  limited  coal 
capacity  and  consequent  exceedingly  small  radius  of  action  make  it 
impossible  fox  them  to  be  independently  useful  at  any  considerable  dis- 
tance from  a  base  of  supplies.  This  was  illustrated  during  the  move- 
ment of  the  fleet  toward  Cuba,  when  coaling  at  sea  was  necessary,  and 
when  the  speed  of  the  fleet  had  to  be  regulated  by  that  of  the  monitors. 
Those  characteristics  also  prevent  the  monitor  class  assuming  a  position 
in  a  naval  engagement — it  must  be  content  to  fight  in  the  position  its 
quicker  enemy  chooses  to  place  it.  Its  seagoing  ability  has  also  been 
criticised.  For  coast  defense  the  monitor,  with  its  tremendous  power, 
ample  protection  and  small  target  presented,  will  undoubtedly  prove  to 
be  of  the  gn^eatest  use.  An  unknown  factor  is  found  in  the  ram  Katahdin. 
Whether  this  vessel  will  occupy  a  niche  peculiar  to  itself  remains  to  be 
seen. 

The  big  guns  and  their  turrets  have  worked  without  a  hitch.  At  the 
present  time  the  life  of  these  guns,  or  the  number  of  times  they  can  be 
fired  with  full  service  charges,  is  not  known  with  any  degree  of  certainty. 
It  is  possible  that  the  experience  now  being  gained  may  lead  to  experi- 
ments with  guns  of  greater  caliber  length  than  any  now  employed. 
Experiments  have  been  made  abroad  with  lengths  as  great  as  50  and  60 
times  the  bore,  but  the  results  are  more  or  less  uncertain.  The  Ameri- 
can built-up  gun  would  appear  to  lend  itself  to  this  extension,  and  if 
such  should  prove  to  be  the  case  the  advantages  gained  would  be  of  the 
utmost  value.  The  good  resulting  from  the  use  of  smokeless  powder 
has  been  shown  by  the  New  Orleans.  According  to  the  dispatches, 
the  rapid  dissipation  of  the  light  smoke  from  her  guns  permitted  their 
being  handled  more  rapidly  than  those  using  ordinary  powder. 

In  addition  to  a  general  weakness  in  numbers  in  all  the  types,  the 
American  Navy  is  particularly  feeble  in  torpedo  boats  and  torpedo-boat 
destroyers,  and  in  high-speed,  partially-protected  scouts  or  dispatch 
boats. 

With  so  many  experts  watching  for  points  of  excellence  or  features 
of  weakness,  we  may  expect  a  thorough  account  at  the  close  of  the 
war.  With  the  public  thoroughly  aroused  to  the  necessity  of  possessing 
the  best  vessels,  equipped  in  the  most  modem  way,  there  can  be  little 
doubt  that  Congress  will  promptly  vote  the  necessary  appropriations. — 
Iron  Age. 

RIGHTS  AND  DUTIES  OF  BELLIGERENTS  AND 

NEUTRALS. 

At  the   Royal  United   Service  Institution,  on  May   19,   Mr.  J.   Mac- 
donell,   LL.  D.,  Master  of  the  Supreme  Court,  delivered  a  lecture  on 
26 
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"  Recent  Changes  in  the  Rights  and  Duties  of  Belligerents  and  Neutrals 
according  to  International  Law."  Sir  Robert  Giffen,  K.  C.  B.,  presided. 
Mr.  Macdonell  said  that  when  he  arranged  with  the  secretary,  about 
six  weeks  ago.  respecting  his  lecture,  he  did  not  anticipate  that  the 
subject  would  have  the  living  interest  which  it  now  possessed.  He 
proceeded  to  point  out  how  international  law  was  in  a  state  of  rapid 
transition,  and  that  much  that  was  taught  in  books  on  the  subject  had 
become  obsolete.  Among  the  great  changes  affecting  international  law 
were  the  decline  in  the  belief  in  the  **  law  of  nature  "  and  in  the  influence 
of  Roman  law;  the  doctrine  of  the  equality  of  States  was  also  no  longer 
accepted  as  it  once  was;  international  law  was  now  based  on  a  com- 
munity of  civilization,  and  another  great  change  was  the  growth  of 
"  military  realism  " — a  spirit  which  found  eloquent  expression  in  much 
of  the  military  literature  of  Germany.  In  dealing  with  the  chief  recent 
changes  which  have  taken  place  in  international  law.  he  took  as  the 
starting-point  the  close  of  the  Crimean  war.  In  1856  the  great  powers 
issued  the  Declaration  of  Paris,  of  which  the  history  was  still  shrouded 
in  some  mystery.  Neither  Lord  Clarendon  nor  Lord  Cowley,  the  dip- 
lomatists more  directly  concerned,  gave  a  full  account  of  the  negotia- 
tions; the  only  detached  statement  was  one  published  by  M.  Drouyn 
de  Lhuys.  who  was  French  foreign  minister  at  the  time.  According  to 
that  statement — it  was  borne  out  by  the  remarks  which  fell  from  Lord 
Clarendon — that  declaration  would  have  been  made  by  the  bulk  of  civil- 
ized States  whether  we  had  acceded  to  it  or  not.  Referring  to  the  aboli- 
tion of  privateering,  he  remarked  that  perhaps  the  growing  sense  of 
humanity  and  the  recollection  of  the  squalid  abuses  connected  with 
privateering  had  something  to  do  with  its  disuse.  But  much  was  due 
to  this  fact — the  transformation  of  a  merchant  vessel  into  an  efficient 
cruiser  was  not  so  easy  as  it  was  in  the  days  of  Paul  Jones  or  Jean 
Bart.  When  that  transformation  was  practicable  there  was  little  in  the 
Declaration  of  Paris  to  prevent  it.  Article  2  provided  that  "  the  neutral 
flag  covers  enemies'  goods,  with  the  exception  of  contraband  of  war." 
This  closed  a  lonjj:  controversy,  in  which  England  had,  on  the  whole, 
consistently  maintained  her  right  to  seize  an  enemy's  goods  wherever 
found.  It  was  not  clear  that  we  could  have  prevented  a  general  affirma- 
tion by  the  civilized  world  of  the  principle,  **  free  ships  make  free  goods." 
It  was  not  clear  that  we  could  have  maintained  our  ancient  principle 
without  provoking  the  hostility  of  neutral  nations,  and  it  was  still  less 
clear  that  we  could  now  rescind  what  we  did  in  1856.  One  could  not 
lose  sight  of  the  fact  that  exemption  from  capture  on  sea  was  probably 
fc>r  a  long  time  to  come  out  of  the  question.  Such  exemption  would 
l)c  in  war  to  the  suprcnie  advantage  of  England,  which  stood  to  lose  so 
niiioli.  The*  Declaration  of  .Paris  did  not  deal  with  contraband  of  war, 
and  he  could  not  say  that  as  to  this  in  recent  years,  either  here  or  else- 
vvlure.  tliere  had  l>een  any  distinct  change.  No  prize  courts  had  for 
many  years  sat  in  this  country.  When  they  went  to  war  they  would 
see  tliem  applying  doctrines  and  principles  of  a  startling  character,  and 
highly  unfavorable  to  neutrals — doctrines  and  principles  formed  at  a 
time  when  belligerents  were  a  law  unto  themselves.  Members  of  Par- 
liament had  lately  asked  the  Government  again  and  again  whether  they 
intciulcd  to  prohibit  the  exportation  of  contraband.  The  Crown  had 
power  under  the  customs  act.  i87g,  to  prohibit  the  exportation  of  certain 
kinds  of  contraband — a  power,  however,  which  was  rarely*  exercised. 
A  vessel  might  be  contraband,  and  the  fitting  of  it  out  might  also  be  an 
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infringement  of  the  foreign  enlistment  act,  but,  speaking  generally,  there 
was  no  power  to  prohibit  the  exportation  of  contraband;  the  risk  of 
capture  was  the  only  penalty.  The  foreign  enlistment  act  of  1870 
made  our  neutrality  law  more  rigorous  than  that  of  any  other  country. 
It  was  the  outcome  of  the  complaints  of  the  United  States  Government 
as  to  the  defects  of  our  neutrality  law  in  allowing  the  escape  of  the 
Alabama.  The  English  act  of  1819  was  based  oa  the  American  statute 
of  181 8,  but  was  in  several  respects  more  stringent,  and,  as  he  had  said, 
the  statute  of  1870  still  further  increased  the  stringency  of  English  law. 
But  no  change  of  any  kind  was  made  in  the  United  States  statute.  The 
consequence  was  that  many  things  punishable  here  were  not  so  accord- 
ing to  American  law,  and  they  were  not  punishable  under  most  other  sys- 
tems. As  they  were  all  aware,  too,  our  Government  undertook  by  the 
Treaty  of  Washington  of  1871  to  observe  in  the  future  three  rules  then 
formulated  and  to  bring  them  to  the  notice  of  other  countries.  No 
other  nation  had  adopted  these  rules,  which  many  jurists  treated  as 
unreasonably  onerous  to  neutrals.  He  was  inclined  to  think  that  the 
act  of  1870  and  the  rules  of  1871,  properly  understood,  did  not  go 
beyond  what  was  reasonable;  but  it  was  more  heroic  than  prudent  to 
admit  the  existence  of  these  duties  without  insisting  on  or  asking  for 
reciprocity  or  giving  some  explanation  of  the  sense  in  which  we  under- 
stood them.  The  only  occasion  on  which  these  rules  were  construed— 
at  the  Geneva  arbitration — they  received  an  interpretation  which  every 
English  lawyer  repudiated.  In  recent  wars  in  which  maritime  opera- 
tions have  been  carried  on  on  a  large  scale,  the  chief  controversies  had 
turned  on  the  duties  of  neutrals  to  belligerents.  The  events  of  the  last 
few  weeks  suggested  several  desirable  modifications  in  the  interest  of 
neutrals.  A  neutral  must  be  prepared  to  put  up  with  many  inconveni- 
ences from  operations  conducive  to  the  termination  of  war,  but  it  was 
plain  that  the  present  laws  of  war  permitted  of  acts  which  might  pro- 
foundly injure  the  neutral  without,  perhaps,  gn^eatly  aiding  the  belligerents 
or  conducing  to  the  close  of  hostilities.  Recalling  the  effect  on  the  price 
of  wheat  here  and  elsewhere,  the  far-spreading  consequences  of  the 
rise  caused  by  vague  alarms  of  capture,  let  them  conceive  what  would 
follow  from  a  blockade,  maintained  even  for  a  few  weeks,  of  the  chief 
American  ports.  Suppose  that  in  a  war  between  Germany  and  Russia 
the  ports  of  the  latter  were  sealed,  and  that  no  wheat  from  Russia  was 
procurable  at  a  time  when  harvests  in  America  and  other  countries 
usually  supplying  us  with  wheat  were  bad,  should  all  neutrals  consent 
to  starve  in  order  that  the  ring  might  be  kept  for  the  combatants  and 
the  game  of  war  be  played  out  in  the  good  old  way?  For  the  common 
benefit  of  civilization,  the  maintenance  and  use  of  certain  machinery, 
plant  and  services  were  necessary.  The  treatment  of  submarine  cables 
in  time  of  war  was  a  still  more  difficult  and  important  question,  and 
one  as  to  which  international  law  had  so  far  failed  to  give  any  clear 
guidance.  No  one  could  say  with  confidence  what  would  be  its  devel- 
opment as  to  this  point  An  international  convention  was  entered  into 
at  Paris  on  March  14,  1884.  for  the  protection  of  telegraphic  communica- 
tion by  means  of  submarine  cables;  but  Article  15  expressly  stated  that 
the  convention  was  not  to  interfere  with  belligerent  rights.  Probably 
effectual  safety  against  the  danger  here  referred  to  was  to  be  found 
in  the  multiplication  of  lines  of  communication;  but  pending  exten- 
sive developments  of  telegraphic  enterprise  it  was  hard  to  contemplate 
calmly  the  possibility  of  England's  being  cut  off  from  India  or  some 
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of  her  colonies,  not  by  her  enemies,  but  by  a  State  professing  to  be 
friendly  to  her,  in  order  to  injure  some  other  State.  It  seemed  to  him 
that  in  any  satisfactory  convention  there  should  be  an  article  binding 
the  signatories  not  to  cut  or  injure  cables  connecting  countries  with 
their  colonies  or  dependencies.  That  the  strict  enforcement  of  belliger- 
ents' rights  as  laid  down  in  the  text-books  would  be  here  ruinous  to 
neutrals,  that  the  new  maritime  law,  slowly  disengaging  itself  from  pre- 
cedents and  traditions,  must  here,  as  elsewhere,  take  gn^eater  notice 
of  the  interests  of  neutrals — that  was  the  reflection  with  which  he  ended. 
— United  Service  Gazette. 


BELLIGERENTS  AND  NEUTRALS. 

The  second  and  concluding  lecture  by  Mr.  J.  Macdonell,  C.  B.,  LL.  D., 
Master  of  the  Supreme  Court,  on  *'  Recent  Changes  in  the  Rights  and 
Duties  of  Belligerents  and  Neutrals  according  to  International  Law," 
was  delivered  on  the  2nd  inst  at  the  Royal  United  Service  Institution. 
Major-General  J.  F.  Maurice,  C.  B.,  presided. 

Dealing  with  the  recent  practice  of  beginning  hostilities  before  a  for- 
mal declaration  of  war,  which,  it  will  be  remembered,  caused  difficulty 
in  the  American-Spanish  war  owing  to  the  capture  of  Spanish  and 
French  prizes.  Dr.  Macdonell  pointed  out  that  this  was  no  new  source 
of  trouble.  Although  the  ancients  always  first  declared  war,  the  Romans 
making  the  occasion  one  of  pomp  and  ceremony,  there  was  no  expressed 
condition,  and  a  change  was  introduced  in  the  last  century.  Great 
Britain,  for  instance,  refused  to  give  up  prizes  to  France,  although  taken 
before  the  declaration.  Such  declaration  was  no  longer  regarded  as 
obligatory,  and  even  the  withdrawal  of  diplomatic  agents  might  not 
precede  the  outbreak  of  hostilities.  Such  change  and  difference  of  opin- 
ion might  involve  great  difficulties,  say,  with  shipowners  or  shipbuilders, 
whose  obligations  as  subjects  of  neutral  States  could  not  clearly  be 
recognized.  Thus,  the  lecturer  pointed  out,  a  shipbuilder  on  the  Clyde 
might  hand  over  munitions  of  war  to  a  belligerent  after  hostilities  had 
been  commenced  in  a  corner  of  Africa,  of  the  existence  of  which  place 
the  shipbuilder  had  never  heard.  Jurists  were  divided  still  as  to  when 
some  of  the  great  wars  of  this  century  actually  commenced,  and  thus  it 
was  a  matter  of  great  importance  that  some  agrreement  should  be  come  ta 
On  the  subject  of  the  severing  of  submarine  cables.  Dr.  Macdonell  had 
much  to  say,  but  he  was  clearly  of  opinion  that  a  belligerent  had  the 
right  to  cut  a  cable  even  if  it  terminated  on  neutral  soil,  and  he  in- 
stanced the  case  of  Britain  being  at  war,  and  using  the  cable  which 
touches  at  Lisbon  for  communicating  instructions  to  colonial  ports. 
Obviously  the  enemy  would  cut  such  an  important  line,  which  led  to 
the  suggestion  that  it  was  most  undesirable  for  us  to  have  important 
telegraphic  connections  through  such  small  States,  which  were  very 
liable  to  be  coerced  by  ji  powerful  enemy.  Our  trust  should  not  be  laid 
in  any  chapter  of  accidents  to  see  us  through  such  a  difficulty.  The 
lecturer  alluded  to  the  greater  humanity  of  the  soldier  and  of  the  recog- 
nized practice  of  saving  national  and  private  treasures,  but  he  disagreed 
with  most  jurists  in  the  view  that  the  outbreak  of  war  made  void  the 
debts  of  the  citizens  of  one  State  to  those  of  the  other  belligerent  He 
urged  soldiers  and  the  jurists  to  combine  in  the  preparation  of  a  first- 
class  comprehensive  manual  for  international  guidance. — United  Service 
Gazette. 
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TRIAL  OF  NEW  TORPEDO  NETS. 

The  new  torpedo  nets  tried  on  H.  M.  S.  Hannibal,  have  been  definitely 
adopted  for  service,  and  the  Hannibal,  when  commissioned,  will  be 
equipped  with  them.  They  weigh  about  30  cwt  per  net,  half  as  much 
again  as  the  old  style,  but  are  said  to  be  "  quite  as  easy  to  handle."  I 
have  not  seen  them  in  operation,  but  **  quite  as  easy  to  handle "  is  a 
vague  term.  Ships  have  been  known  to  take  nearly  twenty-four  hours 
getting  out  their  nets,  while  others  have  done  it  in  two  hours.  In  part, 
of  course,  this  has  had  to  do  with  the  crew,  but  structural  peculiarities 
and  often  individual  peculiarities  of  individual  ships  have  had  as  much 
or  more  effect.  In  any  case,  however,  the  Admiralty  are  to  be  congratu- 
lated on  their  diligence  and  pertinacity  in  seeking  to  solve  the  problem 
that — as  mentioned  last  week — both  France  and  Germany  have  aban- 
doned as  hopeless.  It  is  very  nearly  a  cardinal  axiom  with  modern 
naval  officers,  that  if  a  torpedo  boat  finds  a  ship  she  will  "  get  home  " 
without  much  trouble.  Of  course,  the  ship's  safety  lies  in  the  immense 
difficulty  of  a  boat  finding  her  in  war  time.  I  have  been  in  a  **  boat " 
and  passed  within  torpedo  range  of  a  ship  at  anchor  without  a  soul  on 
board  knowing  it;  the  lost  chance  was  only  discovered  when  the  ship 
opened  fire  some  while  after  she  had  been  passed  by  the  way.  On  the 
other  hand,  I  have  known  a  torpedo  miss  at  a  range  of  30  yards,  or 
thereabouts,  that  is,  one-tenth  of  what  is  considered  almost  certain 
range.  A  ship  is  a  very  small  target  when  a  boat  is  steaming  fast.  In 
theory,  a  torpedo  will  travel  1,000  yards,  in  experimental  practice  it  will 
find  the  target  nine  times  out  of  ten  at  400  yards;  in  manoeuvres  the 
chances  are  even  that  it  will  hit  at  joo  yards — ^in  war  time  they  will  be 
certainly  half  that  again.  But  on  the  other  hand,  the  ship's  chances  of 
hitting  the  boat  are  still  less,  nor  is  it  proved  that  one  hit,  or  even 
several,  will  stop  a  boat.  From  the  time  the  boat  is  sighted  until  the 
torpedo  is  fired  is — despite  the  manoeuvre  claims  of  two  minutes  under 
fire — seldom  over  one  minute,  and  to  hit  a  boat  enough  to  stop  her  way 
in  sixty  seconds  will  need  some  very  good  shooting. 

In  connection  with  torpedo  boat  attack  and  defense,  it  is  pretty 
generally  known  now  that  the  orders  for  war  time  are — fire  at  every 
boat.  Whether  it  be  friend  or  foe  must  be  discovered  later.  It  is  a 
regrettable  thing  that  in  our  annual  manoeuvres  we  never  properly 
test  this  question  of  what  is  to  happen  to  the  friendly  boat,  by  allot- 
ting torpedo  boats  to  each  side.  In  connection  with  this,  it  is  cur- 
rently reported  in  the  service  that  a  well-known  torpedo  officer  recently 
informed  the  Admiralty  that  he  had  a  device  whereby  a  friendly  boat 
could  make  its  presence  known  on  board  a  battleship  without  visible 
signal  of  any  sort.  The  Admiralty,  however,  refused  to  allow  the  money 
necessary  to  carry  out  the  experiments,  so  it  remains  a  secret;  pre- 
sumably it  was  some  adoption  of  wireless  telegraphy.  The  French  are 
said  to  be  in  possession  of  some  such  device. 


TRIALS  OF  DUTCH  CRUISERS. 

In  our  issue  of  February  21,  i8g6,  we  gave  some  particulars  of  the 
water- tube  boilers  which  were  to  be  placed  in  three  second-class  cruisers 
that  were  then  being  built  for  the   Royal   Navy  of  the  Netherlands. 
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These  vessels  were  the  Holland,  Friesland  and  Zeeland.  It  will  be  re- 
membered that  Mr.  Andrae,  the  engineer-in-chief  to  the  Dutch  Navy, 
determined  to  try  the  result  of  a  combination  of  small  tube  or  express 
water-tube  boilers  and  return-tube  boilers  in  these  vessels,  and  selected 
the  Yarrow  boiler  as  most  suitable  for  the  purpose.  As  a  consequence, 
Messrs.  Yarrow  &  Co.  were  commissioned  to  construct,  at  their  works  at 
Poplar,  one  Yarrow  boiler  for  each  ship,  making  three  in  all,  and  these 
were  intended  to  act  as  examples  for  the  remaining  water-tube  boilers 
required  that  were  to  be  made  in  Holland.  We  have  been  furnished  with 
the  particulars  of  the  trials  of  these  vessels,  but  before  repeating  them 
it  will  be  convenient  if  we  give  some  details  of  the  vessels  themselves. 

The  Friesland  has  been  built  and  engined  by  the  Maatshappij  voor 
Scheeps  en  Werktuigbouw  Fijenoord  at  Rotterdam,  an  establishment  of 
which  Mr.  Croll  is  the  director;  and  the  Zeeland  by  the  Koninklijke 
Maatschappij  de  Schelde  at  Flushing,  of  which  Mr.  van  Raalte  is  the 
director;  whilst  the  Holland  was  built  in  the  Royal  Dockyard  at  Am- 
sterdam, and  engined  by  the  Nederlandsche  Fabriek  van  Werktuigen 
en  Spoorweg  Materieel  at  Amsterdam,  of  which  Mr.  Strumphler  is  the 
director.  These  vessels  are  306  ft.  long  by  48  ft.  6  in.  wide  and  17  ft.  9  in. 
deep.  The  displacement  is  calculated  at  3,900  tons  with  400  tons  of  coal 
on  board,  the  total  coal  supply  being  850  tons.  The  vessels  are  twin- 
screw,  and  have  triple-expansion  engines  with  cylinders  33  in.,  49  in.  and 
74  in.  in  diameter  by  39-in.  stroke.  The  propellers  are  14  ft.  by  16  ft., 
and  have  60  square  feet  of  surface.  It  may  be  noted  that  the  propellers 
of  the  Holland  turn  outwards,  and  those  of  the  other  two  ships  inwards. 
The  boilers,  which  are  the  most  interesting  part  of  the  machinery,  con- 
sist, in  each  ship,  of  two  of  the  return-tube  type,  having  a  grate  surface 
of  126  ft.  and  a  heating  surface  of  4,005  ft.  The  eight  water-tube  boilers 
have  322  square  feet  of  grate  and  a  heating  surface  of  16,136  ft.  As 
stated,  Messrs.  Yarrow  made  one  boiler  for  each  vessel,  the  remainder 
being  constructed  by  the  Dutch  firms.  The  total  maximum  horse-power 
for  which  the  boilers  of  each  ship  were  designed  to  supply  steam  was 
9,250  indicated.  Of  this,  2,250  horse-power  was  to  be  obtained  from  the 
two  return-tube  boilers,  and  the  remaining  7,000  horse-power  from  the 
eight  Yarrow  boilers.  The  weight  of  the  return-tube  boilers  with  water 
was  120  tons,  and  that  of  the  eight  water-tube  boilers  with  water  88 
tons.  The  total  weight  of  propelling  engines  and  boilers  and  water, 
together  with  pumps,  fans,  funnels,  fioor-plates,  ladders,  and  all  other 
things  which  can  be  included  under  the  category  of  propelling  machin- 
ery, was  for  the  Holland  635  tons,  for  the  Friesland  611  tons,  and  for  the 
Zeeland  570  tons.  The  Holland  and  Friesland  have  Weir*s  feed-pumps 
and  feed-heaters.  The  Zeeland  is  fitted  with  Yarrow's  automatic  feed- 
control  arrangement,  and  has  a  Worthington  pump  to  each  boiler,  but 
has  no  feed-heater.  There  are  steam  steering  engines,  dynamos  for  elec- 
tric light  and  for  search-lights,  air  compressors  for  torpedoes,  steam 
capstans,  refrigeration  engines,  Sturtevant  blowers  for  ventilating  pur- 
poses and  to  supply  hot  or  cold  air,  evaporators,  feed-water  filters,  and 
other  auxiliary  machinery  and  fittings. 

The  results  of  the  trials  are  given  in  the  annexed  table.  The  steam 
pressure  in  both  return-tube  and  water-tube  boilers  was  200  lb.  to  the 
square  inch. 

The  object  of  the  Dutch  naval  authorities  in  adopting  the  combined 
arrangement  of  boilers  was  to  gradually  accustom  the  stokers  to  the 
new  type.     In  three  similar  cruisers  being  built  in  Holland,  and  which 
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are  to  be  launched  shortly.  Yarrow  boilers  only  arc  being  fitted;    there 
being  twelve  in  each  vessel. 

It  may  be  interesting  to  compare  the  results  obtained  on  the  trials 
of  these  vessels  with  those  of  the  Diadem,  which  affords  an  example 
of  our  most  recent  type  of  cruiser.  Putting  the  weight  of  the  machinery 
in  the  three  Dutch  vessels  at  605  tons  and  the  mean  maximum  horse- 
power at  10,260,  we  have  16.9  horse-power  developed  per  ton  weight 
of  machinery.  If  the  weight  of  the  Diadem's  machinery  was  i,437  tons, 
and  the  horse-power  developed  17,262  (see  Sir  John  Durston's  paper 
read  at  the  last  meeting  of  the  Institution  of  Naval  Architects),  it  will 
be  seen  that  12.01  horse-power  was  developed  per  ton  weight  of  ma- 
chinery. It  must  be  borne  in  mind,  however,  that  the  Diadem's  full- 
power  trial  extended  over  eight  hours,  while  that  of  the  Dutch  cruisers 
was  but  of  four  hours'  duration.  If  every  allowance  be  made,  however, 
there  can  be  no  doubt  that  the  adoption  of  the  express  type  of  boiler 
gives  an  enormous  advantage  in  regard  to  lightness  of  machinery,  and 
therefore  of  speed;  and  it  may  be  said  generally  that  the  results  bear  out 
the  wisdom  of  the  choice  of  the  Dutch  naval  authorities. — Engineering. 


SHIPS  OF  WAR. 

[Chili.] 

O'HiGGINS. 

The  Chilian  cruiser  O'Higgins,  which  has  just  completed  a  series  of 
trials,  including  twenty-four  hon«-s'  seagoing  speed,  six  hours*  full  speed, 
gunnery,  turning,  and  other  trials  all  of  which  have  been  carried  through 
with  complete  success.  The  O'Higgins  was  designed  by  Mr.  Philip 
Watts;  the  keel-plate  was  laid  in  April,  1896;  the  vessel  was  launched 
in  May.  1897;  and  she  is  now  about  to  leave  for  Chili,  complete  in 
every  respect;  the  period  of  her  completion  in  less  than  twelve  months 
from  launch  is  exceedingly  short,  when  her  size  is  considered,  and 
the  seven  months'  engineering  strike  which  intervened  is  taken  into 
account. 

The  dimensions  of  the  O'Higgins  are:  Length.  412  ft.;  beam.  62  ft. 
9  in.;  mean  draught.  22  ft.  At  this  draught  the  vessel  displaces  8,500 
tons,  and  carries  700  tons  of  coal,  a  complete  outfit  of  provisions,  stores, 
fresh  water,  etc.,  and  all  ammunition,  torpedoes  and  equipment.  This 
mean  draught  was  maintained  during  the  speed  trials,  which  were  made 
off  the  Tyne  in  the  presence  of  Admiral  Uribe  and  other  members  of 
the  commission  of  Chilian  officers  appointed  to  superintend  the  con- 
struction of  the  vessel. 

The  machinery  has  been  supplied  by  Messrs.  Humphrys,  Tennant 
and  Co.,  and  the  boilers  are  of  the  Belleville  type,  being  thirty  in  num- 
ber, placed  in  three  separate  water-tight  compartments.  Owing  to  a 
strike  of  firemen  engaged  for  the  trial,  the  Chilian  officers  kindly 
gave  the  services  of  100  Chilian  stokers — part  of  the  crew  to  take  over 
the  vessel  when  complete — and  though  these  men  were  not  accustomed 
to  stoking  the  Belleville  boilers,  the  trials  were  nevertheless  carried 
through  with  complete  success,  an  ample  supply  of  steam  being  main- 
tained throughout. 
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The  full  power  of  the  engines  is  16,000  indicated  horses,  but  the  twenty- 
four  hours*  trial  was  conducted  at  about  three-fifths  full  power,  and 
10,000  indicated  horse-power  was  exceeded  during  the  whole  time,  giv- 
ing a  speed  of  over  19  knots.  Turning  circles  were  made  after  the  trial 
to  test  the  manoeuvring  qualities,  and  these  showed  that  in  2  min.  6  sec. 
the  O'Higgins  could  reverse  her  direction,  both  engines  running  full 
speed  ahead,  the  tactical  diameter  being  3.4  times  the  under-water  length 
of  the  vessel,  the  complete  circle  being  less  than  three  times  her  length; 
the  heel  of  the  vessel  in  turning  never  exceeded  4  deg. 

The  above  trial  was  made  on  April  20,  the  full-power  six  hours*  trial 
with  natural  draught  being  taken  on  the  26th.  The  mean  of  six  runs 
over  the  measured  mile  course,  taken  consecutively  with  and  against  the 
tide,  worked  out  at  21.52  knots,  the  last  four  runs  giving  a  mean  of  21.7 
knots,  which  may  therefore  be  taken  as  the  full  speed  of  the  O'Higgins. 
It  should  be  mentioned,  however,  that  the  vessel  had  never  been  docked 
since  her  launch,  and  though  sheathed  and  coppered,  it  is  probable  that 
a  certain  amount  of  slime  was  adhering  to  her  bottom,  and  it  was  after- 
wards found  that  numerous  copper  sheets  were  dislodged  at  the  launch 
and  repaired  in/ dock  after  the  speed  trials. 

The  gunnery  trials  were  made  on  two  days,  and  finally  completed 
after  the  six  hours'  trial,  when,  amongst  other  severe  tests,  seven  guns 
were  simultaneously  fired  direct  ahead  by  an  electrical  discharge,  no 
damage  to  ship  or  mountings  resulting,  with  the  exception  of  glass. 
These  seven  guns  were  three  8-in.,  two  6-in.  and  two  4.7-in.  A  similar 
test  was  applied  aft,  but  with  one  8-in.,  four  6-in.  and  two  4.7-in.  The 
armament  carried  by  the  O'Higgins  is  not  only  exceptionally  powerful, 
but  is  exceptionally  well  protected,  all  the  four  8-in.  guns  being  sepa- 
rately mounted  on  6-in.  armored  barbettes,  three  forward  and  one  aft, 
and  protected  by  armored  gun-houses,  7  in.  and  5  in.  thick,  which  com- 
pletely enclose  the  guns;  similar  protection  is  given  to  the  four  6-in. 
guns  mounted  on  the  upper  deck.  The  remaining  6-in.  guns — making 
ten  in  all — are  placed  on  the  main  deck,  within  six  casemates  whose 
fronts  are  6  in.  and  rears  5  in.  thick.  The  ten  12-pounders  and  ten 
6-pounders  are  protected  by  the  ordinary  shields,  three  torpedo  tubes 
are  also  fitted  in  the  stern  above  water,  and  two  submerged,  one  on 
each  broadside.  All  the  armament,  it  need  scarcely  be  stated,  has  been 
supplied  from  Elswick. 

Besides  the  protection  to  the  guns,  the  O'Higgins  has  a  7-in.  to  S-in. 
belt,  carried  along  two-thirds  of  her  water-line,  of  Harveyed  armor 
7  ft.  in  depth;  this  belt  is  supported  on  the  sloping  sides  of  a  complete 
protective  deck,  which  varies  in  thickness  from  ij^  in.  to  2  in.  The 
conning  tower  is  of  9  in. -armor,  and  armored  tubes  are  provided  for 
the  supply  of  ammunition  to  all  the  guns.  The  vessel  is  unusually  well 
fitted  in  all  respects,  with  electric  light  and  every  modern  improve- 
ment, and  is  certainly  a  most  powerful  addition  to  the  already  powerful 
Chilian  navy. — The  Engineer. 

[England.] 
Diadem. 

The  Diadem  has  been  carrying  out  a  further  series  of  experimental 
trials,  having  been  required  to  steam  for  four  hours  with  a  view  to 
ascertaining   whether   she  could,  with   only   78  per   cent,   of  her  boiler 
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heat,  obtain  the  same  power  as  was  required  of  her  at  her  full-power 
trial   on  the  26th   of  January.     According   to  the  contract   stipulation, 
she  then  had  to  obtain,  on  eight  hours'  run,  a  mean  of  16,500  I.  H.  P., 
but,  as  a  fact,  the  mean  obtained  was  as  high  as  17,188  I.  H.  P.     Draw- 
ing 24  ft.  3  in.    forward  and  26  ft.  6  in.  aft,  with  291  lb.  of  steam  in  the 
boilers,  and  with  a  vacuum  of  27.2  in.  starboard  and  26.3  port,  she.  on 
the  29th  of  January,  worked  up  to  116.2  revolutions  starboard  and  II5-4 
port.     The  conditions  of  this  trial  and  the  previous  ones  thus   offered 
some  striking  differences  and  similarities,  for  while  on  the  last  occasion 
the  whole  of  the  30  boilers  were  in  use.  on  the  new  trial  only  24  were 
lighted  up.     The  draught   of  water   on   each   occasion,   as  well   as   the 
vacuum,  was  about  the  same;    the  steam  in  boilers  was  291  lb.  at  both 
trials,  while  at  the  more  exacting  test  there  was  a  slight  reduction  in  the 
number  of  the  revolutions — namely,  from  119.1  to  116.3.     On  this  occa- 
sion, however,  forced  draught  was  used  for  the  first  time,  but  the  air 
pressure  amounted  to  only  three-tenths  of  an  inch,  and  the  total  I.  H.  P. 
was  8,168  starboard  and  7,693  port,  giving  a  collective  I.  H.  P.  of  15,861. 
This  result  gave  a  unit  of  power  for  less  than  two  square  feet  of  heating 
surface,  which  is  the  forced-draught  surface  allowed  in  cylindrical  boilers 
in  the  Navy.     Contrary  to  the  usual  practice  at   forced-draught  trials, 
the  coal   consumption  was  taken,   and   worked  out  at  the  exceedingly 
low  average  of  1.95  lb.   per  I.  H.P.  per  hour,  thus  further   showing  a 
considerable  gain  by  the  use  of  the  improved  Belleville  boilers,   while 
the  power  was  easily  maintained.     The  temperature  in  the   stokeholds 
and  engine  room  was  comparatively  low,  and  there  was  again  a  marked 
absence  of  dense  smoke,  flame  and  clinker  from  the  funnels.     The  trial 
fully  demonstrated  that,  should  one  boiler  compartment  be  disabled  in 
action,  the  design  power  of  the  ship  could  still  be  reached,  and  though 
the  trial  was  limited  to  four  hours,  it  was  evident  that  the  engines  and 
the  ship  could   have   stood   the  test   for  a  considerably   longer   period. 
It  was  also  shown  by  the  result  of  the  trial  that  in  no  ship  has  such 
high  evaporative  efficiency  been  realized  from  the  Belleville  boiler.     At 
the  thirty  hours'  trial  with  four-fifths  of  her  power  some  difficulty  was 
experienced    in    consequence    of   the    frequency    with    which    the    fusible 
plugs  were  blown  out,  but  after  that  trial  the  faces  of  the  plugs  were 
so  hammered  out  that  none  were  blown  from  their  positions  during  the 
trial  on  the  29th.  and  thus  the  use  of  the  distillers  for  the  supply  of  water 
to  make  good  the  loss  of  steam  was  obviated.     As  stated  in  previous 
reports,    the   ship   was    remarkably    steady,    no   marked    vibration   being 
shown  at  any  speed. 

On  the  6th  ult.  the  cruiaer  continued  her  progressive  trials  in  Stokes 
Bay.  She  first  made  four  runs  over  the  measured  mile  at  16  knots, 
then  four  runs  at  14  knots,  and.  after  swinging  for  the  adjustment  of 
compasses,  four  runs  at  10  knots.  In  each  set  of  runs  the  power  and 
speed  corresponded  with  the  results  that  were  anticipated  from  the 
model  trials  at  Haslar  experimental  works.  The  mean  of  the  first  set 
of  runs  showed  that  6,270  I.  H.P.  gave  her  a  speed  of  16,010  with  4rX30 
I.  H.  P..  and  the  third  set  of  runs  gave  a  mean  speed  of  11.07  knots  for 
1.923  I.  H.  P.    The  trial  was  regarded  as  highly  satisfactory. 

On  the  8th  ult.  she  left  for  a  further  stage  of  her  experimental  trials, 
and  anchored  at  Spithead  the  next  evening.  She  first  steamed  for  15 
hours  with  only  eight  boilers,  and  with  270  lb.  of  steam  in  the  boilers 
and  250  lb.  of  steam  at  the  engines.  At  this  stage  of  the  trial  the  revo- 
lutions were  64.3   starboard  and  65.1   port,   while  the  collective  I.  H.  P. 
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was  3,266.  The  coal  consumption  worked  out  at  2.35  lb.  per  unit  of 
power  per  hour,  which  was  in  fairly  close  keeping  with  her  preliminary 
30  hours'  trial  with  the  same  power,  when  the  consumption  was  2.33  lb. 
During  the  second  phase  of  the  trial,  which  also  lasted  15  hours,  there 
were  260  lb.  of  steam  in  the  boilers,  but  only  150  lb.  at  the  engines. 
Sixteen  boilers,  however,  were  used,  and  it  was  found  that  with  88.9  revo- 
lutions starboard  and  90.1  revolutions  port,  and  with  a  collective  I.  H.  P. 
of  7. 1 19.  the  coal  consumption  was  1.94  lb.  per  unit  of  power  per  hour. 
Both  stages  of  the  trial  justified  the  calculations  of  the  Admiralty  when 
the  vessel  was  designed. 

The  final  trial,  concluded  on  the  nth  ult.,  was  for  30  hours,  with  only 
24  boilers  in  use,  in  order  to  obtain  data  as  to  coal  consumption.  The 
draught  of  water  forward  was  24  ft.  4  in.  and  aft  26  ft.  9  in.  The  steam 
in  the  boilers  was  at  a  pressure  of  265  lb.  per  square  inch,  the  vacuum 
being  26.3  in.  starboard  and  25.7  in.  port.  The  mean  of  the  30  hours 
gave  106.5  revolutions  starboard  and  108  port,  and  the  collective  I.  H.  P. 
was  12,852.  The  coal  consumption  worked  out  at  1.88  lb.  per  unit  of 
power  per  hour.  In  this  trial  the  vessel  developed  her  maximum  con- 
tinuous steaming  power  with  78  per  cent,  of  her  boiler  heating  surface, 
and  it  was  obtained  under  natural  draught  conditions,  but  with  the  fans 
moving  slowly  to  ventilate  the  stokeholds.  Although  the  coal  was  hand- 
picked,  so  much  clinker  was  formed  that  after  the  first  four  hours  of 
the  run  it  was  found  necessary  to  clean  out  the  fires  every  eight  hours, 
but  in  spite  of  this  drawback  all  the  required  results  were  obtained  with 
only  2.45  square  feet  of  heating  surface  per  I.  H.  P.  There  was  very 
little  smoke  and  no  flaming  at  the  funnels.  The  course  taken  was  from 
Spithead  to  Hastings,  then  a  long  run  to  the  westward  as  far  as  the 
Scilly  Islands,  and  then  back  to  Spithead.  The  speed  was  not  officially 
recorded,  but  the  distance  of  215  miles  between  Beachy  Head  and  the 
Lizard  was  travelled  in  10  hours  40  minutes,  giving  a  speed  of  fully  20 
knots,  thus  confirming  the  data  obtained  on  the  official  runs  between 
Ram  Head  and  Dodman  Point.  The  vessel  has  throughout  the  trials 
been  uniformly  successful,  and  though  she  has  been  favored,  on  the 
whole,  with  fine  weather,  she  ran  into  a  stiff  breeze  and  a  heavy  sea 
early  one  morning,  when  her  sea-keeping  qualities  were  well  tested, 
with  the  most  satisfactory  results. — Journal  of  the  Royal  United  Service 
Institution. 

Hermes. 

The  Fairfield  Shipbuilding  and  Engineering  Company,  Glasgow, 
launched,  on  April  7,  1898,  the  second  class  cruiser  Hermes,  one  of 
two  of  the  same  type  ordered  last  spring.  The  keel  was  laid  down  on 
April  24,  so  that  the  vessel,  of  5,600  tons  displacement,  has  been  launched 
within  a  year,  notwithstanding  the  drawback  of  a  fire  which  destroyed 
all  the  machinery  and  patterns,  and  delaying  the  work  in  the  initial 
stages.  This  is  the  second  cruiser  launched  this  year,  the  first  having 
been  the  ii,ooo-ton  Argonaut,  and  in  six  weeks  they  will  launch  a  third — 
the  Highflyer;  while  in  the  same  period  they  expect  to  lay  the  keel  of 
two  1 2.000- ton  armored  cruisers,  to  be  called  the  Cressy  and  the  Aboukir. 
It  may  be  interesting  to  compare  the  Hermes  with  some  earlier  second- 
class  cruisers,  to  show  the  great  prognress  which  has  been  made  under 
the  regime  of  the  present  technical  advisers  of  the  Admiralty. 
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"Magicienne." 

**Latona"  Class. 

•«  Hermes." 

k 

1887. 

1890. 

1898. 

Length   between  per- 

pendiculars   

265  ft. 

300  ft. 

350  ^t. 

Beam 

42" 
17  ft.  6  in. 

43" 
16  ft.  6  in. 

54" 
21  •• 

Draught  (mean)  .... 

Displacement 

2950  tons 

3400  tons 

5600  tons 

Speed  

19  knots 

i^in.  deck 

Six  6-in. 

20  knots 

19.5  knots 

i-|-in.  to  3-in. 

Gons,  4^  in. 

Protection 

2-in.  to  I -in.  deck. 
Two  6-in.  q.-f. 

r 

b.-l.  guns 
Nine  o-pdr. 

Six  4.7-in.  q.-f. 

Eleven  4.7-in. 

q.-f. 

q.-f. 

Armament 

One  3-pdr., 

Eight  6-pdr. 

Eight  i2-pdr. 

One  machine 

SeTen  3-pdr. 

One  boat  gun 

One  3  pdr. 

Four  machine 

Two  torpedo 

Four  machine 

One  boat  gan 

tubes 

One  boat  gun 

Two  sab- 

• 

Four  torp.  tubes 

marine  tabes. 

Normal  coal  capacity. 

400 

400 

550 

Complement. 

218 

273 

450 

The  design  of  the  Hermes  in  one  or  two  respects  introduces  improve- 
ments on  the  Venus  class,  of  which  the  Fairfield  Company  built  two, 
and  of  which  in  all,  nine  were  constructed,  the  most  notable  change 
being  in  respect  of  guns  and  protection.  In  the  Venus  there  were  five 
6-in.  and  six  4.7-in.  quick-firing  guns,  and  whereas  in  the  new  vessel 
it  has  been  considered  desirable  in  the  interests  of  uniformity  and  to 
secure  a  larger  supply  of  projectiles  to  make  all  the  guns  of  4.7-in. 
calibre;  these  latter  fire  a  45-lb.  instead  of  a  lOO-lb.  shot;  but  the  dif- 
ference in  energy  is  not  quite  so  great,  the  former  having  a  penetra- 
tion at  the  muzzle  equal  to  11.9  in.,  as  compared  with  16  in.  of  wrought 
iron,  but  there  is  a  compensating  advantage  in  greater  rapidity  of  fire. 
In  the  auxiliary  armament  there  is  no  change.  In  the  Venus  there  was 
an  armored  cofferdam  for  the  protection  of  the  cylinders;  but  in  the  new 
ships  the  protective  deck  is  raised  to  suit  this  change.  The  table  we 
have  given,  however,  shows  the  remarkable  advance  in  second-class 
cruisers  in  ten  years.  The  Hermes  is  85  ft.  longer  than  the  Magicienne, 
6  ft.  more  beam;  while  the  displacement  is  almost  doubled,  the  draught 
being  increased  by  3  ft.  6  in.  This  difference  in  weight  represents  su- 
perior qualities  in  every  respect,  in  armament,  in  defense,  and  in  radius 
of  action.  Some  time  age  we  had  occasion  to  compare  the  Doris  with 
the  Latonia  class  (see  Engineering,  vol.  Ixi,  page  776),  but  the  ten  years' 
advance  is  still  more  striking. 

In  the  first  place,  the  increased  size  of  the  hull  gives  not  only  a 
steadier  but  a  higher  freeboard.  The  guns  on  the  poop  and  forecastle 
of  the  Magicienne  were  18^  ft.  above  the  water-line;  in  the  Hermes 
they  are  281/2  ft.  above  the  load-line  forward  and  ig}4  ft.  aft.  As  re- 
gards the  attack,  it  will  be  seen  that  the  new  ships  are  immensely 
superior.  They  have  eleven  4.7-in.  quick-firers,  against  the  six  old 
breech-loaders.     Three   of  the   4.7-in.    guns   fire  ahead  in   line   with   the 
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keel,  and  three  fire  aft.  The  guns  on  either  side  are  built  partly  on 
sponsons  on  the  upper  deck  level,  the  bow  guns  having  a  radius  of 
6  deg.  abaft  the  beam,  and  the  after  guns  of  60  deg.  forward  the  beam. 
The  other  4.7-in.  weapons  are  mounted  on  the  broadside  with  a  large 
arc  forward  and  abaft  the  beam.  These  guns  are  all  protected  by  4V^-in. 
armored  shields.  Two  of  the  12-pounder  guns  fire  forward  and  two  aft, 
the  others  being  on  the  broadside,  while  the  most  of  the  3-pounder  guns 
are  in  the  military  tops.  As  to  the  supply  of  ammunition,  the  Hermes 
has  magazines  58  ft.  long  in  the  forward  part  and  42  ft.  aft,  in  all  100  ft., 
while  in  the  Magicienne  the  combined  length  was  only  54  ft.,  28  ft.  for- 
ward and  26  ft.  aft.  The  increased  beam  (9  ft.)  also  adds  greatly  to  the 
area  of  the  magazines. 

As  to  protection,  there  is  an  armored  deck  extending  right  fore  and 
aft,  curving  5  ft.  below  the  water-line  at  the  sides,  and  in  the  center  it 
rises  i  ft.  6  in.  above  it.  This  deck  ranges  from  3  in.  to  ij^  in.  in 
thickness,  covering  the  whole  of  the  propelling  and  steering  machinery, 
boilers,  magazines,  etc.  Reserve  bunkers  are  on  the  protective  deck 
over  the  machinery  space  and,  whilst  affording  a  water-line  belt  of  coal 
protection,  they  give  additional  security  in  the  event  of  damage,  as  they 
are  subdivided  into  water-tight  compartments.  An  armored  conning 
tower  of  Harveyized  steel  is  placed  forward,  fitted  up  with  the  usual 
means  of  navigating  the  vessel  and  directing  operations  while  in  action. 
The  whole  of  the  connections  with  the  conning  tower  are  protected 
by  a  steel  tube  extending  to  the  protective  deck.  The  Harveyized 
armor  for  the  tower  was  supplied  by  Messrs.  William  Beardmore  and 
Co.,  Glasgow.  Bridges  are  fitted  both  at  the  fore  and  after  ends  for 
navigating  the  vessel  under  ordinary  conditions,  with  the  usual  com- 
passes, steering  wheels,  etc.  Three  search-lights  are  operated  from  these 
bridges. 

As  to  the  hull,  it  may  be  said  that  it  is  built  of  Siemens-Martin  steel 
throughout,  on  the  usual  principle  adopted  in  warship  construction. 
There  is  a  cellular  bottom  extending  the  full  length  of  the  engine  and 
boiler  spaces,  and  before  and  abaft  these  the  water-tight  fiats  of  the 
magazines,  etc.,  continue  the  double-bottom  construction  right  to  the 
stem  and  stern.  Under  the  protective  deck  the  side  compartments  for 
the  full  length  of  the  boiler  spaces  are  utilized  for  stowing  coal,  the 
normal  capacity  being  550  tons,  although  this  quantity  may  be  doubled 
by  carrying  fuel  on  the  protective  deck,  as  already  indicated.  The  hull 
is  subdivided  by  longitudinal  and  transverse  bulkheads  into  numerous 
water-tight  compartments,  the  water-tight  doors  being  worked  from  the 
main  deck  as  well  as  from  below.  The  stern-post,  struts,  stem  and 
rudder  are  of  phosphor-bronze.  The  stem  is  of  the  usual  ram  form, 
and  the  structure  behind  is  especially  strong  and  efficiently  connected 
to  the  general  framework  of  the  vessel,  with  a  view  to  the  contingency 
of  ramming.  The  rudder  is  of  the  balanced  type,  and  controlled  by 
Harfield's  compensating  gear  below  the  protective  deck.  The  vessel, 
being  intended  for  foreign  service  and  long  cruises  at  sea,  in  which  the 
maintenance  of  a  uniform  speed  becomes  essential,  has  been  completely 
covered  to  above  the  load  water-line  with  teak  of  a  minimum  thickness 
of  31/2  in.  and  coppered.  To  secure  steadiness  of  gun  platform,  so  neces- 
sary in  a  vessel  intended  for  war  purposes,  bilge  keels  23  in.  deep  have 
been  fitted  for  a  length  of  140  ft. 

As  to  the  machinery,  it  is  still  more  interesting  to  compare  the  ship 
now  launched   and  the   predecessors   of  the  same   class,   the   Marathon 
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and  Magicienne,  built  ten  years  ago,  and  the  Venus  and  Diana,  com- 
pleted in  1896.  The  table  appended  shows  the  leading  dimensions  in 
the  respective  classes. 


"Magicienne." 

••Venus." 

••Hcrmcm." 

18S9. 

1896. 

1898. 

Diameier  of  high-pressure 
cylinders 

34l  in. 

33  in. 

26  in. 

Diameter    of    intermediate 

pressure  cylinders 

Diameter    of    low-pressure 
cylinders 

56     " 

76i  - 
3  ft. 
9000 

1551b. 

49  " 

74  •* 
3  ft.  3  in. 
9600 
1551b. 

42  •• 

(2)  48  •• 
2  ft.  6  in. 

Length  of  stroke 

Indicated  horse-power 

Steam  pressure 

10,000 
300  lb.  reduced 
to    250  lb.  at 

Number  of  boilers 

4  double- 

8  single* 

engs. 

18  Belleville 

ended 

ended 

Total  heating  surface 

Total  grate  surface 

Ratio  of  grate  area  to  heat- 

13,600  sq.  ft. 
535  i'q-  ft- 

18,740  sq.  ft. 
634  sq.  ft. 

24,000  tq.  ft. 
796  tq.  ft. 

incr  surface 

•   •   «  • 

1:29.56 

1:30.15 

Indicated  horse-power  pci 

square  foot  of  grate  area. 
Heating  surface    per   indi- 

• •  •  • 

15.14 

12.56 

cated  horse-power   . 
Indicated   horse-power  per 

•  •  •  • 

1.95  sq.  ft. 

2.40  tq.  ft. 

ton  of  boilers 

#  •   •   • 

«7.3 

22.2 

Indicated  horse-power  per 

i 

ton  of  all  machinery.   . . . 

i 

10.43 

11.50 

The  first  striking  feature  is  the  increase  of  steam  pressure  which  has 
characterized  all  the  ships  built  during  the  last  four  years,  and  is  en- 
tirely due  to  the  adoption  of  the  water-tube  steam  generators.  The 
Hermes  has  the  Belleville  boiler  fitted  with  economizers,  whereas  the 
Marathon  had  double-ended  multitubular  boilers,  and  the  Venus  and 
Diana  single-ended  multitubular  boilers.  The  result  of  the  increased 
steam  pressure  is  reflected  in  the  ratio  of  the  volumes  of  the  high-  and 
low-pressure  cylinders,  which,  in  the  case  of  the  Magiciennc,  is  one  to 
4.917;  in  the  Venus  one  to  5.028;  and  in  the  Hermes  one  to  6.81.  The 
Hermes  has  two  low-pressure  cylinders  to  each  set  of  engines,  which 
is  now  the  universal  practice  in  the  navy.  In  the  matter  of  framin^^ 
and  material  there  has  been  no  important  change. 

The  increase  in  pressure,  and  the  adoption  of  water-tube  boilers,  of 
course,  has  had  a  material  influence  in  the  reduction  of  weight.  The 
total  v.eight  of  the  nT.chincry  in  the  case  of  the  Venus  and  Diana  was 
920  tons,  and  in  the  case  of  the  Hermes  870  tons;  and  it  will  be  seen 
that  whereas  the  Venus  only  developed  9.600  horse-power  under  forced- 
draught  conditions,  the  ship  now  building  will  under  natural-draught 
conditions  develop  a  power  of  10.000.  The  reduction  in  weight  is  en- 
tirely due  to  the  boilers,  and  notwithstanding  the  increase  of  power, 
the  complete  boiler  installation  in  the  Hermes  weighs  only  450  tons, 
against  555  tons  in  the  Venus. 
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There  are  i8  Belleville  boilers  in  the  Hermes,  with  nine  elements 
in  the  **  steam  generator,"  the  tubes  in  this  case  being,  as  is  usual,  of 
solid-drawn  steel,  and  4  in.  external  diameter;  while  in  the  economizers 
there  are  nine  elements,  the  tubes  being  2^  in.  external  diameter.  The 
space  between  the  two  forms  the  combustion  chamber.  In  this  type  of 
boiler  the  width  of  the  fire-grate  is  8  ft,  and  the  length  of  the  fire-bars 
is  5  ft.  6^  in.  The  boilers  are  arranged  in  separate  compartments,  there 
being  six  in  each  boiler-room,  arranged  athwartships  with  the  tubes 
running  fore  and  aft;  there  are  three  funnels  which  arc  carried  down 
to  the  top^  of  the  economizers.  In  each  stokehold  there  is  fitted  a  Weir's 
feed-pump,  compressed  air  blowers  for  supplying  air  to  the  furnaces 
and  combustion  chambers,  and  fans  for  ventilating  the  stokehold,  but  the 
stokeholds  are  open.  The  coal  bunkers  are  arranged  on  either  side  of 
the  stokeholds,  with  an  athwartship  bunker  at  the  forward  end. 

Turning  now  to  the  engines,  it  may  be  said  that  the  cylinders  are 
separate  and  independent  castings  bolted  together,  each  fitted  with  a 
cast-iron  barrel  or  liner,  and  arranged  for  jacketing  in  all  cases.  The 
cylinders  and  valves  are  arranged  as  follows,  starting  from  the  forward 
end:  Flat  slide  valve,  low-pressure  cylinder,  high-pressure  cylinder, 
piston  valve;  piston  valve,  intermediate-pressure  cylinder,  low-pressure 
cylinder,  flat  valve.  The  two  forward  cranks  work  opposite  to  one 
another,  and  are  arranged  as  close  to  each  other  as  the  centers  of  the 
cylinders  admit.  The  other  pair  are  similarly  arranged,  and  have  the 
cranks  at  right  angles  to  the  forward  cranks.  All  the  valves  are  con- 
trolled by  the  usual  double-eccentric  and  link-motion  gear.  In  front 
the  cylinders  are  supported  on  forged  steel  columns,  while  at  the  back 
the  usual  cast-iron  A  frame  is  adopted. 

The  condensers  are  of  brass  and  placed  in  the  wings,  the  steam  being 
condensed  outside  the  tubes.  The  two  centrifugal  pumps  are  of  gun- 
metal,  and  each  is  worked  by  an  independent  engine,  but  a  cross  con- 
nection has  been  arranged  so  that  either  or  both  condensers  may  be 
supplied  with  cooling  water  from  either  pump.  The  feed,  bilge  and 
hot- well  engines  are  also  independent,  and  an  auxiliary  condenser  is 
fitted  in  each  engine-room  with  separate  circulating  and  air-pump  for 
the  auxiliary  machinery. 

The  shafting  is  of  forged  steel,  the  cranks  being  13  in.  in  diameter  with 
an  8-in.  hole,  the  line  shafting  is  12  in.  in  diameter  with  an  8-in.  hole, 
and  the  propeller  length  is  14^  in.  in  diameter  with  a  9-in.  hole.  The 
propellers  are  of  gun-metal,  each  having  three  adjustable  blades,  the 
diameter  being  12  ft.  9  in.,  and  the  pitch  13  ft.  6  in.,  and  when  running 
at  a  speed  of  180  revolutions  per  minute  the  ship  is  expected  to  attain 
a  speed  of  ipj^  knots. — Engineering. 

EUROPA. 

H.  M.  first-class  cruiser  Europa  is  one  of  four  vessels  which  follow, 
as  it  were,  in  the  wake  of  the  Powerful  and  Terrible,  of  which  the  Dia- 
dem is  a  type.  The  two  sister  ships  arc  the  Niobc  and  the  Andromeda. 
The  latter  was  launched  in  April  last  year  at  Pembroke,  the  Europa  in 
the  previous  month  at  Clydebank,  and  the  Niobc  at  Barrow  on  Feb- 
ruary 20th,  so  that  they  all  took  the  water  within  little  over  two  months. 
They  are  all  of  11,000  tons  displacement,  435  feet  long  by  69  feet  beam, 
with  a  draught  of  26  feet.  They  indicate  16,500  horse-power,  and  are 
propelled  by  twin  screws.    Their  boilers  are  of  the  Belleville  type. 
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The  armament  consists  of  sixteen  6-inch  quick-firers,  fourteen  12- 
pounder  and  twelve  3-pounder  guns,  and  three  torpedo  tubes,  two  of 
which  are  submerged.  The  guns  are  protected  by  45/2-inch  armor,  and 
there  is  a  4-inch  deck  armor.  The  normal  coal  supply  is  very  large,  viz., 
1000  tons,  and  their  maximum  speed  is  20.5  knots.  They  cost  over 
^560,000  each.  There  are  four  other  ships  in  hand  very  similar  to  them — 
the  Argonaut,  launched  at  Fairfield  in  January  last;  the  Amphitrite,  being 
built  at  Barrow;  the  Ariadne,  at  Clydebank;  and  the  Spartiate,  at  Pem- 
broke. It  is  expected  that  these  four  vessels,  which  are  of  the  same  dis- 
placement, will  have  a  greater  speed  by  one-quarter  of  a  knot,  gained  by 
running  the  engines  faster. 

The  Europa  left  Portsmouth  on  the  3rd  inst.  for  a  thirty  hours'  run  at 
12,500  indicated  horse-power,  and  arrived  at  Plymouth  on  Saturday  night 
She  drew  24  feet  6  inches  forward  and  26  feet  6  inches  aft  The  steam 
pressure  was  265  pounds,  and  the  vacuum  24.8  inches  and  25.5  inches  in 
starboard  and  port  engines  respectively.  The  engines  developed  12,379 
indicated  horse-power  and  103.8  revolutions  with  a  coal  consumption  of 
1.94  pounds  per  unit  of  power  per  hour.  During  the  trial  she  made  four 
runs  over  the  deep-sea  course  between  Rame  Head  and  Dodman  Point, 
when,  with  103.6  revolutions  and  12,441  indicated  horse-power,  she  rea- 
lized a  speed  of  19.331  knots.  The  Diadem,  the  pioneer  ship  of  the  class, 
built  and  engined  by  the  Fairfield  Company  at  Glasgow,  at  her  corre- 
sponding trial  averaged  19.79  knots  over  the  deep-sea  course  with  a  coal 
consumption  of  1.59  pounds  per  unit  of  power  per  hour  and  12,776  indi- 
cated horse-power.  After  coaling  at  Plymouth,  the  Europa  left  again  on 
Tuesday  morning  for  an  eight  hours'  full-power  trial,  in  which  she  made 
two  runs  over  the  deep-sea  course.  She  had  279  pounds  of  steam  in  her 
boilers,  and  with  113  revolutions  and  17,137  indicated  horse-power  she 
achieved  a  speed  of  20.4  knots,  but  the  mean  of  the  eight  hours  gave  a 
collective  indicated  horse-power  of  17,010.  The  Diadem  at  the  corre- 
sponding trial,  with  17,188  indicated  horse-power,  gave  a  speed  of  2a6 
knots  on  the  deep-sea  course. — The  Engineer. 

Furious. 

The  Furious,  cruiser,  has  completed  the  second  of  her  coal  consump- 
tion trials,  which  was  30  hours  at  7003  horse-power.  The  course  was 
from  Start  Point  to  the  Scilly  Islands,  and  the  runs  were  made  under  the 
best  conditions  for  steaming.  The  mean  results  were:  Steam  at  engines. 
210  pounds  starboard,  210  pounds  port;  cut-off  in  high-pressure  cylinders, 
55  per  cent  starboard,  54  per  cent  port;  vacuum,  27.8  inches  starboard, 
27.6  inches  port;  revolutions,  127.4  starboard,  128.4  port;  mean  pressure 
in  cylinders — high,  72.2  pounds  starboard.  73.3  pounds  port;  intermediate, 
32  pounds  starboard,  37.4  pounds  port;  low  pressure,  15.9  pounds  star- 
board. 14.4  pounds  port.  The  indicated  horse-power  was — ^high  pressure, 
962  starboard  and  986  port;  intermediate.  11 13  starboard  and  1312  port; 
low  pressure,  1452  starboard  and  1330  port;  total,  3527  starboard  and  3626 
port,  making  an  aggregate  horse-power  of  7155.  The  coal  consumption 
per  indicated  horse-power  was  2.098  pounds,  and  the  average  speed  18.7 
knots.  In  coal  consumption  and  speed  the  trial  was  exceedingly  satis- 
factory.    The  next  trial  will  be  at  10.000  horse-power. 

The  third  of  the  series  of  trials  of  the  cruiser  Furious  took  place  at 
Plymouth.  On  this  occasion  the  trial  was  for  eight  hours  at  10,000  horse- 
power.    Com.  R.  B.  Colmore  was  in  charge.    The  conditions  as  regards 
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sea  and  weather  were  again  favorable.  The  following  were  the  mean 
results  of  the  eight  hours:  Steam  pressure  at  boilers,  356  pounds,  redbced 
to  231  pounds  in  the  starboard  engine  and  336  pounds  in  the  port  engine; 
vacuum  a8  inches  starboard,  27.1  inches  port;  revolutions  139.3  starboard, 
142.3  port;  the  indicated  horse-power  was  5178  starboard,  5094  port— a 
total  of  10,272.  The  average  speed  was  2a  i  knots,  which  was  satisfactory, 
being  slightly  better  than  that  attained  by  the  sister  ship  Arrogant  on  a 
similar  trial  a  few  months  ago. — Engineering. 

The  Hogue. 

The  cruiser  Hogue,  which  has  just  been  ordered  from  Messrs.  Vickers, 
Sons  and  Maxim,  of  Barrow-in-Furness,  will,  when  ready  to  leave  her 
builders,  be  sent  to  Devonport  for  completion,  and  to  be  permanently 
attached  to  that  command.  The  Hogue  is  one  of  four  vessels  of  the  same 
type  recently  designed  by  Sir  W.  H.  White,  K.  C.  B.,  as  an  improvement 
on  the  Diadem  class.  She  will  be  armored,  and  of  the  following  dimen- 
sions: Length,  440  feet;  breadth,  69  feet  6  inches;  mean  load  draught,  26 
feet  3  inches;  displacement  at  load  draught,  12,000  tons.  She  will  thus  be 
5  feet  longer  and  have  a  displacement  of  1000  tons  more  than  the  Diadem, 
whilst  she  will  be  60  feet  shorter  and  of  2200  tons  less  displacement  than 
the  Powerful  type  of  cruiser.  The  Hogue  will  have  an  armament  much 
heavier  than  that  carried  by  the  Diadem,  although  the  number  of  guns 
will  be  less.  The  armament,  as  at  present  arranged,  will  consist  of  two 
9.2-inch  breech-loading  guns,  twelve  6-inch  and  seventeen  6-pounder  and 
3-pounder  quick-firing  guns,  and  two  submerged  Whitehead  torpedo 
tubes.  She  will  be  fitted  with  water-tube  boilers  and  engines  of  21,000 
indicated  horse-power,  and  is  calculated  to  run  at  a  speed  of  21  knots  an 
hour.  Her  bunkers  will  be  capable  of  stowing  800  tons  of  coal,  but  this 
can  be  doubled  if  necessary  by  utilizing  the  wing  and  other  spaces  around 
the  engine  and  boiler-rooms.  The  vessel  will  cost,  when  complete,  about 
£650,000,  of  which  sum  no  less  than  £260,000  will  be  spent  on  her  by  April 
next.  An  important  feature  in  her  construction  will  be  her  armor,  this 
being  the  first  armored  cruiser  designed  since  the  Orlando  type  in  1885. 
Her  bottom  will  be  sheathed  with  wood,  the  material  for  which  will  be 
prepared  at  Devonport  and  sent  round  to  the  contractors  to  be  fitted  in 
place. — The  Engineer. 

Violet. 

The  new  torpedo-boat  destroyer  Violet  has  completed  her  second  stipu- 
lated three  hours'  30-knot  trial  at  Portsmouth  successfully;  the  vessel 
encountered  a  beam  wind,  but  on  the  whole  the  weather  was  favorable; 
the  mean  of  the  six  runs  on  the  measured  mile  showed  that  with  381 
revolutions  and  6600  1.  H.  P.  the  vessel  had  a  speed  of  30.014  knots;  the 
highest  speed  attained  during  three  hours  was  3a8  knots,  and  the  mean 
of  the  entire  run  was  30.16  knots,  which  was  obtained  with  381.2  revolu- 
tions and  6630  L  H.  P. 

Flying  Fish. 

The  new  torpedo-boat  destroyer  Flsring  Ftah  had  her  final  steam  trial 
3t  Portsmouth  recently,  when,  with  (^  I.  H.  P.  and  39^S  revolutions, 
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she  obtained  a  mean  speed  on  a  three  hours'  run  of  30.371  knots;  the 
mean  of  six  runs  on  the  mile  was  a  speed  of  30.172  knots,  with  39a7 
revolutions;  after  the  speed  trial  the  vessel  tried  her  steering  machinery 
ahead  and  astern,  both  steam  and  hand  gear  being  tested,  and  afterwards 
she  had  her  starting  and  stopping  trials,  all  of  which  were  satisfactory. 

Terrible. 

A  further  sixty  hours'  trial  of  the  Terrible,  first-class  cruiser,  was  made 
on  the  25th,  26th,  27th  and  28th  of  last  month,  during  her  voyage  from 
Portsmouth  to  Gibraltar,  at  two-fifths  authorized  natural  draught  power. 
A  start  was  made  off  St.  Catherine's  at  2.30  P.  M.  on  May  2Sth,  and  ter- 
minated at  10.30  A.  M.  on  May  28th,  after  completion  of  which  the  ship 
was  kept  running  at  the  same  power  until  she  reached  Gibraltar  in  sixty- 
eight  hours.  The  results,  which  are  pronounced  very  satisfactory,  are 
given  in  the  accompanying  statement: 

Report  of  a  do  Hours'   Trial  of  H.  M.  S.  Terrible  at  10,000  /.  H,  P. 

Draoght  of  water Forward  28  ft  2  in.    Aft  29  ft.  5  in. 

Steam  in  boilers  :=  230  lb.  Starboard.  Port. 

Vacaum 26.6  in.  26.510. 

Revolutions  per  minote....' 81. 1  81.42 

Cat-ofiE  in  H.  P.  cylinder,  percentage  of  stroke. . . .  36.4  31.7 

Mean  pressure — High 49-29  57*3^ 

Intermediate 23.77  22.14 

istlow 9.48  9.50 

2nd  low 9.49  9.22 

Indicated  horse-power— High 1568.9  1825.8 

Intermediate 1798.8  1682.5 

istlow 846.5  850.9 

2nd  low 847.0  S25.9 

5061.2  5185.1 

Total  power '. 10,246.3 

Total  distance  run 1020  knots. 

The  average  speed  of  the  vessel  was  seventeen  knots,  and  the  coal  con- 
sumption per  indicated  horse-power  per  hour  for  all  purposes  1.89  pounds, 
whilst  the  gross  total  indicated  horse-power  developed  was  10,246.3. — The 
Engineer. 

Ariadne. 

The  Clydebank  Engineering  and  Shipbuilding  Company,  Limited,  Glas- 
gow, launched  on  April  22nd  the  Ariadne,  a  first-class  cruiser  of  practic- 
ally the  type  of  the  Europa,  which  was  delivered  for  trial  to  the  Admiralty 
a  few  days  ago,  and  is  now  being  prepared  at  Portsmouth  for  sea.  The 
Ariadne  is  462  feet  6  inches  over  all,  and  435  feet  between  perpendiculars; 
her  beam,  extreme,  is  69  feet,  and  her  displacement  11,000  tons.  There 
is  a  double  bottom  the  full  length  of  the  machinery  and  boiler  spaces,  and, 
fore  and  aft,  steel  water-tight  magazine  flats  continue  the  protection. 
Above  the  protective  deck  over  the  boiler  spaces,  and  below  alongside  the 
boilers,  are  side  compartments  for  the  stowage  of  coal ;  and  with  the  cross 
bunkers  there  is  formed  as  complete  a  protection  as  is  possible  to  the 
boilers.  At  the  normal  draught  the  coal  capacity  is  1000  tons,  but  there 
is  provision  for  double  that  quantity  of  fuel  should  the  necessity  of  car- 
rying it  arise.  The  subdivision  of  the  hull  by  longitudinal  and  transverse 
bulkheads  is  exceptionally  complete,  and  with  so  many  water-tight  com- 
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partments  the  vessel  is  as  nearly  unsinkable  as  a  warship  may  be.  In 
the  bulkheads  openings  have  been  cut  only  where  they  arc  likely  to  be 
absolutely  necessary,  and  the  water-tight  doors  which  have  been  fitted 
may  be  worked  both  on  the  spot  and  from  the  main  deck.  As  is  usual  in 
warships  that  are  sheathed,  the  stem,  stem  post  and  shaft  brackets  are 
of  phosphor-bronze.  The  hull,  up  to  about  6  feet  over  the  water-line,  is 
sheathed  with  teak  planking,  which,  when  the  Dockyard  takes  the  vessel 
over,  will  be  coppered.  There  are  bilge  keels  about  210  feet  long  and  3 
feet  deep.  The  rudder  is  a  casting  of  phosphor-bronze  plated  with  naval 
brass,  and  may  be  worked  either  by  screw-steering  gear  actuated  by  dupli- 
cate engines,  one  in  each  engine-room,  or  by  hand.  All  the  steering 
apparatus  is  below  the  protective  deck,  which  has  a  thickness  ranging 
from  4  inches  amidships  to  2^  inches  at  the  ends,  extends  the  whole 
length  of  the  vessel,  and  covers  completely  the  machinery,  boilers  and 
magazines.  The  conning  tower  is  of  Harveyed  steel,  and  the  steering 
gear,  shafting,  voice  tubes,  etc.,  are  protected  as  far  as  the  protective 
deck  by  a  steel  tube  7  inches  thick.  The  navigating  bridges  are  as  in 
other  ships  of  the  navy,  but  in  the  Ariadne  the  after  one  is  higher,  in 
order  that  the  view  of  officers  may  not  be  obstructed  by  other  deck 
erections  and  fittings.  When  the  vessel  is  completed  her  armament  will 
be:  Four  6-inch  quick-firing  guns  with  shields — two  on  the  upper  deck 
aft  and  two  on  the  forecastle  deck;  twelve  6-inch  quick-firing  guns  in 
armor  casements  of  Harveyed  steel— eight  on  the  main  deck  and  four  on 
the  upper  deck;  fourteen  12-pounders  and  a  large  number  of  smaller  and 
machine  guns.  There  will  also  be  two  torpedo  tubes,  discharging  under 
water  forward  The  complement  of  the  vessel  is  about  700  officers  and 
men,  and,  in  addition  to  the  accommodation  for  them,  there  is  a  suite  of 
rooms  for  an  admiral.  The  machinery  consists  of  two  sets  of  triple- 
expansion  engines  fitted  in  two  water-tight  compartments;  each  set  has 
four  inverted  cylinders  working  on  four  cranks.  The  high-pressure 
cylinder  is  34  inches  in  diameter,  the  intermediate  55^  inches  in  diameter, 
and  each  of  the  low-pressure  64  inches  in  diameter.  All  are  adapted  for 
a  stroke  of  4  feet.  The  cylinder  covers  are  of  cast  steel,  and  the  pistons, 
of  conical  shape,  are  also  of  cast  steel.  The  high  and  intermediate  cy- 
linders are  fitted  with  piston  valves,  and  the  low-pressure  with  treble- 
ported  slide  valves,  with  a  relieving  ring  at  the  back,  all  the  valves  being 
worked  by  the  ustial  double-eccentric  and  link-motion  gear.  Reversing 
is  effected  by  means  of  double-cylinder  steam  engines,  with  gear  of  the 
all-round  type,  hand-gear  also  being  available.  The  sole  plates  are  of 
cast  steel,  and  the  cylinders  are  supported  by  cast-iron  columns  at  the 
back,  and  forged-steel  columns  at  the  front.  The  main  condensers  are  at 
the  back  of  the  engines,  and  constructed  of  cast  brass  in  oval  form;  they 
are  fitted  with  brass  tubes  H  incb  in  diameter.  The  condensing  water  is 
supplied  by  four  centrifugal  pumps  of  gun  metal,  fitted  with  independent 
engines.  Steam  will  be  supplied  by  30  water-tube  boilers  and  econo- 
mizers. The  boilers  are  arranged  in  four  groups,  each  group  fitted  in  a 
water-tight  compartment.  They  are  designed  to  work  at  300  pounds 
pressure,  reducing  valves  being  fitted  to  reduce  the  steam  pressure  to  250 
pounds  at  the  engines. — Engineering. 

Goliath. 

« 

On  March  23rd  the  first-class  battle-ship  Goliath,  the  first  keel  plate  of 
which  was  laid  on  January  4th,   1897,  was  launched  at  Chatham.    The 
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Goliath  is  390  feet  long  between  perpendiculars,  has  an  extreme  breadth 
of  74  feet,  and  a  mean  draught  of  26  feet,  and  her  displacement  will  be 
about  13,000  tons.  This  draught  gives  her  a  freeboard  of  22  feet  6  inches 
forward,  19  feet  amidships,  and  19  feet  aft.  The  side  protection  extends 
for  196  feet  of  the  middle  of  her  length,  and  from  5  feet  below  the  water- 
line  to  9  feet  above  it,  the  armor  plating  being  of  Harveyized  steel  6 
inches  thick,  while  a  belt  of  2-inch  nickel-steel  armor  runs  right  away 
in  a  broad  streak  along  the  water-line  from  the  citadel  to  the  stem  and 
protects  a  width  varying  from  12  feet  6  inches  to  that  of  the  whole  depth 
of  the  stem  below  the  main  deck.  This  2-inch,  or  25^-inch,  belt,  including 
the  skin  plating  of  the  ship,  represents  at  least  6  inches  of  ordinary 
wrought-iron  armor,  and  will  constitute  a  formidable  obstacle  to  projec- 
tiles from  small  Q.  F.  guns  and  is  sufficient  to  burst  common  shell  from 
guns  of  large  calibre.  The  bow  plating  of  the  Goliath  has,  however,  a 
very  important  duty  to  fulfill,  independent  of  that  of  meeting  the  attack 
of  small  quick-firers.  She  has  a  cigar-shaped  snout,  and  is  supported 
internally  by  the  2-inch  steel-armored  deck  and  the  elongated  stiffening 
plate  below,  the  breast  hooks  lending  similar  aid  near  the  water-line.  In 
the  Resolution  all  these  features  are  also  found,  but  they  are  only  held 
together  by  the  steel  framing  of  the  ship  and  by  the  ordinary  skin  of 
20-pound  steel  plates.  The  Goliath,  on  the  other  hand,  has  a  double  wall 
of  nickel  steel  supporting  the  framing,  4  inches  in  combined  thickness, 
and  from  30  feet  to  35  feet  in  depth.  This  could  not  possibly  be  turned 
aside  by  impact  with  the  hull  of  an  enemy,  but  would  enter  it  like  a  cold 
chisel,  and,  after  ripping  open  the  plates,  its  very  shape  would  facilitate 
the  withdrawal  of  the  ram  uninjured.  The  filling  in  of  the  3-foot  spaced 
bulkheads  with  cork  is  also  an  additional  safeguard,  for  it  makes  the 
stem  a  solid  but  elastic  feature  right  back  to  the  main  collision  bulkhead. 
The  hollow  stems  of  earlier  vessels  were  always  a  source  of  possible 
danger.  Then,  again,  in  the  ship  now  under  consideration  the  double- 
bottom  system  is  carried  forward  to  the  verj'  forefoot  itself.  The  longi- 
tudinals of  the  bracket  framing  are  extended  by  intercostal  portions  to 
frames  immediately  behind  the  stem  casting,  thus  preventing  any  work- 
ing of  the  structure  or  of  the  armor  plates  covering  it.  At  both  ends  of 
the  armor  belt  rounded  armor  bulkheads  are  fitted  of  the  same  material, 
12  inches,  10  inches,  8  inches  and  6  inches  thick.  The  barbettes  at  the 
forward  ends  of  the  battery  are  circular  in  plan,  and  are  armored  with 
Harveyized  steel,  the  upper  tier  of  plates  being  12  inches  and  the  lower 
6  inches  thick.  The  conning  towers  are  circular  in  form,  and  both  are 
9  feet  6  inches  thick.  From  the  base  of  each  tower  a  forged  steel  com- 
municator tube  of  4  inches  internal  diameter  descends,  the  thickness  of 
the  forward  one  being  8  inches  and  of  the  after  one  3  inches,  inside  of 
which  are  led  the  controlling  shafts  of  the  steering  engines,  engine-room, 
telegraph  rods,  and  all  the  important  voice  tubes.  The  protective  deck 
between  the  armored  bulkhead  is  made  of  two  thickness  of  half-inch 
steel  plates,  with  additional  i-inch  plates  on  the  sloping  sides.  Beyond 
the  limits  of  the  side  armor  are  a  lower  deck,  protected  by  two  thickness 
of  I -inch  plates.  The  armament  of  the  ship  will  consist  of  four  breech- 
loading  12-inch  46-ton  guns,  on  turntables,  in  circular  redoubts,  with  all- 
around  loading  mountings,  made  by  Messrs.  Whitworth  &  Co.,  and  they 
will  be  protected  by  shields,  having  8-inch  Harveyized  steel  in  front, 
sides  and  rear,  the  floor  plates  being  of  2-inch  nickel  steel  and  the  crown 
plates  of  2-inch  mild  steel.  There  are  also  twelve  6-inch  Q.  F.  guns, 
eight  being  in  6-inch  casemates  on  the  main  deck,  while  four  are  similarly 
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protected  on  the  upper  deck.  The  fotir  end  main-deck  casemates  have 
novel  features,  in  that  the  guns  can  fire  right  forward  and  right  aft 
respectively.  Of  ten  12-pounders  (12-cwt),  six  are  placed  on  the  upper 
deck  amidship  and  four  on  the  main  deck  fore  and  aft.  Each  of  the 
fighting  tops  of  the  ship  is  armed  with  three  3-pounder  Hotchkiss  guns, 
the  shelter  deck  forward  with  two  12-pounder  boat  and  field  guns,  and 
the  shelter  deck  aft,  on  the  boat  deck  and  bridges,  with  eight  Maxim 
guns  and  six  Howitzer  guns.  The  ship  is  also  fitted  with  four  submerged 
tubes  for  18-inch  torpedoes,  two  on  the  broadsides  forward  and  two  aft. 
She  will  carry  fourteen  18-inch  and  five  14-inch  torpedoes,  these  latter 
for  firing  with  dropping  gear  from  the  ship's  steamboats. 

The  propelling  machinery  of  the  Goliath,  which  has  been  constructed 
by  Messrs.  Penn  and  Sons,  of  Greenwich,  are  of  the  vertical  inverted 
expansion  type,  the  cylinders  being  50  inches,  49  inches  and  80  inches 
in  diameter  respectively,  and  4  feet  3  inches  stroke.  The  main  and  auxil- 
iary condensers  in  each  engine-room  are  of  brass.  There  are  also  in  the 
engine-rooms  two  evaporators  and  distillers,  four  fire  and  bilge  engines, 
four  main  centrifugal  pumps,  two  hot-well  pumps,  one  drain  tank  pump, 
two  dynamos  and  engines.  Three  main  and  three  auxiliary  feed  pumps 
are  in  the  boiler-rooms.  The  ship  is  also  fitted  with  two  refrigerating 
machines,  capable  of  reducing  the  temperature  of  a  chamber  of  iSioo  cubic 
feet  capacity  to  15"*  Fahr.  after  I3  hours  working.  Six  search-lights  are 
carried,  one  on  the  platform  high  up  on  each  mast  and  two  on  each  of 
the  bridges.  There  are  six  positions  for  steering  by  steam,  viz.,  fore^ 
bridge,  both  conning  towers,  tower  deck  forward,  and  in  both  steering 
compartments.  There  are  twin  screws,  17  feet  in  diameter,  and  arranged 
so  that  the  pitch  can  be  varied.  The  I.  H.  P.  of  the  engines  is  to  be 
13*500;  speed  of  ship,  183^  knots.  The  ship  carries  16  boats. — Journal  of 
the  Royal  United  Service  Gazette. 

WOODLARK. 

The  official  two  hours'  trial  of  the  Woodlark,  one  of  the  shallow- 
draught  armed  river  steamers  recently  ordered  by  the  British  Govern- 
ment, has  lately  taken  place  on  the  Thames.  The  vessel,  which  has  been 
built  by  Messrs.  John  I.  Thomycroft  &  Co.,  is  145  feet  long  and  24  feet 
broad.  The  draught  of  water  was  not  to  exceed  2  feet  when  loaded  with 
30  tons  dead  weight,  and  the  speed  under  these  conditions  was  to  be  15 
miles  per  hour.  The  mean  draught  of  water  on  trial  was  found  to  be 
I  foot  11^  inches,  and  the  vessel  covered  30)^  statute  miles  in  two  hours. 
She  is  armed  with  Q.  F.  and  Maxim  guns,  and  the  sides  above  the  water- 
line  and  the  deck  in  the  wake  of  the  machinery  are  protected  with  Cam- 
meirs  bullet-proof  steel  plating.  The  Woodlark  is  fitted  with  Thorny- 
croft's  twin  screw-turbine  propellers  in  raised  tunnels,  and  is  the  fastest 
of  the  gunboats  of  this  class  hitherto  constructed.  Her  speed  astern  was 
found  to  be  4^  miles  per  hour,  and  she  proved  to  be  under  control  when 
going  astern. — Journal  of  the  Royal  United  Service  InstiiutioH. 

Angler. 

The  official  trials  of  the  Angler,  torpedo-boat  destroyer,  were  reported 
at  Chatham  on  Saturday,  April  14th  inst.,  as  follow:  Speed  of  ship,  29.879 
knots;  steam  pressure  in  boilers,  212  pounds  per  square  inch;  air  pressttre 
in  stokeholds,  3.4  inches;  vacuum  in  condensers,  25.7  starboard,  24.8  port; 
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revolutions  per  minute,  396.2  starboard,  388.6  port;  mean  indicated  horse- 
power, 3003  starboard,  2859  port — total,  5862.  The  consumption  of  coal 
per  indicated  horse-power  per  hour  has  not  yet  been  worked  out — 
Engineering. 

Wolf. 

H.  M.  S.  Wolf  has  completed  her  official  full-power  speed  trials  on  the 
Qyde,  in  the  presence  of  the  Admiralty  representatives.  Six  runs  were 
made  on  the  measured  mile  with  the  following  results: 

Steam.  Time.  Speed, 

lb.  min.  sees.  knots. 

First  mile 211  i  M  30.46 

Second  mile 212  i  $6l  30.98 

Third  mile 222  i  55I  31*25 

Fourth  mile 215  i  544  31.41 

Fifth  mile 223  i  55I  31*25 

Sixth  mile 208  i  55I  31.14 

The  mean  speed  thus  realized  was  31.2  knots.  After  completing  the  six 
miles  the  vessel  was  taken  outside  the  Cumbrae  to  complete  the  three 
hours'  steaming  at  her  contract  speed  of  30  knots,  which  was  easily 
obtained,  the  results  at  the  finish  showing  a  speed  of  considerably  over 
a  quarter  of  a  knot  in  excess  of  the  contract.  After  completion  of  this 
trial,  the  usual  steering  trials  at  full  speed  ahead  and  astern  were  carried 
out,  and  the  stopping,  starting  and  reversing  of  the  engines  demonstrated 
for  efficiency.  The  Wolf  is  the  tenth  30-knot  destroyer  that  Messrs. 
Laird  have  now  completed  for  the  British  Admiralty. — Engineering. 

Powerful. 

Various  and  numerous  inaccurate  statements  concerning  the 'perform- 
ance of  the  Powerful  on  her  voyage  to  China  have  been  diligently  put  in 
circulation  by  those  who  can  find  no  good  thing  in  her.  One  writer 
went  so  far  as  to  say  that  the  port  engines  will  have  to  be  lifted  out  of 
her  and  almost  rebuilt.  Last  week  we  gave  an  explicit  contradiction  to 
those  rumors.  Mr.  Allan,  M.  P.  for  Gateshead,  did  excellent  service  on 
Monday  night  by  putting  certain  questions  about  the  ship  to  Mr.  Goschen. 
As  far  as  construction  is  concerned  the  replies  made  by  the  First  Lord 
of  the  Admiralty  were  quite  satisfactory.  There  had  been  some  heating 
of  bearings  in  the  course  of  a  steam  trial  after  leaving  Mauritius — ^we 
gather  that  the  white  metal  ran  and  had  to  be  replaced  For  five  days 
the  ship  ran  under  easy  steam  with  one  screw  until  the  bearings  had  been 
re-lined,  and  since,  there  has  been  no  trouble.  So  far  so  well,  but  the  con- 
sumption of  coal  seems  to  be  very  heavy.  She  had  2800  tons  on  board 
when  leaving  Portsmouth,  at  Las  Palmas  she  took  in  800  tons,  at  the 
Cape  2286  tons,  at  Mauritius  800  tons,  at  Colombo  21 15  tons— or  a  total 
of  8300  tons,  costing  no  less  than  ii  1,000.  We  do  not  know  what  power 
she  exerted,  nor  what  was  her  steaming  time,  all  that  will  come  out  by- 
and-by,  no  doubt;  but  the  figures  given  work  out  with  rather  remarkable 
results  as  compared  with  her  trial  trip  performance.  This  it  is  known 
that  the  ship  can  steam  14  knots  for  about  5000  indicated  horse-power. 
At  2  pounds  per  horse  per  hour,  this  gives  us  per  day,  say,  no  tons;  this, 
divided  into  8000  tons,  gives  us,  in  round  numbers,  72  steaming  days  of 
336  miles  per  day,  or,  in  all,  over  24,000  miles— or  more  than  round  the 
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world.  This  apparently  shows  that  she  bums  much  more  than  2  pounds 
per  horse  per  hour,  even  after  due  allowance  has  been  made  for  auxiliary 
engines. 

Gun  and  Steam  Trials  of  H.  M.  S.  Illustrious. 

H.  M.  S.  Illustrious,  a  battle-ship  of  the  Majestic  class,  has  completed 
her  trials,  and  is  preparing  for  commission.  The  results  of  the  gunnery 
trials  mark  a  very  pronounced  step  in  advance,  for  as  a  consequence  of  the 
introduction  of  many  mechanical  devices,  the  12-inch  46-ton  breech- 
loading  guns  were  fired  with  a  rapidity  which  almost  justifies  their  being 
classed  as  quick-firing  weapons.  The  guns  are  of  the  ordinary  service 
type,  firing  an  850-pound  projectile  at  a  muzzle  velocity  of  2367  foot- 
seconds,  equal  to  an  energy  of  33,020  foot-tons;  and  yet  so  complete  is 
the  operative  mechanism  that  the  only  manual  effort  involved  is  the  lifting 
of  the  charge  in  halves,  each  weighing  83  pounds,  from  the  pockets  in 
the  loading  hoist  on  to  the  loading  tray.  The  two  guns  in  the  after  turret 
were  fired  three  times  in  107  seconds  from  the  first  discharge  to  the  last; 
the  time  between  the  second  and  third  rounds  was  only  49  seconds,  and 
this  was  accomplished  by  the  ordinary  crew  from  H.  M.  S.  Excellent 
after  only  two  or  three  days*  practice.  Doubtless,  the  ship's  own  com- 
pany, when  they  get  accustomed  to  the  work,  will  improve  upon  this 
performance;  but,  as  it  is,  it  means  that  from  the  forward  and  after  turret, 
trained  on  the  enemy,  10,200  pounds  of  shot  can  be  delivered  in  107 
seconds,  and  there  is  no  reason  why  this  rate  should  not  be  continued. 
This,  when  the  energy  (396,240  foot-tons)  is  noted,  constitutes  a  vigorous 
attack  which  no  ship  could  survive.  While  the  gun  and  turret  mechanism 
was  designed  by  the  late  firm  of  Sir  Joseph  Whitworth  &  Co.,  at  the 
Openshaw  Works,  prior  to  the  amalgamation  with  the  Armstrong  Com- 
pany, there  is  a  certain  appropriateness  in  the  association  of  this  advance 
in  progress  with  the  name  of  Armstrong,  for  it  was  Lord  Armstrong 
who  advocated  and  introduced  the  rapid-firing  type  of  gun  into  naval 
warfare  for  guns  of  lighter  calibre.  Its  immense  importance  was  fully 
demonstrated  during  the  recent  conflict  between  China  and  Japan,  and 
now  the  united  firms  have  attained  a  like  result  with  guns  of  large  calibre, 
for,  considering  the  weight  of  gun  and  ammunition,  the  rate  of  fire 
attained  on  these  trials  may,  as  we  have  said,  be  classed  as  "  quick  firing." 

As  we  have  said,  the  12-inch  guns  of  the  Illustrious  are  similar  to  those 
in  the  other  ships  of  the  class— of  46  tons,  wire-wound,  and  of  Woolwich 
pattern,  with  the  Woolwich  hand-breech  mechanism,  which  latter  differs 
from  the  type  previously  employed.  The  older  breech-loading  guns,  it 
will  be  remembered,  had  a  mechanism  with  two  distinct  operations — the 
rotating  of  the  screw  plug  by  a  Stanhope  lever,  and  its  withdrawal  by  the 
operation  of  a  crank  handle  which  first  drew  the  plug  to  the  rear,  and 
afterwards  swung  the  block  and  carrier  ring  about  the  axis  pin,  clear  of 
the  box.  The  new  mechanism  has  a  continuous  motion  operated  by  a 
handwheel,  and  effects  the  same  functions  as  the  old  gear,  but  in  a  much 
shorter  time;  about  8  seconds  when  the  g^un  is  about  the  horizontal  posi- 
tion, but  a  longer  time  is  taken  when  the  gun  is  being  run  in  or  out  at 
the  same  time,  or  is  at  elevation. 

Two  guns  of  this  type  are  fitted  en  barbette  forward  and  two  aft,  both 
with  armored  protecting  hoods,  and  the  mountmgs  for  the  Illustrious,  as 
well  as  those  for  the  Cxsar,  were  supplied  from  the  Openshaw  Works. 
They  resemble  in  general  idea  the  mountings  fitted  to  the  Barfleur,  Cen- 
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turion,  and  Renown,  and  fully  described  in  Engineering,*  but  many  modi- 
fications have  been  introduced,  and  to  these  special  reference  may  here 
be  directed.  The  Centurion  class  carried  lo-inch  guns,  and  the  opera- 
tions of  loading,  etc.,  were  performed  primarily  by  hand  gear,  whereas 
in  the  new  ships  hydraulic  power  is  used,  the  weights  to  be  dealt  with, 
both  in  respect  of  g^un  and  ammunition  being  considenibly  heavier.  The 
point  of  similarity  between  the  two  types  of  ships  is  that  the  shell  chamber 
is  carried  underneath  the  gun  platform,  as  described  in  our  article  on 
the  Barfleur's  gun  mounting.  The  "  ready  supply "  of  ammunition  is 
carried  in  this  shell  chamber  and  conducted  directly  to  the  loading  posi- 
tion by  hoists,  so  that  the  essential  principle  of  all-round  fire  and  loading 
at  any  position  of  training  is  maintained.  In  the  Centurion  class  the 
weapon  was  balanced  about  its  trunnions;  but  in  the  new  ships,  with  the 
heavier  ordnance,  the  gun  and  slide  are  balanced  about  the  trunnions 
of  the  slide,  so  that  the  effort  of  elevating  is  minimized,  a  necessity  in 
the  case  where  the  hand  gear  has  to  be  resorted  to  in  the  event  of  any 
mishap  to  the  hydraulic  mechanism.  The  whole  system  of  mounting, 
too,  is  balanced  about  its  centre  of  rotation  to  meet  the  same  desideratmn. 
The  centre  of  gravity  coincides  as  nearly  as  possible  with  the  centre  of 
rotation,  so  that  any  heeling  of  the  ship,  permanently  or  temporarily, 
does  not  affect  the  force  to  be  exerted  in  training  the  gun. 

The  powder  is  carried,  as  usual,  in  the  magazines,  from  whence  it  is 
brought  to  the  shell  chamber  by  hoists  working  in  a  fixed  central  tube. 
Other  hoists  in  the  same  tube  bring  shell,  should  the  supply  in  the  shell 
chamber  become  exhausted.  The  powder  and  shells  thus  brought  up 
the  central  tube  are  transferred,  as  in  the  case  of  the  ships  of  the  Cen- 
turion class,  to  the  hoists  in  the  rear  of  the  guns,  which  hoists  act  as 
loading  trays  when  in  their  proper  position.  But  in  the  case  of  the 
Illustrious  the  hoists  are  operated  by  hydraulic  power  instead  of  by  hand 
or  electrical  power.  The  transport  of  shell  in  the  shell  chamber  is  also 
effected  by  two  hydraulic  power  cranes,  which  transfer  the  shell  from 
the  bins  or  pockets  and  deposit  them  upon  the  loading  trays  on  the  upper 
hoists.  The  charges  brought  up  at  the  last  moment  through  the  central 
tube  are  of  sufficiently  small  weight  to  be  readily  handled  and  quickly 
transferred  to  powder  pockets  in  the  loading  hoists,  from  which  hydraulic 
rammers  on  the  turntable  push  the  shell  and  charge  into  the  gun.  In 
the  event  of  the  whole  hydraulic  system  being  disabled,  the  guns  can  still 
be  loaded  by  hand  power,  an  upper  loading  position  and  loading  tray 
being  provided  for  each  gun  within  the  hood,  and  simple  means  arc 
adopted  for  hauling  the  shell  from  the  shell  chamber,  or  the  magazine, 
to  this  upper  loading  position,  when,  as  in  the  case  of  the  Centurion 
class,  they  can  be  pushed  into  the  gun  by  hand  rammers. 

The  rotation  of  the  turret  is  effected  by  hydraulic  turning  engines,  so 
arranged  that  when  the  hydraulic  power  is  cut  off  from  the  engine,  a 
powerful  brake  holds  the  turning  mechanism  and  prevents  further  rota- 
tion. On  the  gun  platform  is  an  auxiliary  hand  pump,  which  can  be 
operated  by  the  gun's  crew  and  thus  run  the  gun  in  and  out,  elevate  the 
gun,  or  open  the  breech,  to  which  the  hydraulic  mechanism  is  applied. 
The  brake  system  for  controlling  the  recoil  of  the  gfun  is  independent  of 
the  run  in  and  out  system;  the  brakes  are  self-contained  and  control  the 
recoil  very  much  in  the  .same  way  as  in  an  ordinary  hydraulic  recoil 
mounting,  while  the  run  in  and  out  system  is  connected  with  the  service 

*  See  £H/rtneerin^,  toI.  Wii,  pagct  358  and  415. 
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pressure  from  the  main  pumping  engines,  and  serves  for  manoeuvring  the 
gun  on  its  slide  in  either  direction,  or  this  may  be  done  by  hand  gear, 
but  much  more  slowly.  In  this  connection  it  may  be  stated  that  the 
slight  break -down  in  the  case  of  the  Caesar  a  few  weeks  ago,  about 
which  so  much  was  made  in  the  daily  press,  was  not  in  connection  with 
the  general  design  of  the  mounting  at  all.  The  Caesar  had  long  since  suc- 
cessfully passed  through  her  gunnery  trials,  but  on  the  occasion  of  the 
commissioning  trials  in  January,  it  was  decided  to  try  experimentally  a 
new  form  of  valve  on  the  run-out  cylinder,  but  this  proved  unsatisfactory. 
The  valve  fitted  on  the  Illustrious  differs  from  the  form  experimentally 
tried;  and,  indeed,  the  Caesar  was  fitted  with  the  same  valve  as  the 
Illustrious  with  equally  good  results. 

In  addition  to  the  hand  gear  for  the  breech  mechanism,  hydraulic  gear 
is  fitted,  the  hand  gear  being  arranged  so  that  it  can  be  disconnected. 
The  hydraulic  is  more  rapid  in  its  operation;  the  breech  can  be  opened 
or  closed  when  the  g^un  is  at  its  maximum  elevation— 13^  deg. — ^in  5 
seconds.  Not  only  so,  but  the  operation  of  opening  or  closing  can  pro- 
ceed during  the  period  when  the  gun  is  being  brought  to  the  loading  or 
firing  position,  which  effects  a  saving  in  time  in  the  manipulation  of  the 
gun.  In  effect  these  hydraulic  operations  render  the  12-inch  gun  with 
its  high  ballistic  qualities  a  quick-firing  weapon;  no  effort  being  involved 
on  the  part  of  the  gunner,  except  in  the  pulling  of  the  levers,  admitting 
water  pressure  to  the  rams  operating  the  mechanism.  The  control  of  the 
mounting  is  effected,  as  usual,  from  two  sighting  stations,  one  on  each 
side,  to  which  positions  are  brought  the  various  levers  and  handwheels 
for  training  and  elevating  the  guns,  as  well  as  the  automatic  sights.  The 
operating  levers  for  controlling  the  hoists,  rammer  and  running  in  and 
out  of  the  gun  are  conveniently  placed  in  rear  of  the  sighting  station  of 
the  gun  platform  mthin  the  view  and  control  of  the  captain  of  the  turret. 
Auxiliary  elevating  levers  are  also  provided  on  the  gun  platform,  and 
there  is  a  complete  duplicate  service  of  hydraulic  pressure  pipes  in  addi- 
tion to  the  usual  central  pivot  supply. 

At  the  official  trials  last  week  several  rounds  were  fired  first  from  the 
guns  in  the  fore  barbette,  to  test  the  effect  on  the  decks  of  the  ship.  The 
first  shot  was  fired  from  the  right  gun  at  80  deg.  before  the  beam,  with 
an  elevation  of  i^^  deg.  The  left  gun  was  next  fired  with  a  reduced 
charge  on  the  same  bearings.  In  the  third  round  the  right  gun  fired  a 
reduced  charge  with  54  deg.  elevation,  and  in  the  fourth  round  the  left 
gun  fired  a  full  charge  at  i^  deg.  elevation.  The  fifth  and  sixth  rounds 
were  fired  right  ahead  with  about  ^  deg.  of  elevation,  and  as  it  was  found 
that  no  material  damage  was  done  to  the  decks,  further  trials  on  this 
score  were  deemed  unnecessary.  The  two  guns  were  next  fired  with  the 
hand  gear  alone  in  use,  both  guns  being  fired  simultaneously,  the  left 
gun  at  extreme  depression  and  the  other  at  extreme  elevation.  The 
object  of  the  trials  of  the  two  after  guns  was  to  determine  the  time 
required,  and  in  this  respect  an  unparalleled  record  was  made.  The  guns 
were  fired  simultaneously,  and  the  time  which  elapsed  from  the  firing  of 
the  firs\  to  the  discharge  of  the  third  round  was  107  seconds,  during 
which  six  shots  of  850  pounds  were  fired.  For  guns  of  such  calibre  this 
may  be  regarded  as  extraordinary,  and  is  a  speed  which  has  never  been 
approached  in  any  navy.  The  time  between  the  second  and  third  rounds 
was  49  seconds,  and  these  results,  as  we  have  already  stated,  were  obtained 
with  an  ordinary  crew  from  H.  M.  S.  Excellent  after  a  few  days'  drill. 


4o6 
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It  must  be  borne  in  mind  too,  that  with  this  all-round  system  of  loading, 
the  gun,  once  it  has  been  trained,  can  be  kept  on  the  enemy  during  the 
whole  operation  of  loading,  and  therefore  no  time  is  lost  in  bringing  to 
''  bearing  "  between  each  discharge,  so  that  for  all  practical  purposes  the 
rapidity  of  fire  on  trial  was  under  conditions  of  warfare.  The  loading, 
too,  was  done  with  the  g^n  at  an  elevation  of  13^  deg.  Representatives 
were  present  from  both  Elswick  and  Openshaw  on  behalf  of  the  con- 
tractors, and  the  trials,  it  may  be  added,  have  given  great  satisfaction  to 
the  authorities  and  all  concerned. 

Prior  to  the  gun  trials  the  Illustrious  completed  her  steaming  trials  in 
the  English  Channel  and  North  Sea;  these  were  somewhat  protracted 
owing  to  difficulties  experienced  with  the  Martin's  system  of  induced 
draught  fitted.  The  engines  were  constructed  by  Messrs.  Penn  &  Sons, 
Greenwich,  who  were  represented  by  Mr.  J.  Dixon,  to  whom  we  offer 
our  congratulations  on  his  appointment  as  manager  at  Messrs.  Penn's. 
The  engines  are  of  the  triple-expansion  type,  with  cylinders  40  inches, 
59  inches  and  88  inches  in  diameter  by  4  feet  3  inches  stroke,  and  were 
designed  to   develop   10,000  indicated  horse-power  on  an  eight  hours' 


Description  of  trial < 

Draught  of  water. . . .  /  ^f^'^*'^* ;]  ] 

Actual  load  on  safety  valves,  lb 

Vacuum  in  uptakes,  inches  of  water. 

Average  pressure  in  boilers 

Average  pressure  at  engines 

(  H.-P. 
Receiver  pressures <  I.-P. 

(  L.-P. 
Average  vacuum,  inches  of  water.. . . 
Mean  cut-ofiE  in  high-pressure  cylin- 
ders   

(  H.-P. 
Mean  Pressure  in  cylinders.  <  I.-P. 

(L.-P. 
Mean    number    of    revolutions    per 

minute 

Indicated  horse-power,  total 

Force  of  wind 

State  of  sea 

Coal  used  per  indicated  horse-power 
per  hour,  lb 


30  hours' 
coal  con- 
sumption 

25  ft.  7  in. 

26  ft.  6  in. 

155 
nil 

142 
140 

139 

3> 

4 

26.5 

40  per  cent. 

43-45 

15-35 

7-75 

83.05 
6155 

5 
Short  sea 

1.77 


8  hours* 

natural 

draught 

25  ft.  1 1  in. 

26  ft.  6  in. 

!.V 

147 

MS 

144 

57 

13 
27.2 

64  per  cent. 
49.05 

25-45 
12.3 

9^45 
10,241 

4 
Smooth 

Not  taken 


4  hoars' 
induced 
draught 

25  ft.  5  in. 

20  ft.  o  in. 

1.90 
152 

148 

64 

17 

27.a 


Very  rovgh 
Not  taken 


natural  draught  trial,  and  12,000  indicated  horse-power  on  an  induced- 
draught  trial  of  four  hours'  duration.  The  designed  speed  for  the  former 
power  was  16^  knots,  and  for  the  latter  17^  knots,  which  has  easily 
been  realized  with  other  ships  of  the  same  class,  so  that  there  was  no 
need  to  ascertain  the  speed  on  this  occasion.  The  twin  propellers  hart 
four  blades,  the  diameter  being  16  feet  iif^  inches  and  the  mean  pitch  19 
feet  g}i  inches.  The  results  on  the  three  trials  are  given  in  the  table 
above. 
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The  New  Armored  Cruisers. 

The  Admiralty  have  this  week  given  out  the  orders  for  the  four  armored 
cruisers  which  it  was  decided  to  build  in  July  of  last  year,  when  the 
treasury  made  a  supplementary  grant  to  the  Navy.  Messrs.  Vickers, 
Sons  and  Maxim,  Limited,  will  build  one  of  these  vessels  at  Barrow-in- 
Fumess,  the  Fairfield  Shipbuilding  and  Engineering  Company,  Limited, 
will  construct  two,  and  the  Gydebank  Company,  Limited,  have  been 
given  the  contract  for  the  fourth. 

The  new  vessels  differ  from  the  eight  ships  of  the  Diadem  and  Ariadne 
classes  in  having  a  side  armor  for  the  greater  part  of  the  length,  and  as 
more  powerful  machinery  is  arranged  for,  the  speed  will  be  greater. 
Their  armament,  too,  will  be  the  same  as  in  the  Powerful  and  Terrible, 
so  that  while  intended  for  cruisers  they  almost  rank  as  battle-ships,  and 
will  be  able  to  take  a  place  in  the  line  of  battle.  The  cost,  completed, 
including  guns,  will  work  out  to  about  650,000/.,  while  the  Powerful  and 
Terrible  cost  750,000/.,  and  the  Diadem  class  an  average  of  about  575,000/.; 
so  that  in  view  of  the  superior  qualities  over  the  latter,  especially  in 
respect  of  protection  and  speed,  it  will  be  recognized  that  Sir  William 
White  and  Sir  John  Durston,  the  two  technical  officers  chiefly  respon- 
sible, have  arranged  a  type  of  ship  which  will  not  only  be  efficient,  but 
represent  good  value  for  the  taxpayer's  money,  a  point  never  forgotten 
at  the  Admiralty.  The  following  table  gives  a  comparison  between  the 
three  latest  types  of  modern  cruisers: 


Length,   between  per 

pendicalars 

Beam 

Draaght 

Weight  of  hull 

Displacement 

Side  armor 

Casemates 

Protective  deck 

Armament 


Indicated  horse-power 

Speed 

Normal  coal  capacity  * 


**Cret8y"  Class. 


440  ft 

69  ft.  6  in. 

26  ft.  3  in. 

7860 

12,000 

6  in. 

6  in. 

3  in,  and  2  in. 

Two  9.2-in.  B*L; 

twelve  6-in.  q.-f.; 

17  small  q.-f.;  two 

sab.  tor.  tubes 


21,000 

21 

800 


•<  Ariadne"  Class 


6  in. 
4  in.  and  2}  in. 
Sixteen     6-inch 
q.-f.;  17  small 
q.-f.;  two  sab. 
tor.  tabes 


18,000 
1000 


"Powerfal" 
Class. 


500  ft. 
71  ft. 
27  ft, 
8480 
i4f«x) 

6  in. 
4  in. 
Two  9.2-in*  B-L.; 
twelve  6  -  in. 
q.-f.;  thirty 
small  q.-f.;  two 
sab.  tor.  tabes 

25,000 

22 

1500 


The  details  of  construction  are  similar  in  all  three  types— double-bottom 
cellular  system  with  longitudinal  frames,  extending  up  to  the  protective 
deck,  or  5  feet  below  load  line,  to  which  the  protective  deck  is  connected, 
and  on  which  the  side  armor  in  the  Creasy  class  is  constructed,  as  in  all 
our  battle-ships.  This  double  construction  gives  a  great  security  to  the 
ship.    All  the  ships  are  sheathed  with  teak  4  inches  thick  and  coppered. 


•  The  coal  100017  can  ba  greatly  iocraaaed,  on  emergency,  to  aooo  tont  in  CreMy  and  Ariadaa, 
aad  «9oo  tone  in  Powerfnl  dasaee. 
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The  armor  belt  extends  for  about  230  feet  of  the  length  of  the  ship,  and 
is  240  pounds  thick  with  4  inches  of  backing.  This  belt  is  11  feet  6 
inches  deep,  extending  5  feet  below  and  6  feet  6  inches  above  the  load 
line,  the  ordinary  shell  plating  above  that  being  22^  pounds  thick;  but 
as  in  previous  cruisers,  all  the  6-inch  g^ns  are  within  6-inch  armored 
casemates.  The  belt  extends  to  within  120  feet  of  the  stem  and  90  feet 
of  the  stern,  and  there  extends  athwart  the  ship  a  bulkhead  of  200  pounds 
in  thickness.  And  here  it  may  be  said  that  all  the  armor  is  of  nickel 
steel  hardened  by  the  new  process,  which  gives  a  resistance  to  penetration 
by  projectiles  quite  double  that  possible  six  or  seven  years  ago,  so  that 
the  6-inch  armor  here  is  far  superior  to  the  lo-inch  armor  in  some 
comparatively  recent  ships.  The  side  armor  does  not,  as  in  all  previous 
ships,  terminate  at  the  bulkheads;  but  is  continued,  although  of  less 
thickness,  right  to  the  ram,  as  in  the  new  battle-ships  of  the  Canopus 
class.  This  is  of  2-inch  nickel  steel  in  addition  to  the  shell  plating,  so 
that  at  least  all  explosive  shells  will  be  kept  out  of  the  ship.  At  the 
stem,  abaft  the  armored  bulkhead,  the  shell  plating  is  greatly  increased 
in  thickness,  and  the  protective  deck  reinforced  with  the  same  object  in 
view.  Here  the  protective  deck  is  80  pounds  thick;  whereas  within  the 
citadel,  formed  by  the  side  armor  and  bulkheads,  it  is  60  pounds.  The 
main  deck  is  also  of  more  than  usual  thickness — ^40  pounds — ^to  assist  in 
protection;  while,  as  usual,  the  coal  bunkers  are  arranged  on  either  side, 
from  all  of  which  it  will  be  appreciated  that  while  giving  adequate  weight 
for  a  high  speed,  and  without  relinquishing  one  jot  or  title  of  the  ele- 
ments of  strength,  the  director  of  naval  construction  has  given  a  protec- 
tion equal  to  our  latest  battle-ships  and  superior  to  nearly  all  preceding 
ships.  As  to  the  arrangement  of  decks — protective,  lower,  main,  upper 
and  boat  deck — the  vessels  are  all  alike;  the  Powerful  and  Terrible  only 
have  poops. 

The  main  armament  consists  of  two  9.2-inch  22-ton  breech-loading 
g^ns,  each  mounted  in  barbettes,  with  240-pound  nickel  steel  hardened, 
and  with  a  gun  shield  of  6  inches  thickness.  These  barbettes  are  within 
the  armored  bulkheads,  and  the  12-inch  conning  tower,  with  3-inch 
armored  communication  tubes,  is  further  aft.  There  are  two  bridges  and 
two  conning  towers,  one  forward  and  the  other  aft.  These  main  guns 
have  an  arc  of  training  of  135  deg.,  and  will  probably  have  an  angle  of 
elevation  of  13  deg.  For  bow  fire  there  is  on  the  main  deck  a  6-inch 
g^n  on  either  side,  and  above,  on  the  upper  deck,  on  either  side  of  the 
forecastle  another,  so  that  four  6-inch  gfuns  fire  in  line  of  the  keel  to  a8 
deg.  abaft  the  beam.  The  9.2-inch  gun  aft  is  on  the  upper  deck — there 
being  no  poop,  while  four  6-inch  guns  also  fire  astern  to  28  deg.  forward 
of  the  beam.  There  are  two  6-inch  guns  firing  on  either  broadside  with 
an  arc  of  120  deg.  In  addition,  there  will  be  twelve  12-pounder  guns, 
two  of  which  augment  the  bow  fire  and  two  fire  astern.  There  are  five 
other  machine  guns.  There  are  two  masts,  but  the  tops  only  carry 
search-lights.  ' 

The  appearance  of  the  ships  will  be  pretty  much  the  same  as  that  of 
the  Diadem,  with  four  funnels  for  the  four  boiler-rooms,  each  of  which 
is  :i2  feet  6  inches  long,  the  three  after  being  44  feet  broad  with  two 
rows  of  four  boilers,  and  the  forward  compartment  ^  feet  broad  with 
two  rows  of  three  boilers.  This  is  practically  the  same  as  in  the  Diadem, 
and  here  also  special  attention  has  been  paid  to  ventilation,  a  large 
number  of  fans  being  provided  with  electric  motors. 
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As  to  the  machinery,  the  following  dimensions  may  be  tabulated: 


High-pressare  cylinder in. 

Intermediate-presiare  cylinder. .  ** 

Low-pressure  cylinder ** 

Low-pressare  cylinder ** 

Stroke 

RevoltttioDs 

Indicated'  horse -power 

Nnmber  of  Belleville  boilers 

Heating  surface sq.  ft 

Grate  area ** 

Pressure  at  boilers. lb. 

Pressure  at  engines " 

Weight  of  machinery tons 

Indicated  horse-power per  ton 

Square  feet  of  heating  surface  per 

indicated  horse-power 

Indicated   horse-power  per  square 

foot  of  grate   « 


"  Creasy" 
Class. 


36 

59 
68 

68 

48 
120 
21,000 

30 
51,500 

1,650 

300 

250 

1800 

11.61 

MS 
12.7 


*•  Ariadne «' 
Class. 


34 

64 

48 

120 

18,000 

30 
45.900 

i>449 
300 

250 

1550 

11.8 

2-55 

12.4 


•  "Powerful" 
Class. 


45 
70 
76 
76 
48 
120 
25,000 

48 

^.453 
2,102 

260 

210 

2250 

II. II 

a.77 
11.40 


The  engines  are,  as  in  previous  cases,  to  be  of  the  inverted  direct- 
acting  type,  each  set  having  one  high,  one  intermediate,  and  two  low- 
pressure  cylinders.  In  the  Cressy  class  one  of  the  low-pressure  cylinders 
is  to  be  placed  forward  of  the  high-pressure  and  the  other  aft  of  the 
intermediate  cylinder.  The  crankshaft  will  be  in  two  interchangeable 
I>arts,  each  part  having  two  cranks  placed  directly  opposite.  The  Yarrow- 
Schlick-T weedy  system  is  to  be  adopted  in  some  of  the  ships.  The 
propellers  work  inwards,  and  the  starting  platform  is  to  be  at  the  centre 
of  the  ship.  The  cylinders  will  be  supported  in  the  front  by  wrought- 
steel  pillars,  the  back  columns  will  be  cast  iron,  connected  together  at 
the  top  with  suitable  tie-plates.  The  frames  for  the  main  bearings  will 
be  of  cast  steel  tied  together,  each  set  of  engines  being  independent  of 
each  other.  The  valves  of  the  high-pressure  and  intermediate  cylinders 
will  be  of  the  piston  type,  one  to  each  cylinder.  Those  for  the  low- 
pressure  will  be  of  the  double-ported  flat  form  (one  to  each  cylinder), 
with  a  relief  ring  at  the  back.  All  the  valves  will  be  actuated  by  means 
of  double  eccentrics  and  link  motion,  separate  provision  being  made  for 
adjusting  the  cut-off  in  each  cylinder.  The  valve  setting  will  be  arranged 
so  that  the  power  developed  by  the  two  low-pressure  cylinders  combined 
shall  equal  that  of  the  high  or  intermediate  cylinders. 

Each  set  of  main  engines  will  have  one  vertical  air  pump  worked  by 
means  of  links  and  levers  from  the  high-pressure  crosshead.  The  main 
condensers  are  to  have  a  total  cooling  surface  of  2ifiO0  square  inches. 
The  two  auxiliary  condensers  will  have  3000  square  feet  of  heating  sur- 
faice.  There  will  be  four  circulating  pumps  with  48-inch  impellers,  the 
duty  being  1400  tons  from  the  bilges  per  hour. 

The  crankshafts  are  to  be  of  19  inches  external  diameter  with  a  lo-indi 


*  The  designed  results  are  giren  (br  coaipariMn. 
Cressy  class  may  be. 


These  were  exceeded  Just  as  Um  results  ia  the 
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hole,  the  crankpins  of  21  inches  external  diameter  with  12-inch  hole, 
those  for  the  high-pressure  and  intermediate-pressure  engines  being  24 
inches  long,  and  for  the  low-pressure,  16  inches.  The  main  bearings  are 
to  have  a  total  length  of  about  14  feet,  and  the  thrust  surface  will  be  2500 
square  inches.  The  propeller  shaft  is  to  be  19^  inches  external  diameter, 
with  a  loj^-inch  hole.    The  propellers  are  to  be  about  18  feet  in  diameter. 

As  indicated  in  the  table,  there  will  be  30  boilers  of  the  Belleville  type 
with  economizer;  the  heating  surface  in  the  steam-generating  tubes  will 
be  33,500  square  feet  and  in  the  economizer  small  tubes  18,000  square  feet, 
a  total  of  51,500  square  feet;  the  grate  surface  being  1650  feet.  The  tubes 
will  be  solid  drawn,  4^  inches  external  diameter  for  the  generators  and 
2^  inches  for  the  economizers.  The  fans  for  the  stokehold  will  be  of 
the  double-breasted  type;  12  of  them  will  be  6  feet  6  inches  in  diameter 
and  four  of  them  6  feet  in  diameter.  The  two  pumps  for  the  hot  well 
will  be  of  the  crankshaft  type,  while  there  will  be  eight  feed  pumps.  The 
capacity  provided  for  feed  water  is  116  tons.  The  grease  extractor  will 
have  15,750  square  inches  of  filtering  area.  There  will  be  four  fire  and 
bilge  pumps  having  a  duty  of  100  tons  per  hour. 

Of  the  other  auxiliary  machinery,  it  may  be  said  that  there  will  be  four 
evaporators  of  108  tons  capacity,  two  distillers  of  54  tons  capacity,  three 
electric-light  generators,  two  steering  engines,  two  sets  of  air-compress- 
ing pumps  and  four  reservoirs,  two  boat  hoists,  two  refrigerating  engines 
of  the  cold  air  type,  coal  hoists,  ash  hoists,  etc.,  as  usual. — Engineering. 

Official  Speed  Trials  of  War-Ships. 

An  official  return  shows  the  speed  trials  of  warships.  Of  torpedo 
destroyers,  fifteen  have  passed  successfully  through  the  trials  during  the 
past  year,  one  of  them  being  a  27-knot  boat,  while  the  others  arc  30-knot 
design.  Messrs.  Laird,  of  Birkenhead,  and  Messrs.  Palmer,  of  Jarrow- 
on-tyne,  appear  on  the  list  for  five  boats  each,  Thomycroft  for  three,  and 
the  Fairfield  Company  for  the  fifteenth  30-knot  boat.  In  each  case  the 
boats  had  to  run  for  three  hours  for  speed,  and  again  for  three  hours  at 
full  speed  to  ascertain  the  consumption  of  coal,  and  it  was  a  condition 
that  should  the  average  rate  of  consumption  exceed  2.5  pounds  I.  H.  P. 
per  hour  an  extra  load  would  have  to  be  carried  in  the  speed  trial,  this 
extra  load  to  be  equivalent  to  the  excess  in  consumption  over  a  given 
period.  Only  five  out  of  the  fifteen  boats  seem  to  have  come  within  the 
25^  pounds,  the  highest  rate  of  consumption  having  been  2.77  pounds,  in 
the  case  of  one  of  Palmer's  boats;  but  it  is  difficult  to  understand  how  in 
the  case  of  Thomycroft's  three  boats  there  should  be  such  variation  as 
2.08  pounds  in  one  case,  2.2  pounds  in  another,  and  nearly  2.6  pounds  in 
the  third,  when  all  three  boats,  engines  and  boilers  were  the  same.  The 
difference  is  equal  to  over  l^^  tons  per  hour,  and  it  is  probably  attribut- 
able only  to  the  stoking.  Laird's  boats'  consumption  varies  less,  be- 
tween 2.41  and  2.53  pounds  per  L  H.  P.,  while  Palmer's  varies  between 
2.42  and  2.76  pounds.  The  Fairfield  Company's  Osprey  appears  as  burn- 
ing 2.58  pounds  per  L  H.  P.  per  hour.  As  to  power,  this  necessarily 
would  be  affected  by  weather,  etc.,  but  there  are  also  wide  variations. 
The  highest  is  6606  I.  H.  P.  for  30.142  knots  in  the  case  of  Laird's  boat, 
the  Panther,  but  Fairfield  is  not  far  behind  with  6588  I.  H.  P.,  but  for 
this  she  has  the  best  speed  on  the  list.  One  or  two  of  the  boats,  especi- 
ally those  of  Thomycroft,  got  their  speed  for  less  than  6000  I.  H.  P.,  but 
for  this  she  has  the  best  speed  on  the  list;  the  lowest  was  5654  I.  H.  P. 


PROFESSIONAL   NOTES.  4II 

for  30.184  knots.  Messrs.  Lairds  boats  range  about  6000  to  6200,  with 
the  exception  already  given.  The  highest  speed  was  got  with  the  Fair- 
field boat,  which  made  30.674  knots  when  developing  6588  I.  H.  P.,  and 
on  another  trial  30.427  knots  for  6412  I.  H.  P.  So  that  the  high  power 
was  in  their  case  well  justified  by  events.  Palmer's  Chamois  comes  next 
with  30.396  knots  for  6265  I.  H.  P. 

Ships  Under  Construction. 

The  following  vessels  will  be  under  construction  or  completing  during 
1898-99:  12  battle-ships,  16  first-class  cruisers,  10  third-class  cruisers,  6 
second-class  cruisers,  10  third-class  cruisers,  sloops,  4  twin-screw  gunboat 
destroyers. 

[France.] 
Amiral  de  Gueydon. 

The  dimensions  of  the  new  first-class  armored  cruiser  Amiral  de 
Gueydon,  which  has  lately  been  commenced  at  Lorient,  are  as  follows: 
Length,  448  feet  6  inches;  beam,  63  feet;  with  a  displacement  of  9515 
tons.  She  will  be  driven  by  three  screws,  and  the  engines  are  to  develop 
20,000  I.  H.  P.,  giving  a  speed  of  21  knots.  Her  Niclausse  boilers  will 
be  placed  before  and  abaft  the  engines,  the  latter  being  constructed  at 
the  works  of  Chantiers  de  la  Loire  at  St.  Denis.  There  will  be  a  water- 
line  belt  of  hardened  steel  6  inches  thick,  extending  from  the  stem  to 
near  the  stem,  which  will  be  closed  by  a  transverse  3-inch  armored  bulk- 
head; above  the  6-inch  belt  will  be  a  second  narrower  belt  of  3.9-inch 
steel  protecting  the  cofferdam;  there  will  also  be  two  armored  decks. 
The  armament  will  consist  of  two  194-centimetre  (7.6-inch)  guns,  of 
93-96  model,  in  turrets,  one  forward  and  one  aft,  with  an  arc  of  fire  of 
270  degrees;  eight  16-centimetre  (6.3-inch)  Q.  F.  guns  of  the  same  model 
in  armored  casemates,  so  arranged  that  four  can  fire  ahead  and  four 
astern. — Journal  of  the  Royal  United  Service  Institution. 

BOUVET. 

The  new  French  battle-ship  Bouvet  is  complete,  so  far  as  outward 
appearances  go.  She  is  more  like  the  Camot  than  her  other  nominal 
sisters,  but  the  similarity  is  only  general  and  at  first  glance.  In  the 
Camot  the  big  gun  in  the  side  turret  stands  on  a  sort  of  redoubt,  in  the 
Bouvet  it  is  balanced  on  an  armored  pillar.  Probably  the  construction 
is  identical  in  each  case,  and  the  redoubt  of  the  Camot  may  have  no 
protective  value — it  is  one  of  those  things  that  information  is  not  given 
away  about,  and  on  which  the  foreigner  can  only  speculate.  As  it  stands 
in  the  Bouvet,  however,  the  construction  looks  singidarly  faulty;  in 
order  to  obtain  an  end-on  fire  from  half  the  entire  armament  the  guns 
in  question  have  been  placed  where  quite  a  medium  shell  would  surely 
put  them  out  of  action  for  good  and  all.  The  two  smaller  guns  that 
help  to  fill  this  nest — they  are  in  little  turrets  fore  and  aft  of  and  below 
the  larger  gun — would  share  the  same  fate;  in  fine,  a  rational  distribution 
of  armament  has  been  sacrificed  in  order  to  obtain  an  end-on  fire — 
on  paper.  In  action  these  guns,  fired  right  ahead  or  astern,  would 
probably  blow  away  smaller  turrets  that  project  on  the  beam  and  quarter, 
in  any  case  the  blast  would  make  matters  singidarly  unpleasant  for  the 
guns'  crews.    The  Bouvet  has  little  in  the  way  of  military  tops;  such  as 
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she  has  are  placed  low  down;  higher  up  there  are  only  search-light  plat- 
forms. The  stem  is  built  up  and  quite  as  high  as  that  of  our  Majestic's; 
in  the  Carnot,  Martel  and  Massena  it  is  low.  The  bow  gun  is  about  50 
feet  above  the  water-line.  Still  higher,  on  a  light  superstructure,  the 
3.9-inch  quick-firers  are  carried;  two  on  each  side  are  directly  over  the 
amidships  side  barbettes,  and  certainly  look  as  though  they  would  be 
incommoded  in  action  by  the  fire  of  the  big  gun  just  beneath  them.  The 
new  French  armored  cruiser  d'Entrecastaux  is  practically  complete.  She 
is  best  described  as  a  small  edition  of  the  Charlemagne — ^a  small  edition, 
that  is,  in  the  same  sense  as  our  Powerful  is  an  adaptation  of  the  Majestic 
type  to  a  cruiser  design.  The  most  noticeable  feature  of  the  d'Entrecas- 
taux  is  the  arrangement  of  the  funnels,  the  aftermost  of  the  three  being 
set  back  by  the  mainmast,  with  a  large  gap  between  it  and  the  second. 
The  tops  of  the  funnels  also  have,  for  a  warship,  a  somewhat  eccentric 
appearance,  being  much  like  those  of  railway  locomotives.  Some  Scandi- 
navian monitors  are  the  only  other  warships  in  existence  with  funnel  tops 
of  this  inverted  bell  shape,  but  in  the  case  of  the  monitors  they  are  still 
more  pronounced. — The  Engineer. 

[Japan.] 

ASAMA. 

On  Wednesday,  March  23rd,  there  was  launched  from  the  Elswick 
shipyard  a  first-class  armored  cruiser  for  Japan.  At  the  luncheon,  after 
the  launching  had  been  successfully  accomplished,  Sir  Andrew  Noble 
made  a  speech,  from  which  we  are  tempted  to  reproduce  the  following 
extracts,  as  they  explain  very  fully  the  characteristics  of  the  vessel  and 
her  armament: 

The  vessel,  he  said,  that  they  had  seen  launched  by  Madame  Arakawa 
was,  he  ventured  to  think,  a  remarkable  one.  Her  length  was  408  feet, 
her  breadth  67  feet,  her  mean  draught  24  feet  4^  inches,  and  her  displace- 
ment 9700  tons.  Her  machinery  was  of  the  twin-screw  triple-expansion 
type,  built  by  Messrs.  Humphry s  and  Tennant,  with  a  maximum  indi- 
cated horse-power  of  18,000,  while  her  armament  was  very  powerful,  he 
might  say  remarkably  so.  It  consisted  of  four  8-inch  breech-loading 
quick-firing  guns,  fourteen  6-inch  quick-firing  guns,  twelve  12-pounder 
quick-firing  guns,  seven  2^-pounder  quick-firing  guns,  and  five  torpedo 
tubes,  four  being  submerged,  the  latter  being  the  class  with  which,  as  he 
had  had  occasion  before  to  remark,  they  had  achieved  a  remarkable 
success.  But  if  he  came  to  the  Asama's  defensive  powers,  they  were 
nearly  as  remarkable.  She  had  at  her  water-line  a  belt  of  Harvey  steel 
7  inches  thick,  her  citadel  was  5  inches  thick,  whilst  her  barbettes  were 
6  inches  thick.  Her  conning  tower  was  14  inches  thick  and  her  case- 
mates were  6  inches  thick.  Her  protective  deck  was  2  inches  thick  from 
end  to  end.  Both  in  the  public  press  and  elsewhere  the  question  of 
cruisers  and  armaments  had  excited  much  attention  of  late,  and  so  many 
comments  had  been  made  that  he  felt  impelled  to  make  a  few  explanatory 
remarks  himself.  In  the  first  place,  as  he  had  said,  the  whole  of  her  armor 
was  Harveyed,  and  they  must  remember  that  Harveyed  steel  was  at  least 
equal  to  one  and  a  half  times  the  defensive  power  of  compound  armor. 
The  radius  of  action  of  the  Asama  was  about  10,000  knots  at  her  most 
economical  speed,  and  that  was  more  than  ample  radius  of  action  for  the 
duties  she  was  likely  to  be  called  upon  to  perform.    As  regards  her  armar 
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ment,  perhaps  the  most  convenient  way  of  expressing  the  Asama's  very 
great  power  was  by  comparing  her  with  the  armament  of  the  Powerful, 
which  was  one  of  the  fastest  cruisers  in  her  Majesty's  service.  The  main 
armament  of  the  Powerful  consisted  of  two  9.2-inch  breech-loading  guns, 
twelve  6-inch  quick-firing  guns,  fourteen  6-inch  quick-firing  guns,  and 
eighteen  12-pounders,  whilst  the  armament  of  the  Asama  amounted  to 
four  8-inch  quick-firing  guns,  fourteen  6-inch  quick-firing  guns,  and 
twelve  i2-pounder  guns.  But  they  would  observe  that  the  whole  broad- 
side of  the  Powerful  throws  only  a  weight  of  shot  at  a  single  broadside 
amounting  to  1472  pounds,  while  the  broadside  of  the  Asama  amounted 
to  no  less  than  1775  pounds.  They  would  remember  also  that  the  Pow- 
erful was  a  vessel  of,  he  thought,  14,500  tons  displacement,  whilst  the 
Asama  was  only  of  9700  tons  displacement,  and  her  maximum  speed  was 
21^  knots.  Turning  to  the  guns,  those  8-inch  guns  of  the  Asama  had  a 
maximum  muzzle  velocity  of  2560  feet  per  second;  but,  for  reasons  which 
he  should  come  to  presently,  it  was  not  desirable  that  that  high  velocity 
should  generally  be  used.  It  was  a  mistake  to  suppose  that  such  high 
velocities  were  new.  That  firm  had  turned  out  and  armed  many  ships 
with  guns  of  a  velocity  of  over  2500  feet  per  second.  Further,  they  made 
experiments  to  show  that  with  the  new  explosives  that  were  now  in  gen- 
eral use  elsewhere,  it  was  possible  to  get,  taking  the  6-inch  guns  as  an 
instance,  a  velocity  of  about  3000  feet  per  second.  But  it  would  be  in 
the  highest  degree  unwise  to  use  those  very  high  velocities,  except  for 
very  exceptional  occasions,  the  reason  being  that  the  erosion  was  so 
extremely  rapid  that  in  a  very  few  rounds  the  velocity  falls  off  enormously, 
to  the  extent  of  joo  feet  or  400  feet,  and  in  comparatively  few  more  rounds 
the  gun  becomes  unserviceable  and  requires  relining,  simply  because  the 
surface  of  the  bore  is  swept  away  by  the  heat  and  pressure  of  the  charge. 
It  was  also  a  mistake  to  suppose  that  it  was  a  novelty  to  fire  those  high 
velocity  quick-firing  guns  without  the  use  of  brass  cartridge  cases.  The 
Elswick  firm  had  turned  out  quick-firing  guns  of  all  sizes  for  some  years 
without  cartridge  cases.  But  the  point  was,  perhaps,  too  technical  to 
dwell  upon  there.  Both  cartridge  cases  and  guns  without  cartridge  cases 
had  their  defects  and  had  their  advantages.  With  very  high  velocities  it 
was,  perhaps,  preferable  to  dispense  with  the  cartridge  case,  but  that  was 
a  question  that  was  open  to  discussion. — The  Engineer. 

United  States  Built  Cruisers  for  Japan. 

Of  the  two  cruisers  being  built  in  the  United  States  for  Japan,  that 
under  construction  at  the  Union  Ironworks  of  San  Francisco.  Cal.,  and 
soon  to  be  launched,  is  typical.  She  is  a  substantial  duplication  of  the 
Buenos  Aires,  built  at  Elswick  in  1895  for  the  Argentine  Republic,  with 
some  modifications  in  armament,  and  may  be  said  to  be  a  development 
of  the  Yoshino.  The  general  features  and  principal  dimensions  are: 
Length  on  load  water-line,  405  feet  2  inches:  beam,  extreme,  49  feet; 
normal  draught,  17  feet  7.25  inches;  normal  displacement,  4760  tons; 
normal  coal  supply,  350  tons;  total  bunker  capacity,  1000  tons;  estimated 
maximum  indicated  horse-power,  15,000;  estimated  maximum  speed,  22.5 
knots;  complement,  405. 

The  ship  has  a  double  bottom  extending  from  bow  to  stem  and  reach- 
ing well  up  above  the  water-line.  There  are  something  like  fourteen 
main  water-tight  compartments,  and  numerous  minor  subdivisions.  There 
will  be  a  cofferdam  on  each  side  running  well  forward  and  aft,  but  it  is 
28 
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not  the  purpose  of  the  Japanese  to  fill  the  space  with  cellulose  at  present 
A  protective  deck,  reaching  from  side  to  side,  and  running  from  the  stem 
to  the  stern,  completely  covers  the  vitals.  On  the  fiat  portions  this  deck 
is  i^  inches  thick,  but  on  the  slopes  at  the  sides  it  is  increased  to  4^ 
inches.  All  woodwork  is  to  be  fireproofed  by  the  present  prevailing 
electrical  process.  The  ship  will  be  driven  by  twin  screws,  actuated  by 
two  sets  of  triple-expansion  engines  of  the  four-cylinder  type,  having 
cylinders  of  40  inches,  60  inches,  66  inches  and  66  inches  diameter  re- 
spectively, with  a  common  stroke  of  36  inches. 

Steam  will  be  supplied  by  eight  boilers,  four  double-ended  and  four 
single  ended,  having  a  total  grate  surface  of  792  square  feet,  and  a  total 
heating  surface  of  22,440  square  feet;  working  pressure  about  180  pounds. 
There  are  two  engine-rooms  and  four  fire-rooms,  the  latter  being  closed 
when  under  forced  draught  The  bunkers  are  so  arranged  that  the  coal 
comes  in  directly  on  the  fire-room  floor. 

The  principal  offensive  power  of  the  ship  is  centered  in  a  very  formid- 
able battery  of  quick-firing  rifles.  In  the  main  battery  there  are  two  8- 
inch  and  ten  4.7-inch  rapid-fire  rifles;  and  in  the  secondary  battery  there 
are  twelve  12-pounders  and  six  2^-pounders.  One  8-inch  gun  is  mounted 
on  the  forecastle  deck,  the  other  on  the  poop  deck,  and  each  has  a  com- 
manding arc  of  fire  of  270  deg.  The  gun  crews  are  protected  by  shields 
on  each  piece.  These  8-inch  guns  are  of  the  Armstrong  type,  and,  to- 
gether with  the  rest  of  the  batteries,  will  be  purchased  in  England  and 
placed  on  board  the  ship  when  she  reaches  Japan.  The  4.7-inch  guns 
are  mounted  in  sponsons  on  the  main  deck,  and  are  sheltered  by  shields 
and  the  3-inch  sponson  armor.  The  forward  gun  on  each  side  and  the 
after  gun  on  each  side  have  separately  an  arc  of  fire  of  130  deg.,  the  for- 
ward guns  being  able  to  fire  dead  ahead  and  the  after  guns  being  able 
to  fire  dead  astern.  The  rest  of  the  4.7-inch  rifles,  and  such  of  the  12- 
pounders  as  are  sandwiched  between  on  the  main  deck,  have  arcs  of  fire 
of  100  deg.  The  12-pounders  have  the  same  3-inch  sponson  armor  about 
them.  The  four  remaining  12-pounders  are  mounted  forward  and  aft  in 
sponsors  near  the  bow  and  stern.  The  2^-pounder8  are  placed  on  the 
hammock  berthing  and  up  in  the  military  tops.  The  8-inch  and  the  4.7- 
inch  rifles  will  be  supplied  with  ammunition  by  electrical  hoists,  whfle 
the  supplies  for  the  smaller  guns  will  be  raised  by  whips  from  the  maga- 
zines. A  torpedo  outfit  of  five  tubes  has  been  called  for,  two  on  each 
broadside  and  one  in  the  stem,  but  there  is  reason  to  believe  the  bow 
tube  will  be  removed.  The  value  of  such  tubes  has  long  been  known  to 
be  more  than  questionable. 

The  ship  will  be  lighted  by  electricity,  and  ventilated  by  natural  and 
artificial  means;  and  the  fittings,  so  far  as  consistent  with  the  Japanese 
regulations,  will  conform  to  the  best  American  practice.  The  contract 
price  is  reported  to  be  something  like  £205,000. — The  Engineer. 

[Russia.] 
Pereswiet. 

The  new  first-class  Russian  battle-ship  Pereswiet  was  launched  at  the 
Baltic  Works  on  the  Neva  in  the  presence  of  the  Czar  and  Czaritza  and 
a  large  concourse  of  distinguished  spectators,  including  the  members  of 
the  foreign  Diplomatic  Corps  and  many  foreign  officers.  The  keel  of 
the   Pereswiet  was  laid  down  in  November,  1895.    Her  chief 
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ments  are:  Length,  434H  i^^U  width  of  beam,  71}^  feet;  depth  below 
water-line,  26  feet;  and  displacement,  12,694  tons.  She  has  three  screws, 
and  will  be  fitted  with  three  vertical  engines  of  triple  expansion,  each 
calculated  to  develop  4800  indicated  horse-power,  with  jo  Belleville  boilers 
in  six  groups,  having  a  total  heating  surface  of  43,418  square  feet.  The 
turrets  for  lo-inch  guns  are  being  made  at  the  Nevsky  Works,  and  the 
carriages  for  the  smaller  artillery  at  the  Oboukhoff  Works. — Engineering. 

[Spain.] 

Pelayo. 

The  near  approach  of  war  has  naturally  caused  the  utmost  activity  in 
the  Spanish  Navy,  and  the  most  earnest  efforts  are  being  made  to  get 
every  available  vessel  into  commission  with  the  least  possible  delay.  The 
ironclad  Pelayo,  at  the  time  the  Cuban  question  reached  an  acute  stage, 
was  in  dock  at  Toulon,  where  she  was  being  refitted  with  a  new  boiler 
installation,  Niclausse  boilers  being  substituted  for  those  already  in  the 
ship.  In  such  a  crisis  no  attempt  could  be  made  to  carry  out  complete 
trials;  and  a  full-power  trip  was  the  most  that  could  be  done,  but  the 
conditions  under  which  it  was  made,  and  the  results  given  by  the  new 
boilers,  seem  sufficiently  remarkable  to  merit  notice. 

The  pipe  work  was  not  completed  till  the  evening  of  April  6,  and  up 
to  that  time  it  had  only  been  possible  to  raise  steam  in  two  out  of  the 
16  boilers.  Owing  to  the  want  of  steam  pipes  the  remaining  14  had  never 
even  had  a  fire  below  them.  There  was  no  time  to  try  them,  however, 
and  early  on  the  morning  of  April  7  the  Pelayo  sailed  with  all  her  boilers 
under  steam.  In  two  hours  after  leaving  she  attained  her  full  speed  of 
16  knots  with  natural  draught,  all  boilers  being  at  work,  and  she  main- 
tained this  speed  during  four  hours.  The  horse-power  developed  was 
8000.  The  boilers  throughout  worked  satisfactorily,  and  the  pressure  was 
maintained  with  ease,  although  the  stokers  were  exclusively  Spanish 
merchant  sailors,  mobilized  in  readiness  for  war,  who  for  the  most  part 
had  no  knowledge  of  boilers;  the  complement  also  was  very  incomplete. 

The  results  were  so  satisfactory  that  the  Spanish  commissioners  de- 
cided to  accept  the  machinery  at  once,  and  towards  four  o'clock  in  the 
afternoon  the  Pelayo  continued  her  voyage  to  Carthagena,  after  landing 
the  contractors'  representatives. 

The  Niclausse  boiler  is  in  use  on  several  other  Spanish  war  vessels, 
among  which  may  be  mentioned  the  cruiser  Cristobal  Colon,  of  14,000 
horse-power,  and  on  many  ships  of  the  French  and  other  navies.  The 
run  above  described  well  maintains  the  reputation  of  its  previous  per- 
formances, the  most  striking  of  which  was  the  recent  test  of  the  French 
cruiser  Friant,  under  what  were  intended  to  be  actual  service  conditions. 
It  will  doubtless  be  remembered  that  she  was  suddenly  ordered  to  leave 
Quiberon,  run  to  Cape  Finisterre  at  17  knots,  then  cruise  in  the  Atlantic 
for  six  days  and  nights  at  16  knots,  watching  for  an  imaginary  enemy, 
and  finally  return  to  Quiberon  at  17  knots.  This  she  successfully  accomp- 
lished without  any  special  preparation.  The  present  performance  is, 
perhaps,  even  more  remarkable,  seeing  that  only  two  of  the  boilers  had 
been  under  steam  before;  and  it  speaks  well  for  the  quality  of  material 
and  accuracy  of  workmanship  employed,  that  the  whole  16  worked  with- 
out hitch  at  full  load  from  the  moment  of  first  lighting  the  fires  under 
them;  while  the  ease  with  which  the  pressure  was  maintained,  in  spite  of 
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the  utter  inexperience  of  the  stokers,  is  conclusive  evidence  of  the  steam- 
ing powers  of  these  boilers. 

The  following  is  a  brief  description  of  the  boiler  installation  on  the 
Pelayo,  with  leading  particulars  and  dimensions:  There  are  i6  boilers  in 
all,  divided  into  four  similar  groups,  two  forward  and  two  aft.  The  two 
forward  groups  are  separated  from  each  other  by  longitudinal  water- 
tight bulkheads;  and  the  after  groups  are  divided  in  the  same  way.  Each 
group  thus  consists  of  four  boilers,  which  are  arranged  in  pairs;  the  two 
pairs  are  placed  back  to  back  with  no  space  between,  and  the  fronts  run 
athwartship.  This  arrangement,  which  is  only  possible  with  boilers  per- 
mitting all  operations,  whether  of  working  or  overhauling,  to  be  per- 
formed from  the  front,  is  very  economical  of  space. 

It  will  be  seen  from  the  above  that  each  group  has  two  stokeholds, 
each  stokehold  serving  for  two  boilers.  These  stokeholds  are  very  large, 
because  the  length  of  the  Niclausse  boilers  is  much  less  than  that  of  the 
old  cylindrical  boilers.  Thus  the  forward  and  after  stokeholds  of  the  two 
after  groups  are  20  feet  and  8  feet  8  inches  wide  respectively,  and  are  of 
the  full  half- width  of  the  ship;  there  is  a  passage  from  the  forward  to 
the  aft  stokehold  in  each  group  2  feet  2  inches  wide  between  the  boilers 
and  the  side.  The  forward  and  after  stokeholds  of  the  two  forward 
groups  are  20  feet  9  inches  and  8  feet  wide  respectively.  It  is  evident 
that  a  portion  of  these  spaces  is  available  as  auxiliary  store-rooms,  etc, 
since  a  width  of  7  feet  10  inches  is  sufficient  for  the  withdrawal  of  the 
tubes  and  other  operations.  There  are  two  funnels,  one  for  each  pair  of 
grroups.  Each  boiler  consists  of  15  headers,  each  containing  18  tubes. 
The  tubes  are  of  steel,  all  lap-welded,  except  those  of  the  lower  rows, 
which  are  weldless;  their  external  diameter  is  3.2  inches,  and  their  thick- 
ness .137  inch;  they  slope  to  the  rear  at  an  inclination  of  i  in  10,  and 
are  fixed  in  the  headers  by  metallic-coned  joints,  like  all  boilers  of  the 
Niclausse  manufacture. 

The  steam  and  water  drums  are  9  feet  long  and  2  feet  8  inches  in  dia- 
meter, and  the  headers  are  attached  to  them  by  the  ordinary  double  cone 
joints.  On  the  top  of  each  drum  is  a  small  steam  drum  11^  inches  high 
in  which  is  the  intake  of  the  steam  pipe.  The  other  end  of  this  pipe  is 
connected  to  the  steam  outlet  on  the  drum  which  supplies  the  steam  pipes 
both  for  the  main  engines  and  the  auxiliary  machinery.  Within  the 
drums  are  placed  the  mud  catchers,  the  guide  pipes  for  the  descent  of 
water  into,  and  ascent  of  steam  from  such  header,  two  feed  pipes,  and  the 
cock  to  which  the  steam  jet  used  in  cleaning  the  outside  of  the  tubes  is 
connected  to  the  outside  of  the  drums  are  the  safety  valves,  the  "  Soupape 
avertisseuse,"  water-gauge  fittings,  pressure  gauge,  two  feed  valves— one 
to  the  pump  on  the  main  engine,  the  other  to  the  auxiliary  pumps —  a 
blow-off  cock,  a  ''  robinet  de  plein,''  and  an  automatic  feed  regulator. 
The  bottoms  of  the  headers  of  each  boiler  are  connected  by  a  pipe  with 
a  blow-off  cock  discharging  into  the  main  blow-off.  Each  boiler  has 
three  fire  doors,  three  ashpit  doors  and  two  main  doors  in  the  front  of 
the  headers.  For  the  safety  of  the  stokers,  in  case  of  a  tube  bursting, 
the  fire  and  ashpit  doors  open  inwards,  and  consequently  close  automatic- 
ally under  internal  pressure;  the  fire  doors  are  also  balanced. 

The  following  are  the  principal  particulars  and  dimensions  of  the 
installation:  Number  of  boilers,  16;  number  of  furnaces  per  boiler, 
I,  total  16;  number  of  heaters  per  boiler,  15,  total  240;  number  of 
outer  tubes  per  boiler,  270,  total  4320;  number  of  inner  tubes  per 
boiler,    270,    total    4320;    diameter    of    outer    tubes,    3.22    inches;    dia- 
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meter  of  inner  tubes,  1.57  inches;  length  of  onter  tubes,  7  feet  i 
inch;  length  of  inner  tubes,  6  feet  11  inches;  grate  area  per  boiler, 
53.25  square  feet,  total  852  square  feet;  heating  surface  per  boiler,  1760 
square  feet,  total  28,160  square  feet;  heating  surface  -*  grate  area  =  32:1; 
floor  space  occupied  per  boiler,  76.25  square  feet,  total  1220  square  feet; 
grate  area  per  square  foot  floor  space,  .7  square  foot;  heating  surface  per 
square  foot  floor  space,  23  square  feet;  horse-power,  85;  water  space  per 
boiler,  120  cubic  feet,  total  1920  cubic  feet;  steam  space  per  boiler,  25.4 
cubic  feet,  total  4064  cubic  feet;  number  of  fire  doors  per  boiler,  3,  total 
48;  number  of  ashpit  doors  per  boiler,  3,  total  48;  number  of  funnels,  2; 
pressure,  170  pounds  per  square  inch;  weight  of  boilers,  including  frame- 
work, setting,  valves  and  cocks,  tubes  and  headers  and  drums,  255  tons; 
weight  per  square  foot  of  heating  surface,  20  pounds;  weight  per  square 
foot  of  grate  area,  620  pounds;  weight  of  boilers  as  above,  including 
water  and  all  accessories,  345  tons;  weight  per  square  foot  of  heating 
surface,  27.4  pounds;  weight  per  square  foot  of  grate  area,  900  pounds. 
The  foregoing  particulars  possess  a  special  interest  at  the  present  time, 
when  the  Pelayo  will  unfortunately  be  employed  on  active  service. — 
Engineering. 

Spain's  Armored  Cruisers. 

The  admission  of  vessels  into  the  category  of  armored  cruisers  is 
governed  so  much  by  individual  fancy  that  the  term  is  in  many  cases 
very  misleading.  It  might  well  be  divided  into  at  least  three  subheads,  or 
else  abolished  altogether,  for  at  present  variations  are  so  great  that  com- 
parisons between  ships  designated  as  *'  armored  cruisers  "  are  well  nigh 
impossible.  There  are  cruisers,  all  called  ''  armored,"  without  any  other 
distinction:  (i)  With  armor  on  both  guns  and  belt;  (2)  with  armor  on 
belt  only;  (3)  with  armor  on  the  guns  only.  To  the  latter  class  the 
Spanish  cruiser  Carlos  V  belongs,  but  as  a  genera) — and  quite  unreason- 
able— rule  ships  with  armor  for  the  guns  only,  like  our  Powerful,  are 
classed  as  first-class  protected  cruisers,  while  a  thin  3-inch  belt  will  dig- 
nify them  with  the  title  of  armored  cruiser.  If  we  compare  the  majority 
of  Spanish  cruisers,  the  Vizcaya  and  Infanta  Maria  Teresa  class  with  their 
battle-ship  Pelayo,  we  see  that  the  sole  difference  between  them  is  that 
where  the  Pelayo  has  a  belt  all  around  her  the  Vizcayas  have  a  partial 
belt  for  three-quarters  of  their  length  and  bulkheads.  The  Pelayo  has, 
of  course,  four  big  guns  against  their  two,  but  then  she  is  the  bigger  ship. 

In  both  cases  the  guns  are  identically  protected,  a  narrow  barbette, 
with  nothing  below  save  an  armored  hoist.  In  each  case  a  thin  shield 
covers  the  gun  breech — a  foolish  thing  probably,  since  it  is  just  suffi- 
ciently thick  to  burst  a  shell  and  far  too  thin  to  keep  anything  out.  Be- 
fore Yalu  the  Chinese  removed  these  shields  from  their  battle-ships,  and 
there  was  probably  wisdom  in  so  doing,  though  we  must  bear  in  mind 
that  the  Japanese  have  since  replaced  them  in  the  Chin  Yen.  Probably, 
however,  the  new  shields  are  of  tougher  armor,  but  on  that  no  details 
are  ax'ailable. 

We  find,  therefore,  that  to  all  intents  and  purposes  the  Spanish  Vizcajra 
class  are  battle-ships  of  the  second  class,  slightly  armored,  it  is  true,  yet 
with  more  armor  than  the  Italian  Lepanto  carries,  since  that  **  ironclad  " 
has  no  belt  at  all.  A  vessel  which — save  that  she  has  a  2-inch  armor  over 
the  quick-fire  guns — is  identical  to  the  Italian  Lepanto  in  the  arrangement 
of  armor  is  the  Carlos  V.  She  has  no  beh,  but  a  very  thick  deck— 6-inch 
—her  big  guns  in  fore  and  aft  barbettes  alone  are  armored.    The  arrange- 
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ment  of  guns  is,  of  course,  quite  different  to  the  Lepanto's,  but  the  "  idea  " 
in  both  ships  is  similar.  This  idea  is  that  a  belt  of  coal  and  cellulose, 
with  a  thick  deck  below  it,  is  quite  equal  to  a  heavy  belt  of  armor.  So 
far  as  protecting  the  engines  goes  this  is  true;  and  it  may  prove  true  in 
other  ways.  At  the  best,  a  belt  is  only  a  strip,  liable  to  penetration  above 
and  below  in  a  seaway. 

The  Cristobal  Colon  could,  and  no  doubt  will,  "  lie  in  the  line  "  if  there 
is  a  naval  action;  she  is  proof  against  every  sort  of  shell.  Except  her 
and  the  Pedro  d'Aragon,  now  building,  which  carry  lo-inch  guns,  all  the 
Spanish  armored  cruisers  carry  a  couple  of  ii-inch  guns,  very  good 
pieces,  able  to  penetrate  all  the  armor  on  the  American  battle-ships'  guns. 

The  American  armored  cruisers  are  quite  different;  they  arc  really 
armored  cruisers.  Their  belts,  instead  of  being  12-inch  steel  as  in  the 
Vizcayas,  are  of  3-inch  steel  only;  their  big  guns  are  only  of  8-inch  calibre. 
Now,  an  8-inch  projectile  is  quite  useless  against  the  belts  of  the  Vizcayas, 
or  against  their  barbettes,  and  in  engaging  such  ships  shell  fire  alone 
could  be  depended  on  to  do  anything.  Of  course  shell  fire  is  the  staple 
attack,  but  the  Brooklyn  and  New  York  can  do  nothing  against  the 
Spaniards  with  their  comparatively  feeble  8-inch  shell  that  the  Spaniards 
cannot  do  against  them  with  a  far  more  powerful  gun.  It  is  rank  heresy 
maybe,  but  we  cannot  but  hold  that  there  is  a  tendency  to  unduly  glorify 
the  small  quick-fire  gun  or  the  medium-sized  8-inch.  The  chances  of 
hitting  are,  of  course,  greater  with  the  smaller  weapon,  both  from  its 
extra  rapidity  and  its  extra  numerical  quantity;  but  when  the  big  shot  does 
hit  its  effect  will  be,  of  course,  far  greater.  However,  the  nUtier  of  the 
Spanish  and  American  armored  cruisers  is  quite  different,  and  it  is  profit- 
less to  compare  them.  Spain's  force  is  really  a  number  of  second-class 
battle-ships — known  as  "  armored  cruisers " — and  these  will  be  pitted 
against  a  much  smaller  number  of  first-class  American  battle-ships.  The 
"  many  eggs  in  one  basket "  is,  when  all  things  are  considered,  the  best 
for  battle-ships.  America  therefore,  apart  from  other  considerations, 
should  win.  It  is  not  very  safe  to  prophesy  anything,  but  the  probabilities 
are  either  a  "  walk  over  "  for  one  side  or  else  an  absolutely  indecisive 
but  sanguinary  result.  There  is  not  likely  to  be  a  mean  between  these 
extremes. 

The  other  principal  data  with  regard  to  the  vessels  referred  to  above  are 
as  follows:  The  Vizcaya  is  an  armored  cruiser,  launched  at  Bilbao  in  1891, 
carrying  two  ii-inch  guns  in  two  barbettes,  and  ten  5.5-inch  guns,  be- 
sides smaller  weapons.  Her  displacement  is  7000  tons,  her  length  340 
feet,  breadth  65  feet,  and  maximum  draught  21  feet  6  inches.  She  is  pro- 
pelled by  twin  screws,  her  engines  developing  13,000  horse-power.  Her 
normal  coal  supply  is  large,  namely,  1200  tons,  sufficient  to  take  her 
nearly  10,000  miles  at  10  knots.  Her  maximum  speed  is  21  knots.  With 
the  exception  of  the  Pelayo,  she  and  the  vessels  of  the  same  class  are  the 
most  heavily  armored  in  the  Spanish  navy.  They  have  belt  armor  la 
inches  thick,  extending  from  bow  to  stem,  but  tapering  ofif  at  the  extremi- 
ties; their  big  guns  arc  protected  by  10^  inches  of  armor,  and  the  deck 
plating  is  3  inches  thick.  The  Infanta  Maria  Teresa,  also  built  at  the 
same  time  and  in  the  same  yard,  develops  rather  more  power,  but  is 
armed  and  protected  in  the  same  way,  and  is  of  the  same  dimensions. 
Both  ships  have  six  torpedo  tubes.  The  Almirante  Oquendo,  Cataluna, 
Cardenal  Cisneros,  and  Princessa  de  Asturias  are  all  very  nearly  the  same 
in  dimensions,  and  all  carry  the  same  guns  and  armor,  so  that  these  six 
ships  form  a  valuable  squadron,  and  as  the  slowest  of  them  can  steam 
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20  knots,  they  ought,  if  combined,  be  able  to  fi^ve  very  good  account  of 
themselves. 

The  Cristobal  Colon,  originally  Giuseppe  Garibaldi  II,  is  of  rather 
less  displacement^^840  tons — and  indicates  14,000  horse-power,  but  makes 
only  the  same  speed  as  the  Vizcaya  class.  Her  main  armament  consists 
of  two  lo-inch  guns  and  ten  6-inch,  and  six  4.7-inch  and  four  torpedo 
tubes,  so  that  she  is  powerful  in  this  respect.  She  is  protected  by  a  6- 
inch  belt  of  Harveyed  steel,  and  her  guns  are  similarly  provided.  Her 
deck  plating  is  i^  inches  thick.  Her  normal  coal  supply  is  1000  tons. 
She  was  launched  at  Sestri  Ponente  in  1896. — The  Engineer, 

[United  States.] 

Kearsarge  and  Kentucry. 

The  U.  S.  battle-ships  Kearsarge  and  Kentucky  were  successfully 
launched  from  the  yards  of  the  Newport  News  Shipbuilding  Company  on 
March  24.  The  Kearsarge  was  christened  with  a  bottle  of  champagne, 
the  Kentucky  with  water  from  a  cut-glass  bottle,  but  several  enthusiastic 
Kentuckians  hurled  some  bottles  of  good  old  whiskey  against  the  sides 
of  the  Kentucky  at  the  same  time.  The  following  are  some  of  the  prin- 
cipal facts  concerning  the  ships:  Each  of  the  vessels  is  585  feet  long,  72 
feet  2.5  inches  beam,  14  feet  3  inches  freeboard  forward,  and  12  feet  3 
inches  freeboard  aft.  Their  draught,  with  410  tons  of  coal  on  board,  is 
23J'2  feet;  their  displacement  is  11,525  tons.  In  their  turrets  they  will 
each  have  four  13-inch  and  four  8-inch  guns.  There  will  be  four  torpedo 
tubes,  two  on  either  broadside.  The  armor  will  be  of  solid  nickel  steel, 
Harvey ized.  The  lower  part  of  protection  will  have  armor  15  inches  in 
thickness.  The  armor  of  the  turrets  will  also  be  15  inches,  except  imme- 
diately in  front,  where  it  will  be  made  17  inches.  In  addition  to  these 
heavy  guns  a  battery  of  fourteen  5-inch  rapid-fire  guns,  a  numerous  bat- 
tery of  smaller  6-pounder  and  i-pounder  guns  will  be  carried,  such  guns 
being  placed  wherever  they  can  fire  to  advantage.  The  protection  of  the 
hull  to  the  water-line  region  will  be  effected  by  means  of  a  side  armor 
belt  of  a  maximum  thickness  of  1654  inches,  with  a  mean  depth  of  75^  feet, 
so  disposed  in  reference  to  the  load  line  that  the  vessel  with  410  tons  of 
coal  on  board  will  have  35^^  feet  of  this  belt  armor  above  the  water,  and 
with  1210  tons  of  coal  on  board  will  have  2  feet  above  the  load  line.  The 
belt  will  extend  from  the  stem  to  the  after  barbette,  and  will  maintain 
the  maximum  thickness  from  the  after  end  of  the  belt  to  the  forward 
boiler-room  bulkhead,  whence  it  will  taper  gradually  to  a  thickness  of 
4  inches  at  the  bow.  The  conning  tower  will  have  armor  10  inches 
thick,  with  a  tube  7  inches  in  thickness  leading  down  to  the  armor  deck 
for  the  protection  of  the  voice  pipes,  telegraph,  steering  rods,  etc.  The 
vessels  will  be  driven  by  triple-expansion  engines  actuating  twin  screws, 
the  engines  having  a  collective  horse-power  of  10,000  when  making  about 
120  revolutions  a  minute.  Five  boilers,  three  double-ended  and  two 
single-ended,  in  four  water-tight  compartments,  will  generate  the  neces- 
sary steam  at  a  pressure  of  180  pounds  to  the  square  inch.  The  vessels 
will  carry  a  supply  of  coal  of  1 210  tons. — Engineering. 

Alabama. 

The  United  States  battle-ship  Alabama,  the  first  to  take  the  water  of 
the  three  new  vessels  of  her  type,  was  successfully  launched  at  noon  on 


420  PROFESSIONAL   NOTES. 

Wednesday,  May  i8,  from  the  yard  of  the  William  Cramp  &  Sons  Shif^ 
building  Company,  Philadelphia.  The  naming  ceremony  was  performed 
by  Miss  Morgan,  daughter  of  the  senior  Senator  from  Alabama.  The 
building  of  the  Alabama,  as  of  that  of  her  sister  vessels,  the  Illinois  and 
the  Wisconsin,  has  been  delayed  over  a  year  by  the  failure  of  the  last 
Congress  to  make  provision  for  the  supply  of  their  armor  plate.  Other- 
wise the  battle-ship  would  now  have  been  fitting  out  for  service  instead 
of  being  launched. 

The  general  dimensions  of  the  Alabama  are  as  follows:  Length  over  all, 
374  feet;  breadth,  ^2  feet;  freeboard  forward,  20  feet;  freeboard  abaft  the 
after  turret,  13  feet  3  inches;  draft,  23  feet  6  inches;  displacement,  11,525 
tons.  The  guaranteed  speed  is  to  be  16  knots  and  the  estimated  horse- 
power 10,000.  The  main  battery  consists  of  four  13-inch  guns  in  two 
turrets  and  fourteen  6-inch  rapid-fire  guns,  of  which  ten  are  mounted  on 
the  gun  deck — eight  in  broadsides  between  the  turrets  and  two  forward 
of  the  fore  turret,  to  fire  straight  ahead — and  four  are  mounted  in  a  small 
redoubt  on  the  casemate  deck,  two  on  each  side.  The  secondary  battery 
embraces  seventeen  6-pounder  rapid-fire  guns,  six  i-pounder  rapid-fire 
guns  and  four  gatlings. 

The  armor,  armament  and  speed  of  the  Alabama,  with  a  displacement 
of  11,525  tons,  compare  favorably  with  that  of  the  latest  type  of  battle- 
ships built  abroad  with  a  displacement  of  15,000  tons.  The  maximum 
thickness  of  armor  on  the  water-line  is  i6j^  inches,  tapering  to  9}4 
inches  at  the  bottom  of  the  belt.  The  casemate  armor  is  5^  inches  thick 
and  the  superstructure  armor  is  of  the  same  thickness.  The  armor  of 
the  13-inch  gun  turrets  is  15  inches  thick,  except  the  port  hole  plate, 
which  is  17  inches.  The  armor  of  the  barbettes  on  which  the  turrets 
rest  is  15  inches  thick.  The  thickness  of  the  protective  deck  armor  on 
the  flat  over  the  citadel  amidships  and  also  forward  and  aft  is  2^  inches, 
and  the  thickness  of  the  slopes  forward  and  aft  of  the  amidship  citadel 
is  4  inches.  The  conning  tower  is  cylindrical  and  18  inches  thick.  The 
total  weight  of  armor  and  bolts  is  2720  tons  and  the  protective  deck 
armor  593  tons.  The  weight  of  armament  with  normal  supply  of  am- 
munition, which  is  two-thirds  of  the  full  war  supply,  is  864  tons.  The 
two  engines  of  the  Alabama  will  be  of  the  vertical  three-cylinder  type, 
operating  twin  screws.  She  will  be  equipped  with  eight  single  ended 
boilers,  placed  athwartships. — Iron  Age. 

U.  S.  S.  New  Orleans  (Amazonas) 

The  United  States  Government  have  been  buying  or  trying  to  purchase 
ships  of  war  in  various  directions,  and  with  varied  success.  The  Brazilian 
Government  have  sold  two,  probably  at  a  considerable  profit,  namely,  the 
Amazonas  and  her  sister  the  Almirante  Barroso.  The  former  has  been 
lying  off  Gravesend  all  the  week. 

The  Amazonas  was  built  at  Elswick,  and  is  a  very  fine  vessel.  She 
has  a  displacement  of  3600  tons,  is  330  feet  long,  43  feet  9  inches  beam; 
her  mean  draught  is  16  feet  10  inches,  her  horse-power  7000;  she  carries 
for  her  size  a  tremendous  armament,  including  six  6-inch  quick-firers, 
four  4.7-inch  quick-firers,  ten  6-pounders,  four  Maxims. 

A  3-inch  protective  deck  extends  from  stem  to  stern,  and  additional 
protection  to  the  machinery  and  boilers  is  afforded  by  the  reserve  longi- 
tudinal bunkers,  which  carry  coal  to  a  height  of  about  6  feet  above  the 
water-line.     The   Amazonas  attained   a  speed   of  20  knots  with   naturml 
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draught,  and  21.05  knots  with  forced  draught.  The  gun  positions  are 
protected  by  45^-inch  armor.  A  very  powerful  fore-and-aft  fire  can  be 
obtained,  as  two  of  the  6-inch  guns  are  in  shields  on  the  poop  and  fore- 
castle, and  the  other  four  are  sponsoned  out,  two  forward  and  two  aft. 
The  4.7-inch  guns  are  carried  in  recessed  ports,  so  as  to  be  clear  of  the 
fire  of  the  larger  pieces.  The  ammunition  is  supplied  through  hoists 
worked  by  electric  motors. — The  Engineer. 

Features  of  the  New  Battleships- 

Secretary  Long  has  just  published  a  circular  which  defines  the  char- 
acteristics of  the  three  seagoing  coastline  battle-ships  authorized  by  the 
new  naval  appropriation  law.  It  is  proposed  that  the  new  ships  shall 
have  a  load  water-line  of  368  feet;  the  breadth  at  water-line  will  be  72 
feet;  and  the  mean  draught  at  the  normal  displacement  235^  feet;  the 
normal  displacement  is  to  be  11,500  tons  and  the  total  coal  capacity  1200 
tons.  The  hull  is  to  be  of  steel,  with  a  double  bottom,  and  is  to  be 
subdivided  by  watertight  compartments.  The  hull  at  the  water-line  is  to 
be  protected  by  an  armor  belt  of  a  maximum  thickness  of  not  less  than 
i6j^  inches  and  a  mean  depth  of  7  feet  6  inches.  This  belt  is  to  extend 
at  least  from  the  stem  to  the  after  barbette  and  to  maintain  the  maximum 
thickness  through  the  engine  and  boiler  spaces.  From  the  boiler  space 
forward  it  may  be  tapered  to  a  uniform  thickness  of  4  inches.  The  trans- 
verse armor  just  forward  of  the  boiler  space  and  at  the  after  end  of  the 
belt  will  not  be  less  than  12  inches  in  thickness.  Throughout  the  length 
of  the  vessel  a  protective  deck  is  to  extend.  Where  this  deck  is  worked 
fiat  the  total  thickness  will  not  be  less  than  2}i  inches,  and  where  worked 
with  inclined  sides  the  slope  will  be  3  inches  in  thickness  forward  and 
5  inches  in  thickness  aft.  A  cellulose  belt  is  to  be  fitted  along  the  sides 
for  the  whole  length  of  the  ship.  The  barbettes  for  the  13-inch  guns  will 
have  armor  15  inches  thick,  except  in  the  rear,  where  it  will  be  reduced 
to  10  inches.  The  turret  armor  is  to  be  14  inches  throughout  The 
ship's  sides,  from  the  armor  belt  to  the  main  deck,  will  be  protected  by 
not  less  than  5^  inches  of  steel  armor  from  barbette  to  barbette.  Coal 
is  to  be  carried  back  of  a  portion  of  this  5^-inch  casing  armor. 

In  a  suitable  position  will  be  a  conning  tower  of  not  less  than  10  inches 
in  thickness,  having  an  armored  communication  tube  7  inches  in  thick- 
ness. Four  13-inch  guns  will  be  mounted  in  two  heavy  barbette  turrets 
on  the  midship  line,  one  forward  and  one  aft.  There  will  be  ten  6-inch 
rapid-fire  guns  in  broadside  on  the  main  deck,  four  on  the  upper  deck 
within  the  superstructure,  and  a  secondary  battery  of  twenty-four  rapid- 
fire  and  machine  guns.  The  6-inch  g^ns  on  the  upper  deck  will  be  pro- 
tected by  5j/2-inch  armor.  There  will  be  two  submerged  torpedo  tubes. 
The  torpedo  compartment  will  be  fitted  up  for  the  storage  of  eight  17- 
foot  torpedoes  and  appliances  and  means  for  operating  and  handling  the 
same. 

The  vessels  will  be  driven  by  twin  screws.  The  engines  will  be  of  the 
vertical  triple-expansion  four-cylinder  type,  two  in  number,  one  on  each 
shaft,  and  they  will  be  placed  in  separate  watertight  compartments.  The 
eight  boilers  are  to  be  cylindrical  and  single  ended.  They  are  to  be 
placed  in  four  separate  watertight  compartments,  and  will  work  at  a 
pressure  of  210  pounds.  If  on  trial  the  average  speed  shall  equal  or 
exceed  the  speed  at  sea  of  16  knots  an  hour  for  four  consecutive  hours, 
the  vessel  will  be  accepted  as  far  as  the  speed  is  concerned.    If  the  speed 
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falls  below  i6  knots  and  exceeds  15  knots  an  hour,  the  vessel  will  be 
accepted  at  a  reduced  price,  the  reduction  being  at  the  rate  of  $25,000  per 
quarter-knot,  if  the  deficiency  of  the  speed  lies  between  16  knots  and  I5J4 
knots,  and  at  the  rate  of  $50,000  per  quarter  knot  between  15^  knots 
and  15  knots.  If  the  speed  falls  below  15  knots  an  hour  the  vessel  will 
be  rejected  or  accepted  at  a  reduced  price.  No  sail  will  be  carried,  but 
two  military  masts  are  to  be  fitted  with  fighting  tops. — Scientific  American, 

The  Destroyers  and  Torpedo  Boats. 

The  Naval  Construction  Board  has  prepared  the  specifications  of  the 
proposed  destroyers  and  torpedo-boats  to  be  built  in  accordance  with  the 
authority  conferred  by  the  naval  appropriation  act.  Twenty-eight  boats — 
16  torpedo-boat  destroyers  and  12  torpedo-boats — ^will  be  built  and  bids 
will  be  invited  on  the  basis  that  the  destroyers  shall  be  of  not  less  than 
400  tons  nor  more  than  435  tons  displacement,  capable  of  making  a 
speed  of  not  less  than  30  knots  an  hour,  and  that  the  torpedo-boats  shall 
not  be  less  than  150  nor  more  than  170  tons  displacement,  capable  of 
making  a  speed  of  not  less  than  26  knots  an  hour.  One  of  the  most 
important  requisites  of  the  proposed  vessels  is  that  the  destroyers  shall 
be  able  to  make  a  high  speed  in  a  heavy  seaway  and  torpedo-boats  a 
high  speed  in  a  moderate  seaway.  The  disablement  of  the  boats  is 
guarded  against  by  a  provision  that  the  engines  and  boilers  shall  be  in 
separate  compartments.  The  destroyers  are  to  have  a  minimum  coal 
capacity  of  100  tons,  which  will  give  them  a  steaming  radius  of  5000  miles. 
The  torpedo-boats  will  have  a  coal  capacity  of  40  tons,  and  their  steaming 
radius  will  be  about  that  now  possessed  by  the  torpedo-boat  Porter, 
which  is  with  the  division  of  the  North  Atlantic  Squadron  near  Porto 
Rico. 

The  torpedo-boats  are  to  be  supplied  with  an  tmusually  formidable 
armament.  They  are  to  be  equipped  with  3-pounder  semi-automatic 
rapid-firing  guns  and  three  torpedo  tubes,  while  the  destroyers  will  be 
given  batteries  including  two  12-pounder  and  five  6-pounder  semi-auto- 
matic rapid-fire  guns  and  two  torpedo  tubes.  The  total  cost  of  each 
destroyer  is  fixed  at  $295,000  and  of  each  torpedo-boat  at  $170,000.  A 
balance  of  $140,000  will  remain  from  the  appropriation  to  meet  minor 
expenses  incident  to  the  preparation  of  plans  and  other  details  for  the 
proposed  vessels.  The  contracts  will  provide  penalties  for  each  quarter- 
knot  below  the  contract  requirement  and  for  every  day's  delay  beyond 
the  time  limit  to  be  fixed.  It  is  proposed  that  the  destroyers  shall  be 
furnished  to  the  Government  within  18  months  and  the  torpedo-boats 
within  12  months. — Iron  Age. 

New    Monitors. 

Plans  are  being  rapidly  pushed  by  the  board  for  the  monitors  whose 
construction  is  authorized  by  the  naval  appropriation  act.  The  designing 
of  these  vessels  is  proceeding  under  the  direction  of  Chief  Naval  Con- 
structor Hichbom.  On  account  of  the  small  appropriation  made  by 
Congress  for  each  of  these  vessels — $1,250,000— it  has  been  determined  to 
limit  their  size  to  2500  tons  displacement,  and  to  supply  each  ship  with  a 
single  turret  to  be  placed  in  the  forward  part  of  the  vessel.  It  has  not 
been  definitely  decided  whether  to  equip  them  with  two  12-inch  or  two 
lo-inch  breech-loading  rifles.     The  superstructure  of  the  vessels  will 
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tend  from  the  turret  nearly  to  the  stem,  and  rapid-fire  guns  will  be  placed 
on  this  to  be  directed  against  torpedo-boats  that  may  attempt  to  attack 
the  ships.  The  turret  will  be  so  arranged  that  the  guns  can  be  trained 
over  an  arc  of  at  least  joo  degrees,  so  that  they  can  be  fired  in  almost  any 
direction  except  dead  astern.  These  vessels  will  not  be  as  efficient  as 
the  double-turreted  monitors,  but  they  will  be  very  effective  harbor  de- 
fenders, and  the  Department  proposes  to  make  them  as  powerful  as  pos- 
sible with  the  money  granted  by  Congress.  They  will  probably  require 
two  years  to  build. — Iron  Age. 

Holland  Submarine  Torpedo  Boat. 

It  is  reported  that  this  boat  recently  made  a  run  of  one  and  a  half  miles 
under  water,  remaining  under  the  surface  for  twelve  minutes.  This  is 
the  longest  run  under  water  which  the  boat  has  yet  made,  and  it  is 
stated  that  she  behaved  herself  very  satisfactorily  in  every  respect.  A 
few  of  the  leading  particulars  of  this  vessel  will  be  of  interest.  She  is 
55  feet  long,  10  feet  3  inches  in  diameter,  and  of  75  tons  displacement 
The  steel  hull  is  cigar-shaped,  and  the  boat  is  propelled  by  a  single  pro- 
peller. The  motive  power  equipment  consists  of  a  50  horse-power  gaso- 
line engine  and  d3mamo,  the  latter  being  directly  coupled  through  a 
clutch  at  each  end  of  its  shaft  to  the  propeller  shaft  and  to  the  gas  engine 
respectively.  A  storage  battery  of  60  special  type  chloride  accumulators 
is  installed,  the  total  weight  of  the  battery  being  45,000  pounds.  The 
cells  are  constructed  of  steel,  lined  both  inside  and  out  with  lead,  and  are 
stated  to  be  capable  of  discharging  at  joo  amperes  for  six  hours  or  at 
1000  amperes  for  half  an  hour.  The  arrangement  of  gearing  permits  of 
the  propeller  being  run  by  the  engine  or  of  the  cells  being  charged,  ex- 
cept, of  course,  when  the  boat  is  submerged,  when  the  motive  power  is 
supplied  from  the  cells  to  the  dynamo  as  a  motor.  Enough  fuel  is  carried 
in  the  cellular  bottom  to  propel  the  boat  on  the  surface  for  1000  miles 
at  eight  knots.  The  dynamo  is  a  50  nominal  horse-power  machine, 
weighing  3500  pounds;  the  armature  speed  is  800  revolutions  per  minute; 
there  are  two  commutators  and  a  double- wound  armature;  an  overload  to 
150  horse-power  is  possible  without  detriment.  The  normal  speed  of  the 
Holland  is  nine  knots,  at  an  expenditure  of  50  horse-power.  A  10  horse- 
power motor  with  a  7  horse-power  Ingersoll  air  compressor  is  installed 
for  supplying  air  at  2500  pounds  pressure  to  the  reservoirs.  The  com- 
pressed air  is  used  to  propel  the  torpedoes,  emptying  the  water  ballast 
tanks,  steering  and  for  supplying  respiration.  A  ^  horse-power  motor 
is  used  to  force  the  foul  air  into  the  water  when  the  craft  is  submerged, 
and  another  of  the  same  capacity  to  ventilate  the  battery  when  charging. 
The  boat  is  caused  to  sink  by  an  alteration  of  the  pitch  of  horizontal 
diving  rudders.  When  above  the  surface  the  craft  is  steered  by  observa- 
tion through  the  port  holes  of  the  conning  tower;  when  below  the  surface, 
or  nearly  so,  by  compass  or  by  a  camera-lucida  arrangement  fitted  in  a 
tube.  The  Holland's  armament  consists  of  an  18-inch  torpedo  tube 
opening  at  the  bow  of  the  boat,  and  three  Whitehead  automobile  tor- 
pedoes are  carried  aboard.  There  is  also  an  8-inch  aerial  torpedo  gun 
at  the  bow,  and  pointing  aft  a  submarine  gun,  both  of  the  latter  capable 
of  discharging  80-pound  dynamite  shells  at  high  velocities.  All  the  guns 
operate  by  compressed  air,  and  can  be  discharged  when  the  boat  is  sub- 
merged.   The  crew  consists  of  five  men. — The  Engineer. 
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position.    The  War  Preparations. 

May  5.  The  Monarch  Engine  Stop  and  Automatic  Speed 
Limit.  British  Shipbuilding  Boom.  Removing  Rust  from  Iron 
Electrically.  Early  Marine  Engineering  in  the  United  States. 
War  Preparations.  Are  Metals  Contraband  of  War?  Electric 
Power  from  Sea  Waves. 

May  19.  The  Dupont  Power  Hammer.  The  New  General 
Electric  Slow  Speed  Motors.  New  Rules  for  Marine  Boiler  Con- 
struction.   Army  and  Navy  Matters. 

May  26.  Shipbuilding  in  Japan.  The  United  States  Battle- 
ship Alabama  Launched.  Ship  Model  Cutting  Machine.  The 
Need  of  a  Larger  Navy.     Work  on  the  Navy. 

June  9.  Liquefied  Hydrogen.  Electro  Deposits  on  Alum- 
inum.   The  United  States  Navy — Good  and  Bad  Points. 

June  23.  The  War  and  an  Opportunity.  The  Alabama  Steel 
Plant. 

SCIENTIFIC  AMERICAN. 

March  19,  1898.  New  Single  Forged  Cannon.  Running 
Motors  by  Battery  Currents.  The  Reversing  Steam  Turbine. 
War  Measures. 
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March  26.  The  Efficiency  of  the  Water-tube  Boiler.  Our 
Maritime  Commerce.  New  Naval  War  Game.  Conning  Tower 
of  the  Gunboat  Helena.     Our  Recently  Purchased  Warships. 

April  2.  A  Spanish  View  of  the  American  Navy.  Fighting 
Line  of  the  Spanish  Navy.  Fleets  of  the  U.  S.  Navy.  Launch 
of  the  Kentucky  and  Kearsarge.  Navies  of  the  United  States 
and  Spain.    The  Spanish  Fleet. 

April  9.  Our  New  Cruiser  New  Orleans.  The  Holland  Sub- 
marine Boat.  Official  Report  of  the  Maine  Disaster.  The 
Maine  Wreck  Under  Water.  Report  of  the  Naval  Court  on  the 
Destruction  of  the  Maine.  Trials  of  the  Holland  Submarine 
Boat. 

April  16.  Floors  for  Magazines.  Sandy  Hook  Mortar  Bat- 
teries. An  Ancient  Mortar  Battery.  The  Navies  of  the  World. 
The  Defense  of  New  York  Harbor.     The  Tortugas  Islands. 

April  23.  A  War  Balloon  at  Fort  Wadsworth.  Special  Navy 
Supplement.  The  Fiske  Range  Finder.  The  New  Cruiser 
Topeka. 

April  30.  The  Dashiell  Breech  Mechanism.  Delicate  Chron- 
ographs. The  Pacifications  of  Cuba.  The  6-inch  Rapid-fire 
Gun.  The  Magnetic  Study  of  Iron.  The  Classification  of  War- 
ships. 

May  7.  The  Analysis  of  War  Fleets.  The  Identification  of 
Soldiers.  The  Washington  Navy  Yard.  The  Phillippine  Islands. 
The  Analysis  of  Spanish  and  American  Squadrons. 

May  14.  Armored  Cruisers  in  our  Navy.  The  Great  Naval 
Victory  at  Manila.     The  Oregon  and  the  Cape  Verde  Fleet. 

May  21.  Rapid-fire  Guns.  Destruction  of  the  Maine.  Les- 
sons of  Manila  Bay.  New  Monitors.  The  Guns  of  the  New 
Orleans. 

May  28.  Launch  of  the  Battle-ship  Alabama.  The  Spanish 
Fleet.     Weak  Point  in  our  Navy.     San  Juan's  Bombardment. 

June  4.  The  Armored  Cruiser  in  the  Navies  of  the  World. 
Footgear  for  Soldiers.  English  Comment  on  the  War.  The 
Situation  at  Santiago  de  Cuba.    Robert  Fulton's  Torpedoes. 

June  ii.  The  Santiago  Campaign.  Smokeless  Powder. 
Steel  Wire  Guns.     Our  New  Thirteen-inch  Guns. 

June  18.  German  Shipbuilding  in  1897.  Torpedo-boat  De- 
stroyer Terror. 

June  25.  Features  of  the  New  Battle-ships.  Boilers  and 
Bulkhead  Doors  of  the  Chicago.  Statistics  as  to  Bombardments. 
Bulkhead  Doors.  Reconstructed  Cruiser  Chicago.  The  New 
Naval  Academy.  Carrier  Pigeons  in  War.  Proper  Care  for 
Our  Soldiers.     Care  of  the  Wounded  in  Naval  Warfare. 

29 
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SEABOARD. 

March  19,  1898.  The  New  Foreign-built  Cruisers  Purchased 
by  the  United  States. 

March  24.  American  Warship  Building  Resumed.  Mam- 
moth Dry  Dock  at  Newport  News. 

THE  SCHOOL  OF  MINES  QUARTERLY. 

January,  1898.  An  Introduction  to  the  Study  and  Experi- 
mental Determination  of  the  Characters  of  Crystals.  Electrical 
Engineering  at  Columbia  University. 

[Foreign.] 
UNITED  SERVICE  GAZETTE. 

March  12,  1898.  The  Navy  Estimates.  The  Disaster  to  the 
Maine. 

March  19.     The  Navy  Estimates. 

March  26.  The  Buying  of  Warships.  The  Navy  League  and 
the  Estimates.     The  Navy  as  a  Career. 

April  2.  The  Maine  Disaster  Report.  Institution  of  Naval 
Architects.     Carrier  Pigeons  at  Sea.     Wireless  Telegraphy. 

April  9.  Institution  of  Naval  Architects.  War  and  Proba- 
bilities. Proposed  Docks  for  Plymouth.  Pay  and  Messing  of 
the  Soldier.     The  Naval  Contract  Work. 

April  16.  The  Artillery  at  Dargai.  The  Problem  of  the 
Attack.  The  Strategy  of  an  Active  Defense.  Re-armament  of 
Field  Artillery. 

April  23.     Debating  and  Preparing. 

April  30.  Disappearance  of  British  Merchant  Seamen. 
United  States  and  Spain.  The  Death  Struggle  and  After.  The 
Use  of  Carrier  Pigeons  on  Active  Service.  A  Submarine  Fight- 
ing Boat. 

May  7.  United  States  and  Spain.  The  Lee  Straight  Pull 
Rifle.     Lessons  of  the  War. 

May  14.  The  United  States  and  Spain.  Protection  of  our 
Commerce  in  War.  A  New  System  of  Controlling  Water-tight 
Doors. 

May  21.     Bread,  War,  and  Defense. 

May  28.  Rights  and  Duties  of  Belligerents  and  Neutrals. 
Our  Future  Naval  Requirements. 

June  i  i.  Strategy  and  its  Teaching.  Training  for  the  Attack. 
Belligerents  and  Neutrals.  Naval  Numbers  and  Efficiency.  The 
United  States  and  Spain. 

June  18.  Coast  Defense.  A  New  Galloping  Gun  Carriage. 
The  Failure  of  the  Terrible  and  the  Powerful. 
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JOURNAL  OF  THE  ROYAL  UNITED  SERVICE  INSTITUTION. 

March,  1898.  Army  Reorganization,  with  Special  Reference 
to  the  Infantry  of  the  Line  and  Militia.  The  Training  of  the 
Mercantile  Marine.     The  Defensive  Strength  of  Russia. 

April.  Gold  Medal  Essay.  The  Protection  of  Commerce 
During  War.  The  Chinese  Question:  How  it  may  Aflfect  our 
Imperial  Interests.  A  New  System  of  Throwing  High  Explo- 
sives. The  Report  of  the  Commissioners  Appointed  to  Con- 
sider the  Defenses  of  the  United  Kingdom,  i860. 

May.  Second  Prize  Essay.  The  Protection  of  Commerce 
During  War.  The  Battle-drill  of  Infantry.  Continental  Regu- 
lations for  the  Transport  of  Sick  and  Wounded  by  Rail. 

MINUTES    OF    PROCEEDINGS    OF    THE    INSTITUTION    OF 
CIVIL  ENGINEERS. 

Vol.  CXXXI,  1897-98.  The  Manchester  Ship  Canal.  The 
Manchester  Ship  Canal ;  Mersey  Estuary  Embankments.  On  the 
Law  of  Condensation  of  Steam  Deduced  from  Measurements  of 
Temperature  Cycles  of  the  Walls  and  Steam  in  the  Cylinder  of  a 
Steam  Engine. 

PROCEEDINGS  OF  THE  ROYAL  ARTILLERY  INSTITUTION. 

March,  1898.  The  Services  of  Lieut-Colonel  Francis  Dow- 
man,  R.  A.,  in  France,  North  America  and  the  West  Indies  Be- 
tween the  Years  1758  and  1784.  Wireless  Telegraphy  and  its 
Military  Possibilities.  A  System  of  Comparing  Geographical 
Distances. 

April.  The  Services  of  Lieut.-Colonel  Francis  Dowman, 
R.  A.,  in  France,  North  America  and  the  West  Indies  between 
the  Years  1758  and  1784.  The  Artillery  at  Dargai.  Documents 
Relating  to  Egypt,  1798-9. 

May.  The  Services  of  Lieut-Colonel  Francis  Dowman, 
R.  A.,  in  France,  North  America  and  the  West  Indies  Between 
the  Years  1758  and  1784.  12-pr.  Gun  with  Elephant  Equipment 
The  Megaphone  as  a  Garrison  Artillery  Adjunct 

June.  The  Services  of  Lieut-Colonel  Francis  Dowman, 
R.  A.,  in  France,  North  America  and  the  West  Indies  Between 
the  Years  1758  and  1784.  The  Teaching  of  Mechanics  by  Ex- 
periment    Automatic  Sighting. 

ENGINEERING. 

March  13,  1898.  Messrs.  Schneider  and  Co.'s  Works  at 
Creusot,  No.  X.  The  North  German  Lloyd  T.  S.  S.  Kaiser  Wil- 
helm  der  Grosse.  Air-compressors  and  Exhausters  at  the  Brus- 
sels Exhibition.  The  Navy  Estimates.  Proposed  Canal  from 
American  Lakes  to  the  Atlantic.     The  Melting  Point  of  Alum- 
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inum.  The  First  Steam  Launch.  The  Luminous  Power  of 
French  Lighthouses. 

March  i8.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XL  The  Maxim  Gun,  No.  IIL  Gun  and  Steam  Trials  of 
H.  M.  S.  Illustrious.  German  Shipping  and  Shipbuilding.  The 
Thornycroft  Boiler  and  Feed  Regulator.     Steam  Separator. 

March  25.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XII.  The  North  German  Lloyd  T.  S.  S.  Kaiser  Wilhelm 
der  Grosse.  The  New  Armored  Cruisers.  The  Hardening  of 
Steel.     Circulation  in  Water-tube  Boilers. 

April  i.  The  Maxim  Gun,  No.  IV.  Electric  Generators. 
The  New  Lighthouses  on  Lundy  Island.  Macfarlane's  Self-clos- 
ing Steam  Valve.  The  Institution  of  Naval  Architects.  Water- 
tube  Boilers.     Twin  Screws. 

April  8.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 
XIII.  The  Institution  of  Naval  Architects.  The  North  Ger- 
man Lloyd  T.  S.  S.  Kaiser  Wilhelm  der  Grosse.  Recent  Trials 
of  the  Cruiser  Diadem. 

April  15.  The  Institution  of  Naval  Architects.  Messrs. 
Schneider  and  Co.'s  Works  at  Creusot,  No.  XIV.  The  Paris 
Exhibition  of  1900.  European  Powers  in  the  Far  East.  New 
Second-class  Cruiser  Hermes. 

April  22,  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XV.  The  North  German  Lloyd  T.  S.  S.  Kaiser  Wilhelm 
der  Grosse.  H.  M.  Second-class  Cruiser  Hermes.  The  De- 
struction of  the  Maine.  The  Spanish  Battle-ship  Pelayo.  The 
Paris  International  Exhibition.  Circulation  in  Water-tube 
Boilers.  Coppering  Ships.  The  Destruction  of  the  U.  S.  Battle- 
ship Maine.     Early  Marine  Engineering  iA  the  United  States. 

April  29.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XVI.  American  Naval  Intelligence.  High  Explosives  in 
Naval  Warfare.  The  Paris  International  Exhibition.  The  De- 
struction of  the  Maine.  Coppering  Ships.  Aluminum  Castings. 
Submarine  Torpedo-boats.     Shipbuilding  for  Japan. 

May  6.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 
XVII.  The  Taylor  Hydraulic  Air-compressor.  The  Maine  Dis- 
aster. Coppering  Ships.  Steel  Plant  in  France.  On  the 
Resistance  to  the  Motion  of  Solids  in  a  Fluid.  Explosion  *of  a 
Chemical  Still. 

May  13.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XVIII.  North  German  Lloyd  T.  S.  S.  Kaiser  Wilhelm  der 
Grosse.  Electric  Generators.  The  Maine  Disaster.  Straight 
Line  Boiler  Diagram.  Power  Absorbed  by  Skin  Friction  and 
Wave-making.     Boiler  Explosion  near  Walsall. 

May  20.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 
XIX.     Vickers  Guns.     The  New  Electric  Lighthouse  of  Pen- 
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march-Eckmuhl  (Finisterre).  Executive  Rank  in  the  United 
States  Navy.  The  Sea  Power  of  Japan.  Taylor's  Hydraulic 
Air-compresser.  The  Maine  Disaster.  Boiler  Explosion  at 
Wednesbury. 

May  2J.  The  North  German  Lloyd  T.  S.  S.  Kaiser  Wilhelm 
der  Grosse.  The  Destruction  of  the  United  States  Battle-ship 
Maine.     Messrs.   Schneider  and   Co.'s   Works  at  Creusot,   No. 

XX.  Electric  Generators.     The  Chilian  Cruiser  O'Higgins. 

June  3.     Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 

XXI.  The  Destruction  of  the  United  States  Battle-ship  Maine. 
The  Haythorn  Water-tube  Boiler.     Trials  of  Dutch  Cruisers. 

June  10.  The  North-German  Lloyd  T.  S.  S.  Kaiser  Wilhelm 
der  Grosse.     The  Maxim  Schupphaus  Smokeless  Powder. 

June  17.  The  Paris  Exhibition.  Messrs.  Schneider  and 
Co.'s  Works  at  Creusot,  No.  XXIIL  The  Destruction  of  the 
United  States  Battle-ship  Maine. 

THE  ENGINEER. 

March  4,  1898.  The  Construction  of  Modem  Wire-wound 
Ordnance.  Shipbuilding  and  Marine  Engineering  on  the 
Thames  in  the  Victorian  Era,  No.  XII.  Double-fire  Schneider- 
Canet  Mounting  for  Quick  Fire.  Dockyard  Notes.  The  Vickers 
6-in  Quick-firing  Gun.     United  States  Built  Cruisers  for  Japan. 

March  ii.  The  Naval  Estimates.  Curious  Troubles  with 
Slow-burning  Powder.  H.  M.  S.  Powerful.  Boiler  Tubes  and 
the  Admiralty. 

March  18.  The  Construction  of  Modern  Wire-wound  Ord- 
nance. Shipbuilding  in  1897.  Shipbuilding  and  Marine  Engi- 
neering on  the  Thames  in  the  Victorian  Era,  No.  XIV.  Official 
Trials  of  the  Wolf.  United  States  Battle-ship  Maine.  British 
and  Foreign  Types  of  Battle-ships.     Armor  and  the  Navy. 

March  25.  Spain  and  the  United  States.  Armor  Plating  of 
the  Canopus.  Shipbuilding  and  Marine  Engineering  on  the 
Thames  in  the  Victorian  Era,  No.  XIV.  The  United  States 
Battle-ship  Maine.  H.  M.  S.  Goliath.  The  Future  of  the  Sail- 
ing Ship.     The  Armored  Cruiser  Amazonas. 

April  i.  The  Construction  of  Modem  Wire-wound  Ord- 
nance. H.  M.  S.  Goliath.  Water-tube  Boilers.  Vickers  Gas 
Check.  Fleets  in  Chinese  Waters.  The  Report  of  the  Maine. 
The  Japanese  Cruiser  Asama.  Description  of  Some  Experi- 
ments with  a  Water-tube  Boiler.  Torpedo-boat  Design.  Rem- 
iniscences of  Early  Marine  Construction  in  the  United  States. 
Torpedo-boats  in  the  United  States  Navy. 

April  8.  Trials  of  H.  M.  S.  Diadem.  The  Reconstructed 
French  Battle-ship  Formidable.  Evaporative  Tests  of  Stand- 
ford's  Patent  Vertical  Boilers.  Recent  Trials  of  the  Cruiser 
Diadem. 
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April  15.  The  Construction  of  Modern  Wire-wound  Ord- 
nance. The  Destruction  of  the  Maine.  Shipbuilding  and  Ma- 
rine Engineering  on  the  Thames  in  the  Victorian  Era,  No.  XV. 
Analysis  of  Squadrons  of  Spain  and  United  States.  H.  M.  S. 
Hermes.  25-ton  Self-propelling  Steam  Crane.  The  Steering 
Qualities  of  the  Yashima. 

April  22.  The  United  States  Authorities  and  Krupp  Process 
Armor.  The  Engines  of  the  French  Cruiser  Brennus.  Spanish 
Report  of  the  Maine  Disaster.  United  States  and  Spanish  Fleets. 
Types  of  United  States  Warships.  American  and  European 
Armor  Plate. 

April  29.  Shipbuilding  and  Marine  Engineering  on  the 
Thames  in  the  Victorian  Era,  No.  XVI.  Spain's  Armored 
Cruisers.  The  American  and  Spanish  War.  Torpedo-boat 
Design. 

May  6.  The  Construction  of  Modem  Wire-wound  Ordnance. 
The  Defenses  of  Havana.  The  Spanish  Warships  Carlos  V.  and 
Pelayo.     The  Battle  of  Manila. 

May  13.  Shipbuilding  and  Marine  Engineering  on  the 
Thames  in  the  Victorian  Era,  No.  XVH.  Trials  of  the  Terrible. 
Preliminary  War  Expenses  in  the  United  States.  The  Mont- 
gomery-Moore System  of  Controlling  Water-tight  Doors. 

May  20.  Speed  Trials  of  the  Chilian  Cruiser.  The  Training 
of  Engineers  in  Japan. 

June  3.  Shipbuilding  and  Marine  Engineering  on  the  Thames 
in  the  Victorian  Era,  No.  XVH  I.  The  Torpedoing  of  the  Albe- 
marle.    The  Japanese  Cruiser  Takasago. 

June  10.  Analysis  of  American  and  Spanish  Warships.  The 
Naval  War  Game.  Water-tube  Boilers.  Vickers  Quick-fire 
Field  Gun.     Trial  of  H.  M.  S.  Terrible.     H.  M.  S.  Europa. 

THE  STEAMSHIP. 

March,  1898.  Thames-built  Electric  Launches.  Marine 
Boiler  Explosions.  Petroleum  Fuel  Trials.  Bromell's  Simplex 
Tube  Cleaner.  Improvements  in  Feathering  Propellers  and  Re- 
versing Gears.  Relative  Advantages  of  Triple  and  Twin  Screws. 
Northeast  Coast  Institution  of  Engineers  and  Shipbuilders  The 
Reeves  Patent  Twin  Feed-water  Filter.  Defects  in  Propeller 
Shafts.  Hulme  and  Lund's  Marine  Pumps.  Floating  Docks. 
Modem  Engineering  in  the  Far  East.  Electric  Turret-turning 
Gear  for  Warships.  Trials  of  the  Cruiser  Diadem.  Thermody- 
namics of  the  Steam  Engine.  A  New  Departure  in  the  Testing 
of  Metals.  The  Fastest  Armorclad  in  the  World.  Instrument 
for  Gauging  the  Circularity  of  Boiler  Furnaces  and  Cylinders. 
Hon.  C.  A.  Parson's  New  Design  of  Steam  Turbin. 

April.  Launch  of  H.  M.  Battle-ship  Goliath.  Sentinel 
(Westinghouse  Type)   Steam   Engines.     ^Iarine   Boiler  Explo- 
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sions.  Mechanical  Ventilation  for  Steamships.  Steam  Engine 
Efficiency.  The  Steam  Turbine  for  Warships.  The  Navy  Esti- 
mates. Open  Type  High-speed  Vertical  Engine.  Chertsey- 
built  Steam  Launches.  The  Operation  of  Water-tight  Doors  in 
Steamship  Bulkheads.  The  Characteristics  of  Lighthouse  Ap- 
paratus. Boilers  for  Steamships.  Steam-driven  Ammonia  Com- 
presser  and  Condenser,  New  System  of  Ship  Propulsion.  The 
U.  S.  Second-class  Battle-ship  Maine.  Marine  Boilers  and  Steam 
Pipes.     The  Edmiston  Feed-water  Filters. 

May.  Casey's  Globular  Water-tight  Bulkhead  and  Bunker 
Doors.  Marine  Boiler  Explosions.  New  Types  of  Rankine's 
Patent  Feed-water  Filters.  The  Trials  of  the  Diadem.  Skin 
Friction  and  Loss  of  Horse  Power.  Direction  of  Turning  in 
Twin  Screws.  Experiments  with  a  Water-tube  Boiler.  Sub- 
marine Torpedo-boats.  Boiler  Scale  and  Incrustation.  Coast 
Defense  Armorclads.  Launch  of  H.  M.  S.  Hermes  at  Fairfield. 
Launch  of  H.  M.  S.  Ariadne. 

June.  Marine  Boiler  Explosions.  The  Babcock  and  Wilcox 
Water-tube  Boiler.  A  Vessel  for  High  Speed.  Marine  Engine 
Repairs.  Care  of  Engines.  Water-tube  Boilers.  Controlling 
Water-tight  Doors.  The  Cost  of  Armor  Plate.  The  Haythorn 
Tubulous  Boiler  for  Passenger  Steamers.  The  New  Type  of 
Armored  Cruiser. 

TRANSACTIONS  OF  THE  INSTITUTION  OF  NAVAL  ARCHI- 
TECTS, 1897. 

Hardened  Plates  and  Broken  Projectiles.  Non-flammable 
Wood.  A  Review  of  the  History  and  Progress  of  Marine  Engi- 
neering in  the  Royal  Navy  and  Mercantile  Marine  from  the 
Foundation  of  the  Institution  of  Naval  Architects  to  the  Present 
Date.  Water-tube  Boilers  in  High-speed  Ocean  Steamers.  On 
the  Advances  Made  in  the  Mathematical  Theory  of  Naval  Archi- 
tecture during  the  Existence  of  the  Institution.  Danish  Steam 
Railway  Ferries  and  Ice-breaking  Steamers.  On  Graphic  Aid  in 
Approximating  Hull  Weights. 

LE  YACHT. 

March  5.  High  Power  Explosives,  and  the  Armor  of 
Cruisers.     Coast  Defenses  (continued). 

March  12.  Coast  Defenses  (continued),  Em.  Duboc.  Auto- 
matic Closing  of  Holes  Caused  by  Shells. 

March  19.     The  Cup  of  France. 

March  26.     Coast  Defenses  (Em.  Duboc). 

April  2.  Unquestionable  Rights  of  Officers  in  the  Navy. 
The  Voyage  of  the  Powerful  from  Portsmouth  to  Hong-Kong. 

April  9.  The  Navies  of  Spain  and  the  United  States  (Em, 
Duboc).     The  Second-class  French  Cruiser  Pascal. 
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April  16.  Specialization  of  Cruisers:  Tactical  Cruisers 
(Scouts),  Despatch  Cruisers,  Destroyers,  and  Cruisers  for  Ser- 
vice in  the  Colonies. 

The  Boilers  of  the  Battle-ship  Pelayo. 

The  most  important  changes  in  the  Pelayo  while  in  the  Seyne  ship- 
yards were  the  replacing  of  the  cylindrical  boilers  by  the  Niclausse 
boilers  and,  as  a  consequence,  the  modification  of  the  ship's  armament. 
As  is  already  known,  her  primary  battery  consists  of  two  32-cm.  and  two 
28-cm.  in  separate  turrets;  one  turret  forward,  one  aft,  and  one  on  each 
side.  Three  of  the  four  pieces  can  fire  at  the  same  time.  The  secondary 
battery  consists  now  of  eleven  Canet  R.  F.  guns  of  14  cm.,  ten  of  which 
are  in  protected  redoubts,  and  one  forward,  as  a  bow  chaser;  formerly 
there  was  no  protection  for  the  guns.  In  spite  of  contrary  rumors,  the 
Pelayo  is  said  to  be  in  a  satisfactory  state  of  efficiency. 

April  23.     Coaling  Drills. 

It  is  hardly  necessary  to  demonstrate  the  importance  of  the  question 
of  rapidly  refilling  the  empty  bunkers  of  the  ships  of  a  squadron.  In 
England,  coaling  ship  has  turned  into  a  kind  of  sport,  betting  contests 
taking  place  between  rival  crews  as  to  the  number  of  tons  each  can  stow 
aboard,  say  in  an  hour's  time.  The  activity  and  endurance  of  the  crews 
have  been  remarkable. 

Deep-sea  Torpedo-boats. 

April  30.  The  Hispano-American  War  (Em.  Duboc).  La 
Jeanne  d'Arc. 

An  armored  cruiser  of  11,300  tons  displacement.  Total  length,  145  m.; 
main  breadth,  19  m.  40  cm. ;  draft  aft,  8  m.  12  cm. ;  coal  supply  correspond- 
ing to  the  above  draft,  1400  tons.  The  hull  is  partitioned  in  accordance 
with  the  most  improved  methods.  The  lower  armored  deck  is  on  a  level 
with  the  water-line,  in  the  axis  of  the  vessel;  it  descends  i  m.  50  cm. 
below  the  water-line,  to  the  lower  edge  of  the  side  armor.  The  latter  is 
composed  of  two  strakes,  one  whose  upper  edge  rises  70  cm.  above  the 
water-line,  and  reaches  down  to  the  lower  armored  deck,  and  the  other 
a  thin  strake. 

May  7.     The  Hispano-American  War.    The  Battle  of  Manila. 

May  14.     Submarine  Lithologic  Charts. 

May  28.  Military  Power  of  Modem  Fleets  Compared  with 
that  of  Ancient  Fleets.  The  Fast  Cruiser  Chateaurenault  of 
8018  tons,  built  by  the  Forges  et  Chautiers  de  la  Mediterran6e. 

REVUE  DU  CERCLE  MILITAIRE. 

March  5.  Cavalry  Attacks  in  Battle  against  the  various  de- 
vices for  supplying  an  Army  Corps  (2nd  work  on  the  chart)^ 
ended. 

The  Combat  (Lieut. -Col.  Paguin's  Lecture)  (continued). 

March  12.     19  Examinations  for  Admission  to  the  "  Ecole 
Superieure  de  Guerre."    A  Solution  of  the  "  Tactical  Question.'^ 
International  Exhibition  of  the  Army  and  Navy  in  1900. 

March  26.  The  March,  the  Stand  and  Combat  of  Small 
Units. 
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April  2-23.  3rd  Work  on  the  Chart,  with  Extra  Map  and 
Sketch. 

May  7.     The  Moral  Factor  in  the  Command  of  Troops. 
May  21.     Psychology  of  the  Battle-field. 

MONITEUR  DE  LA  FLOTTE. 

March  19.     Increase  of  the  English  Navy. 

March  26.     The  German  Naval  **  Sextennate  "  (1898-1903). 

471,200,000  marks  will  be  spent  in  installments,  covering  a  period  of 
six  years,  for  new  constructions. 

April  2.     The  Navy  Estimates  in  the  French  Parliament. 

April  9.     United  States  and  Spain. 

April  23.  The  Proper  Practice  Ship  for  Midshipmen 
(French). 

April  30.     Vessels  Built  on  Speculation. 

May  7.     The  Battle  of  Manila. 

REVUE  MARITIME. 

February-March.  Solution  of  Some  Kinematic  Problems. 
The  Right  of  Search  in  Time  of  Peace.  The  Current  and  the 
Exact  Position  of  a  Vessel  with  Land  in  Sight,  and  one  Point 
only  for  a  Bearing. 

April.  An  Elssay  on  the  Classification  of  Water-tube  Marine 
Boilers. 

RIVISTA  DI  ARTIGLIERIA  E  GENIO. 

February.  Questions  Relative  to  the  Organization  of  the 
Defenses  of  the  Alpine  Frontiers.  A  Study  of  a  Permanent  Bat- 
tery (4  Plates).  Field  Redoubts  and  Defenses  of  Villages,  De- 
guise  System.  Considerations  and  Propositions  (3  Plates)  Our 
Field  Artillery  on  the  Alpine  Frontiers. 

March.  On  the  Applications  of  the  Principles  of  the  Art  of 
Defense. 

April.  The  Theorem  of  the  Least  Effort  Applied  to  the 
Research  of  the  Effects  of  Discharge  of  Fire-arms.  Upon  a 
Proposition  to  Modify  the  Use  of  the  Coast  Telemeter. 

RIVISTA  MARITTIMA. 

March.  Tlie  Micro-organism  of  the  Sea,  and  Alteration  of 
Paint  on  Hulls.  The  English  Army  and  Navy.  Fourth  Contri- 
bution to  the  Naval  Kinematic. 

April-May.  Sanitary  Service  in  Naval  Battles.  About  Ac- 
tions Between  Ships.  The  Spanish-American  Conflict.  Pro- 
jections by  Sections  in  Cartography. 
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REVISTA  MARITIMA  BRAZILEINA. 

February.  Proposed  Regulations  for  the  Naval  School. 
Penetration  of  Projectiles  through  Resisting  Mediums.  Devel- 
opments of  the  War  Navies  During  the  Last  Decade. 

March.  Penetration  of  Projectiles,  etc.  Project  of  an  Air- 
ship.    Developments  of  the  War  Navies,  etc. 

BOLETIN  DEL  CENTRO  NAVAL. 

December,  1897.  The  Artillery  of  the  Future.  The  Practice 
Ship  Presidente  Sarmiento. 

January-February,  1898.  The  Part  Played  by  the  Gun  in 
Naval  Battles.  The  Next  Naval  War  (ended).  A  Study  of  the 
Medical  Service  Afloat. 

SOCIETE  DES  INGENIEURS  CIVILS. 

December,  1897.     Tunnelling  by  the  Shields  Process. 
January,  1898.     Some  Results  of  the  Trials  of  Marine  Boilers. 

Of  all  the  steam  generators,  the  writer  gives  the  preference  to  the 
water-tube  boilers,  owing  to  the  fact  that  the  weight  of  the  materials 
used  is  always  much  better  utilized,  and  in  most  cases  the  consequences 
of  an  accident,  which  is  always  possible,  are  reduced  to  a  minimtnn  of 
seriousness.  , 

A  Note  on  Steam-emulsion  Boilers. 
February.     Electric  Heaters. 
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understood  by  common  acceptation  to  mean  the  entire  fleet  of 
war  vessels  belonging  to  the  state,  together  with  all  that  pertains 
to  their  building,  repairing,  equipping,  navigating  and  fighting. 

The  word  fleet,  from  the  Saxon  Aot,  is  used  in  England  as 
synonymous  with  navy.  Thus  in  the  Articles  of  War  of  the 
British  Navy,  which  date  back  to  the  time  of  the  Restoration, 
it  is  declared  by  Art.  3rd  that  "  if  any  officer,  mariner  or  soldier, 
or  other  person  of  the  fleet,  shall  give,  hold  or  entertain  intelli- 
gence to  or  with  an  enemy  or  rebel,"  etc.  The  same  term  is 
common  to  the  French  Navy:  "  Depuis  peu,"  says  Admiral  Paris, 
"  on  a  adopte  les  mots  '  La  Flotte '  pour  designer  la  totalite  des 
batiments  qui  constituents  Teffectif  des  forces  navales  disponible 
soit  de  paix  soit  de  guerre  du  pays." 

Writers  in  this  country,  however,  especially  those  of  the  naval 
profession,  are  rather  inclined  to  restrict  the  word  fleet  to  its 
technical  sense,  and  attach  to  it  a  definite  meaning  and  one 
equivalent  to  the  French  armee  navale,  "  an  assemblage  of  at 
least  twelve  line-of-battle  ships  {vaisseaux)  or  ships  of  equal 
military  value," 

The  history  of  navies  reaches  far  back  to  the  earliest  kno¥ai 
records.  Passing  thence  to  the  prehistoric  age,  one  may  easily 
become  bewildered  in  the  misty  sources  of  tradition.  A  sort  of 
mirage  pervades  that  distant  horizon  which  strangely  distorts 
the  figures  as  they  come  in  view.  The  earth  and  sky  seemed 
blended  in  one,  and  the  inhabitants  of  each  meet,  as  it  were,  on 
common  ground.  It  is  as  if  the  words  of  Moses  that  "  the  sons 
of  God  saw  the  daughters  of  men  that  they  were  fair;  and  they 
took  them  wives  of  all  which  they  chose,"  found  literal  interpre- 
tation. Of  such  a  nature  is  the  story  of  Jason,  who  commanded 
the  first  naval  expedition  of  which  tradition  speaks  (1263  B.  C). 
Directed  to  seek  the  Golden  Fleece  in  distant  Colchis,  in  the 
Euxine,  he  ordered  Argus  to  build  a  ship  of  fifty  oars,  which 
is  named  Argo  after  the  constructor.  Fifty  of  the  most  cele- 
brated heroes  of  Greece  join  in  the  expedition  and  from  the 
name  of  the  ship  are  called  Argonauts.  Mopsus  took  auguries, 
and,  when  the  omens  were  favorable  the  heroes  embarked. 
Tiphys,  to  whom  the  invention  of  the  rudder  is  attributed,  was 
steersman.  To  the  music  of  his  voice  Orpheus  added  the  notes 
of  his  lyre,  in  unison  with  which  the  heroes  kept  time  by  the  dip 
of  the  oar. 

The  voyage  is  replete  with  incident,  and  mortals  and  immortals 
associate  on  the  most  familiar  terms.    Among  the  heroes  we  find 
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the  names  of  Castor  and  Pollux,  brothers  to  that  fair  Helen 
whose  beauty  has  been  enbalmed  in  deathless  song.  On  the 
death  of  these  youths  they  were  placed  in  the  constellation 
Gemini,  and  ever  after  had  power  over  winds  and  waves.  It  was 
for  this  reason  that  they  were  regarded  with  reverential  awe  by 
the  mariners  of  the  East,  who  never  failed  to  invoke  their  aid  in 
the  hour  of  danger.  Their  images  were  borne  on  some  part 
of  the  ship  or  were  painted  on  the  side  of  the  prow.  That  this 
beautiful  tissue  has  been  wrought  upon  a  foundation  of  sober 
truth  there  can  be  no  doubt;  and  it  is  curious  to  observe  how 
one,  at  least,  of  the  superstitions  of  the  period,  or  rather  the 
trace  thereof,  has  been  transmitted  through  all  these  ages  even 
to  our  own  times.  After  his  shipwreck  on  the  island  of  Melita 
(Malta)  St.  Paul  departed  in  a  ship  of  Alexandria,  "  whose  sign 
was  Castor  and  Pollux."  It  is  this  primitive  custom  of  the  sea- 
man adorning  the  prow  of  his  ship  with  the  effigy  of  some 
favorite  hero,  whether  of  gods  or  of  men,  that  has  come  down  to 
the  present  day.  The  Goddess  of  Liberty  is  a  favorite  emblem 
for  the  figure-head  of  ships  in  our  mercantile  marine;  the  head 
of  Philip,  king  of  Macedon,  carved  in  wood,  graced  in  years 
gone  by,  the  "  prow  "  of  the  frigate  Macedonian,  and  is  still  in 
excellent  preservation  at  the  Naval  Academy;  while  the  intel- 
lectual brow  of  Benjamin  Franklin,  in  effigy,  now  forms  the 
figure-head  of  what  was,  in  her  day,  the  finest  ship  of  our  navy. 
How  the  speculative  mind  of  Lord  Macaulay's  New  Zealander 
would  regard  these  emblems  should  they  be  exhumed  in  his 
day,  and  how  curiously  the  lives  of  the  philosopher,  the  goddess, 
and  the  warrior  may  be  blended  in  verse,  must  be  left  to  the 
Homeric  davs  of  the  future. 

The  next  naval  expedition  worthy  of  note  was  that  undertaken 
by  all  the  great  heroes  of  Greece  (1193  B.  C.)  for  the  recovery 
of  Helen,  wife  to  Menelaus,  who  had  been  abducted  by  Paris, 
son  of  Priam,  king  of  Troy.  The  fleet  which  bore  the  Grecian 
hosts  to  the  Trojan  shore  is  fully  catalogued  and  partially  de- 
scribed by  Homer,  and  such  is  his  fidelity  to  truth  that  he  is 
often  quoted  by  writers  of  antiquity  as  an  authority  for  historical 
facts. 

Great  Agamemnon  rules  the  numerous  band. 


High  on  the  deck  the  King  of  Men  appears 
And  his  refulgent  arms  in  triumph  wears; 
Proud  of  his  host,  unrivall'd  in  his  reign, 
In  silent  pomp  he  moves  along  the  main. 
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The  following  portrait,  drawn  as  it  is  by  the  hand  of  a  master, 

will  answer  for  any  great  leader  of  any  age  or  clime,  more 

particularly  if  we  render  it  in  a  moral  rather  than  in  a  physical 

sense. 

The  King  of  Kings,  majestically  tall. 
Towers  o'er  his  armies  and  outshines  they  all. 

•  •••••••••• 

Great  as  the  gods  th'  Exalted  Chief  was  seen, 
His  strength  like  Neptune,  and  like  Mars  his  mien. 
Jove  o'er  his  eyes  celestial  glories  spread, 
And  dawning  conquest  played  around  his  head. 

The  largest  vessels  of  the  fleet  were  those  of  Boeotia. — 

Full  fifty  ships  they  send  and  each  conveys 
Twice  sixty  warriors  through  the  foaming  seas. 

The  smallest  were  those  of  the  division  commanded  by  Philoc- 

tetes. 

Seven  were  his  ships;  each  vessel  fifty  row. 

These  latter  were  known  as  pente-konters.  The  fleet  num- 
bered altogether  twelve  hundred  vessels.  They  were  so  light 
as  to  be  readily  hauled  up  on  the  beach,  generally  stem  first; 
were  propelled  by  oars  and,  when  the  wind  was  favorable,  by 
sails,  and  are  frequently  described  as  of  a  "  sable  hue/' 

"  Who  landed  first  lay  highest  on  the  shore." 

That  a  punishment  similar  to  "  flogging  through  the  fleet,"  at 
one  time  admitted  by  the  severe  discipline  of  the  British  Navy, 
was  not  unknown  to  the  Greeks  may  be  fairly  inferred  from  the 
following:  Thersites,  "  loquacious,  loud  and  ^jurbulent  of  tongue," 
for  discoursing  in  a  highly  insubordinate  strain  of  the  com- 
mander-in-chief, is  severely  reproved  by  Ulysses: 

With  indignation  sparkling  in  his  eyes, 

He  views  the  wretch  and  sternly  thus  replies. 


(( 


Gods!  let  me  perish  on  this  hateful  shore 

And  let  these  eyes  behold  my  son  no  more; 

If,  on  thy  next  offence,  this  hand  forbear 

To  strip  those  arms  thou  ill  deserv'st  to  wear; 

Expel  the  council  where  our  princes  meet, 

And  send  thee,  scourgf'd  and  howling  through  the  fleet 


If 


Helen,  standing  on  the  Trojan  walls,  names  over  to  old  Priam 
the  heroes  from  beyond  the  Aegean  Sea,  as  they  are  now  seen 
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on  the  adjacent  plain,  and  sadly  bemoans  the  absence  of  her 
brothers,  whose  fate  has  been  already  told. 

Yet  two  are  wanting  of  the  numerous  train, 

Whom  long  my  eyes  have  sought,  but  sought  in  vain. 


Perhaps  the  chiefs,  from  warlike  toils  at  ease 
For  distant  Troy  refus'd  to  sail  the  seas; 
Perhaps  their  sword  some  nobler  quarrel  draws, 
Asham'd  to  combat  in  their  sister's  cause. 
So  spoke  the  fair,  nor  knew  her  brothers*  doom. 
Wrapt  in  the  cold  embraces  of  the  tomb: 
Adorn'd  with  honors  in  their  native  shore, 
Silent  they  slept,  and  heard  of  wars  no  more. 

Translated  from  an  earthly  grave,  tradition  tells  of  their  glis- 
tening soon  after  from  their  bright  spheres  above,  keeping  their 
ceaseless  vigils  over  the  seaman  in  his  perils  by  the  sea. 

But  it  IS  time  to  leave  these  scenes  and  speed  our  way  down 
the  course  of  time.  The  seamen  of  Gennesareth  were  blessed  in 
seeing  a  brighter  light  than  ever  streamed  from  heavenly  con- 
stellation. They  were  taught  to  invoke  a  stronger  power  than 
that  of  Castor  and  Pollux,  and  in  their  extremity  to  cry,  and  not 
in  vain,  "  Save,  Lord,  or  we  perish !  "  Since  that  blessed  day 
the  mariner  has,  in  deed  and  in  truth,  looked  to  Heaven  to 
guide  him  on  his  way  along  the  treacherous  deep.  And  what 
navigator,  so  cold  of  heart,  so  undiscerning  as  to  contemplate 
the  "  spangled  heavens  "  and  see,  in  fancy,  that  great  system  of 
spherics,  on  the  correct  solution  of  which  his  art  and  his  safety 
alike  depend,  without  a  feeling  of  awe,  mingled  with  admiration, 
for  the  grandeur  of  the  design  and  the  inconceivable  wisdom  of 
the  Great  Architect  of  all. 

The  history  of  navies,  or  of  naval  architecture,  does  not  com- 
monly go  back  to  the  Ark;  and  yet  there  is  a  curious  fact  to  be 
noticed  with  regard  to  the  dimensions  of  that  structure  as  given 
by  the  Divine  Architect.  About  4000  years  ago  God  said  to 
Noah,  "  Make  thee  an  ark  of  gopher  *  wood."  "  The  length 
of  the  ark  shall  be  three  hundred  cubits,  the  breadth  of  it  fifty 
cubits  and  the  height  of  it  thirty  cubits."  f    In  terms  of  breadth 

*  Gopher  wood,  or  cypress,  a  light  and  durable  wood,  and  much  used 
by  the  Phenicians  for  ship-building, 

t  Allowing  21  inches  to  the  cubit  gives:  length,  525  feet;  breadth,  8754 
feet;  depth,  52 J/^  feet;  and  a  little  over  19,000  tons.  The  ark  had  three 
decks.  She  was  not,  in  a  modern  sense,  a  ship,  but  rather  an  immense 
floating  box  with  great  capacity  and  stability. 
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this  gives  six  times  the  breadth  for  the  length,  and  six-tenths  of 
the  breadth  for  the  depth.  In  the  early  part  of  the  seventeenth 
century  a  Dutch  merchant  named  Peter  Jansen  caused  a  vessel 
to  be  built  on  the  same  proportions.  Though  much  laughed  at 
by  the  community  in  which  he  lived,  he  found  that  his  vessel 
would  carry  about  one-third  more  than  any  other  with  which 
he  could  compare  her,  and  yet  employ  no  more  hands.  The  best 
line-of-battle  ships  of  the  French  at  the  beginning  of  the  present 
century  (the  most  scientific  ship-builders  of  that  day)  did  not 
quite  reach  four  times  their  beam  for  their  length.  Our  own 
Ohio,  considered  the  finest  line-of-battle  ship  of  her  day  (1820), 
was  198  feet  long,  50.4  feet  beam  and  40.6  feet  deep,  less  than 
four  breadths  in  length.  The  Great  Republic,*  however,  one  of 
the  most  perfect  specimens  of  naval  architecture  of  modem  times, 
was  325  feet  long,  53  feet  beam  and  39  feet  deep.  Allowing 
for  overhang,  etc.,  will  bring  the  general  proportions  of  this 
splendid  ship  very  nearly  to  those  of  the  ark  and  a  little  over 
one-fifth  of  the  tonnage — proportions  which  have,  only  at  this 
late  day,  become  recognized  as  the  best  for  wooden  sailing  ships. 

It  has  been  finely  observed  that  on  the  shores  of  the  Mediter- 
ranean were  the  four  great  empires  of  the  world:  the  Assyrian, 
the  Persian,  the  Grecian  and  the  Roman.  "  All  our  religion, 
almost  all  our  law,  almost  all  our  arts,  almost  all  that  sets  us 
above  savages,  has  come  to  us  from  the  shores  of  the  Mediter- 
ranean." It  was  on  the  eastern  shores  of  that  sea,  too,  that 
commerce  and  navigation  took  their  rise  and  where  navies  had 
their  birth.  Ocean  commerce  and  navigation  are  in  a  certain 
sense  the  parents  of  navies,  and  it  will  be  found  in  the  history 
of  the  world  that  where  nations  have  cultivated  and  fostered 
the  former,  the  latter  have  sprung  into  existence  as  a  natural 
sequence,  the  one  giving  wealth  and  power  to  the  possessor,  the 
other  position  and  influence.  "  Commerce  follows  the  flag " 
may  be  more  properly  rendered,  "  The  flag  follows  commerce." 

About  1635  years  B.  C.  the  dying  patriarch  Jacob  gathered 
for  the  last  time  his  many  sons  about  him.  His  bodily  eye  was 
dim  with  age,  but  with  the  unfading  eye  of  faith  he  looked  into 
the  great  womb  of  futurity  and  mingled  prophesy  with  his  last 
blessing:  "  Zebulon  shall  dwell  at  the  haven  of  the  sea;  and  he 
shall  be  for  an  haven  of  ships  and  his  border  shall  be  unto 
Sidon." 

*  Built  by  Mr.  Donald  McKay,  of  Boston,  in  1853,  for  thfc  Califomim 
trade. 
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It  was  indeed  from  Phenicia,  a  narrow  strip  of  land  lying 
between  the  mountains  of  Lebanon  and  the  sea,  that  the  earlier 
mariners  sprung.  Rich  in  all  the  products  favorable  to  maritime 
enterprise  and  bordering  on  a  vast  empire,  Sidon,  and  afterwards 
Tyre,  its  principal  ports,  became  the  great  commercial  centres 
of  the  world.  Stimulated  by  success,  the  Phenicians*  pushed 
their  enterprise  westward,  founding  colonies  and  establishing 
trading  posts  wherever  lured  by  the  hope  of  gain.  The  in- 
spired writers  afford  abundant  evidence  that  they  were  not  igno- 
rant in  those  days  of  the  value  of  foreign  commerce.  After 
telling  of  the  great  wealth  of  Solomon  the  sacred  narrative  con- 
tinues :  "  It  was  nothing  accounted  of  in  the  days  of  Solomon, 
for  the  King  had  at  sea  a  navy  of  Tharshish  with  the  navy  of 
Hiram:  once  in  three  years  came  the  navy  of  Tharshish,  bringing 
gold  and  silver,  ivory,  apes  and  peacocks,  so  King  Solomon 
exceeded  all  the  kings  of  the  earth  for  riches  and  for  wisdom." 
The  navies  t  of  the  two  kings  were  united  in  distant  voyages, 
partly  to  the  western  coast  of  the  Mediterranean  as  far  as  Spain, 
vaguely  described  under  the  name  of  Tharshish,  and  partly  from 
the  two  ports  of  the  Red  Sea  to  the  shores  of  Arabia  and  possibly 
of  India.  The  latter  navy  traded  chiefly  to  Ophir.  Again  in 
Chronicles:  "And  Hiram  sent  him  by  the  hands  of  his  servants 
ships  and  servants  that  had  knowledge  of  the  sea:  and  they  went 
with  the  servants  of  Solomon  to  Ophir  and  took  thence  four 
hundred  and  fifty  talents  of  gold  and  brought  them  to  King 
Solomon"  (B.C.  1015  to  975).  The  prophet  Ezekiel  gives  a 
glowing  description  of  the  wealth  and  importance  of  Tyre.  The 
picture  there  drawn  is  heightened  in  effect  by  the  lofty  tone  of 
the  prophet  enriched  by  the  imagery  of  the  eastern  tongue: 
"  O  Tyrus  that  art  situate  at  the  entry  of  the  sea,  which  art  a 
merchant  of  the  people  of  many  isles.  Thus  saith  the  Lord  God: 
*  Thy  borders  are  in  the  midst  of  the  sea,  the  builders  have  per- 
fected thy  beauty.  They  have  made  all  thy  ship  boards  of  fir 
trees  of  Senir:  they  have  taken  cedars  from  Lebanon  to  make 
masts  for  thee.     Of  the  oaks  of  Bashan  have  they  made  thine 

*  PlienicianSj  from  the  Celtic  words  foene  and  oke,  i.  e.  "ploughers  of 
the  sea." — ^Jenks'  Scripture  Gazetteer.  Plausible  as  this  may  appear,  it  is 
incorrect.  The  Celts  knew  nothing  of  the  Phenicians  in  the  Homeric 
times,  and  Homer  uses  the  word.  They  were  the  people  of  the  "  purple 
age."    See  Athons  Class.  Die. 

t  Not  used  in  the  sense  now  common,  but  rather  to  express  a  number 
of  ships. 
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oars:  the  company  of  the  Ashurites  have  made  thy  benches  of 
ivory,  brought  out  of  the  isles  of  Chittim.' "  "  Fine  linen  with 
broidered  work  from  Egypt  was  that  which  thou  spreadest  forth 
to  be  thy  sail :  blue  and  purple  *  from  the  isles  of  Elishah  was 
that  which  covered  thee.  The  inhabitants  of  Zidon  and  Arvad 
were  thy  mariners:  they,  wise  men,  O  Tyrus,  that  were  in  thee 
were  thy  pilots,"  etc.  It  is  from  Sidon  and  Tyre — ^Tyre,  the 
modern  town  of  Soor  or  Sur,  about  thirty  miles  to  north'ard  of 
Acre  in  Palestine — ^that  we  trace,  as  from  original  sources,  navi- 
gation, seamanship  and  all  that  pertains  to  the  mariner's  art. 
From  Tyre  the  Phenicians  established  a  colony  at  Carthage, 
which  in  its  turn  became  the  great  commercial  centre  of  the 
world,  and  in  its  day  (B.  C.  878  to  480)  the  greatest  city  of 
Africa  and  the  rival  of  Rome  itself.  Still  passing  westward, 
navigation  reached  Cartagena  and  the  Pillars  of  Hercules,  g^eat 
nations  springing  up  in  its  course.  Greece  held  her  empire  for  a 
while  to  be  succeeded  by  Imperial  Rome.  Venice  from  her 
dank  marshes,  her  scattered  isles  and  salt  trade  became  mistress 
of  the  seas  and  monopolized  the  ocean  trade,  only  to  be  disputed 
in  time  by  the  Genoese. 

Passing  thence  to  Portugal  and  Spain,  to  Holland  and  Britain, 
till  finally,  gathering  strength  and  boldness,  navigation  shot  out 
over  the  vast  wilderness  of  unknown  waters  to  find  new  shores 
for  still  greater  empires:  opening  out  new  fields  of  commerce, 
discovering  riches  undreamed  of  by  Avarice,  effecting  a  revo- 
lution in  navigation  and  in  ship-building,  and  at  one  great  stride 
bringing  mankind  to  a  degree  of  culture  and  refinement — a 
higher  civilization,  with  all  its  attendant  blessings,  which  could 
only  have  been  anticipated  by  Prescience  itself. 

From  that  blessed  night  when,  under  the  soft  Syrian  skies,  the 
wondering  shepherds  heard  angel  voices  heralding  our  Lord,  no 
event  has  been  so  pregnant  of  results  to  the  world's  history  as 
that  which  transpired  at  the  little  port  of  Palos  in  1492.  On 
the  third  day  of  August  of  that  year  the  Santa  Maria,  bearing' 
the  flag  of  the  High  Admiral,  Columbus,  and  leading  the  Pinta 
and  Nina,  sailed  thence  and  marked  a  new  era  in  the  world's  ageu 
Thus  the  colony  of  the  Phenicians  in  its  turn  sends  out  its  navy 
to  found  new  colonies.  It  is  when  taking  this  view  of  the  tide 
of  events  that  we  are  impressed  with  the  truth  and  beauty  of 
Bishop  Berkely's  celebrated  line — 

Westward  the  course  of  empire  takes  its  way. 
*  Hence  the  name  of  Phenician  from  the  Tyrrian  or  purple  dye. 
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In  this  great  onward  march  navies  have  been  the  untiring 
pioneers,  showing  that  the  paths  of  the  seas  have  ever  been  the 
paths  of  human  progress  and  civilization.  As  the  discovery  of 
new  shores  rewarded  the  adventurous  boldness  of  the  seaman, 
new  colonies  sprung  up,  and  the  same  navies  that  had  led  to 
their  foundation  would  be  there  to  protect  and  foster  their  young 
energies — securing  the  merchant  in  the  peaceful  pursuit  of  legiti- 
mate trade  and  protecting  his  argosies  from  plunder  on  the  seas. 
Such  has  been  the  grand  role  of  navies.  Such  it  continues  to  be. 
Well  had  it  been  for  mankind,  humanly  speaking,  could  their 
sphere  have  been  limited  to  the  fields  of  peaceful  commerce. 
The  course  of  empire  is  unhappily  marked  by  a  trail  of  blood. 
Navies  have,  but  too  often,  been  prostituted  to  the  uses  of  un- 
scrupulous princes  for  the  subjugation  of  weaker  states;  for  the 
acquisition  of  wealth  and  territory  by  a  species  of  national  or 
state  piracy,  and  not  infrequently  by  even  so-called  Christian 
powers  as  the  ultimo  ratio  regum. 

The  ocean  commerce  of  the  Phenicians  constituted  the  great 
nursery  of  seamen,  and  led  subsequently  to  the  formation  of  the 
powerful  navy  of  Carthage.  Phenician  seamen  were  employed 
as  mercenaries  and  were  to  be  found  in  no  inconsiderable  num- 
bers in  the  Persian  and  other  fleets.  But  there  was  another 
kind  of  pursuit  which,  while  it  gave  rise  to. a  race  of  bold  and 
practised  seamen,  was  itself  the  active  and  immediate  cause  of 
the  establishment  of  navies.     It  was  piracy. 

The  Aegean  sea  was  ploughed  by  the  piratical  galley  of  many 
an  isle;  and  many  a  Grecian  chief  owed  his  wealth  to  that  source 
of  livelihood.  Menelaus,  in  the  Odyssey,  displays  his  treasures 
and  boasts  of  the  manner  in  which  they  were  gained.  Piracy, 
so  far  from  being  deemed  dishonorable,  was  rather  reckoned 
to  one's  credit.  But  to  those  who  were  not  pirates  this  mode 
of  acquiring  property  was,  at  the  least,  inconvenient.  Thus 
Thucydides,  in  speaking  of  the  earlier  Greeks,  remarks  that 
"  Minos,  king  of  Crete,  was  the  most  ancient  of  all  with  whom 
we  are  acquainted  by  report,  that  acquired  a  navy  and  swept 
piracy  from  the  sea,  as  much  as  he  could,  for  the  better  coming 
in  of  his  revenues."*     The  Cretan  navy  became  formidable  in 

*  Minos  was  a  Phenician.  He  is  recorded  in  history  as  having  cre- 
ated a  large  naval  power  and  of  having  established  in  Crete  the  most 
ancient  recorded  political  system,  calculated  to  combine  the  liberty  of 
citizens  with  regular  government;  it  was  the  model  of  Lycurgus'  sub- 
sequent institutions  for  Sparta  Qenks'  Scripture  Gazetteer,  p.  y6).  Minos, 
according  to  Thucydides,  died  about  three  generations  before  the  Trojan 
war,  or,  according  to  modern  historians,  1006  years  before  Christ. 
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its  day,  but  having  fulfilled  its  ends  was  subsequently  over- 
shadowed by  the  more  powerful  fleets  of  Athens  and  Pelc^Km- 
nesus. 

Of  other  navies  we  have  hints  in  the  following:  "The  most 
ancient  sea  fight  with  which  we  are  acquainted,"  writes  Thucy- 
dides  (B.C.  403),  "was  fought  between  the  Corinthians*  and 
the  Corcyraeans."  "  For  the  Corinthians  having  their  city 
situated  on  an  isthmus  had  always  possessed  an  emporium  and 
obtained  the  title  of  '  wealthy,'  and  when  the  Greeks  began  to 
make  more  voyages,  having  got  their  ships,  they  put  down 
piracy/'  "  And  the  lonians  afterward  had  a  large  navy  in  the 
time  of  Cyrus,  the  first  king  of  the  Persians,  and  Cambyses  his 
son;  and  while  at  war  with  Cyrus,  commanded  the  sea  along 
their  coast  for  some  time." 

"  Polycrates  also,  tyrant  of  Samos  in  the  time  of  Cambyses, 
having  a  strong  fleet,  both  made  some  other  of  the  islands  subject 
to  him  and  took  Rhenea  and  dedicated  it  to  the  Delian  Apollo. 
And  the  Phoceans,  while  founding  Massalia  (Marseilles),  con- 
quered the  Carthaginians  in  a  sea-fight." 

"  These  were  the  strongest  of  their  navies  and  the  last  that  are 
worth  mentioning  established  in  Greece  before  the  expedition 
of  Xerxes  "  (Thucydides). 

This  brings  us  down  to  the  period  of  Greek  civilization,  when 
it  had  reached  its  highest  level,  and  when  the  navies  of  Greece 
had  attained  their  most  thorough  state  of  efficiency. 

It  will  be  our  endeavor  at  some  future  time  to  give  brief 
sketch  of  the  Athenian  navy,  one  of  the  most  notable  of  all  the 
navies  of  antiquity. 

*  The  Corinthians  were  the  first  people  of  Greece  who  became  a  mari- 
time power.  Corcyra,  from  being  a  colony,  became  the  rival  of  Corinth 
and  so  continued  for  about  two  centuries,  till  Athens  joined  Corcyra  and 
assumed  for  herself  the  dominion  of  the  seas. 


[GOPTRIOHTEO.] 

U.   S.  NAVAL  INSTITUTE,   ANNAPOLIS,   MD. 


SUBMARINE  TELEGRAPH  CABLES  IN  TIME  OF  WAR. 
By  Commander  C.  H.  Stockton,  U.  S.  N. 


Though  the  recent  hostilities  with  Spain  were  so  short  in 
duration,  and  so  restricted  as  to  opportunities  for  the  settlement 
of  important  questions  of  war  and  international  law,  there  was, 
nevertheless,  one  matter  which  assumed  an  importance  through- 
out the  entire  period,  and  that  was  the  question  of  international 
telegraphic  communication  by  means  of  submarine  cables  in 
time  of  war. 

From  the  time  of  the  cutting  of  the  Manila  cable  by  Admiral 
Dewey,  until  the  removal  of  the  censorship  of  the  communica- 
tion by  cable  between  Havana  and  Europe,  it  was  a  matter  always 
under  consideration  by  the  belligerents,  and  far  from  being 
ignored  by  the  neutrals  concerned. 

It  was,  of  course,  not  entirely  a  novel  question  in  the  works 
and  discussions  upon  international  law,  but  it  was  a  question 
which,  though  meagre  as  to  usage,  is  constantly  extending  in  its 
geographical  area  in  the  world  as  well  as  increasing  in  import- 
ance, both  for  peaceful  and  warlike  purposes. 

The  general  question  of  the  international  protection  of  sub- 
marine telegraph  cables  on  the  high  seas  and  elsewhere  led,  in 
the  past,  to  various  general  conferences  upon  the  subject  in 
Europe;  the  last  one  being  held  in  Paris,  at  which  was  concluded 
a  convention  on  March  14,  1884,  the  ratifications  of  the  signa- 
tory powers  being  exchanged  on  April  i,  1885,  and  the  date  ar- 
ranged for  the  agreement  or  convention  to  go  into  effect  was 
May  I,  1888.  To  this  convention  the  United  States  was  a  party, 
the  Hon.  L.  P.  Morton  being  our  representative.  The  convention 
treated  of  the  laying  and  protection  of  telegraphic  cables  in  time 
of  peace,  Article  XV  of  the  convention  reading  as  follows: 
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"  It  is  understood  that  the  stipulations  of  this  convention  shall 
in  no  wise  affect  the  liberty  of  action  of  belligerents." 

Concerning  this  article,  Dr.  Macdonell,  an  English  lawyer  of 
recognized  standing,  in  a  recent  lecture,  says: 

**  The  15th  article  of  the  Submarine  Cable  Convention  ex- 
pressly reserves  the  rights  of  belligerents,  which,  I  take  it,  include 
cutting  or  injuring  any  cable  Hkely  to  be  useful  to  an  adversary, 
however  injurious  such  interruption  may  be  to  neutrals.  This 
is  confirmed  by  referring  to  the  procbs  verbal  of  the  proceedings. 
I  find  that  the  Belgian  delegate,  M.  Orban,  stated  that  'as  he 
read  the  article,  the  text  recognized  the  liberty  of  action  of  the 
belligerent,  and,  by  implication,  his  right  to  cut  submarine  cables, 
even  those  that  land  on  neutral  soil.'  Another  representative  at 
the  conference  gave  formal  intimation,  at  an  early  stage  in  the 
proceedings,  that  the  convention  for  the  protection  of  submarine 
cables  should  have  no  application  except  in  time  of  peace.  At 
the  time  of  signing  the  convention.  Lord  Lyons  presented  a  dec- 
laration in  the  name  of  the  English  government  to  the  following' 
effect:  *  Her  Majesty's  Government  understand  by  Article  15  that 
in  time  of  war  a  belligerent  power  which  has  signed  the  conven- 
tion will  be  as  free  to  act  in  regard  to  submarine  cables  as  if  the 
convention  did  not  exist.'  M.  Orban,  the  Belgian  delegate, 
added  a  declaration  to  the  same  effect:  'The  Belgian  Govern- 
ment, by  the  medium  of  its  delegates  at  the  conference,  has  main- 
tained that  the  convention  had  no  effect  on  the  rights  of  bel- 
ligerent powers;  these  rights  would  be  neither  more  nor  less 
extensive  after  the  signing  of  the  convention  than  before.' " 

"  There  is  little  doubt  that  it  was  the  opinion  of  the  signatories 
of  the  convention  of  1884  that  a  belligerent  might  freely  cut 
submarine  cables — might,  for  example,  sever  the  connection  be- 
tween England  and  her  colonies  and  foreign  possessions  without 
just  cause  of  offence." 

So  far  as  the  usage  is  concerned,  up  to  the  time  of  our  war 
with  Spain,  it  is  confined,  as  far  as  I  can  ascertain,  to  the  Franco- 
German  war,  the  war  between  Chile  and  Peru,  and  the  civil  war 
in  Chile.  In  these  cases  cables  were  cut  both  within  the  terri- 
torial waters  of  the  belligerents  and  in  ex-territorial  waters  or 
the  high  seas.  The  belligerent  action  of  the  late  war  in  cable- 
cutting,  which  was  wholly  upon  our  part,  did  not  limit  the  cut- 
ting, or  the  attempts  to  interrupt  the  communication,  either  to 
the  territory  or  to  the  property  of  the  belligerent  concerned. 

There  can  be  little  doubt  as  to  the  right  of  a  belligerent  to 
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cut,  destroy  or  interfere  with  a  submarine  telegraph  cable  or 
terminal  station,  no  matter  by  whom  owned,  in  the  territory, 
land  or  water  of  the  enemy,  whenever  military  necessity  or  con- 
venience requires  it.  The  belligerent  concerned  is  the  sole  judge 
of  this  necessity  and  of  the  nature  of  the  interference  which  he 
proposes  to  create.  Such  an  act  is,  of  course,  a  belligerent  act, 
and  neutrals  participate  in  it  at  their  risk,  as  when  they  enlist  in 
a  belligerent's  army  or  navy. 

It  is  generally  recognized,  certainly  by  the  United  States,  that 
under  certain  circumstances  and  conditions,  materials  for  the 
construction  of  telegraphs  are  contraband  of  war.  Submarine 
cables,  if  found  ashore  in  belligerent  territory,  or  afloat,  bound 
for  a  belligerent  destination,  as  an  enemy's  port  or  fleet,  would 
certainly  be  liable  to  seizure  as  material  for  the  construction  of  a 
telegraphic  communication,  and  hence  contraband  of  war.  If 
it  then  can  be  considered  contraband  of  war  on  its  way  to  a 
hostile  destination  on  the  high  seas,  as  material  or  a  component 
part  only  of  a  working  telegraph,  how  much  more  does  such  a 
cable  become  contraband  of  war  when  it  is  in  working  order, 
actually  conveying  aid,  information  and,  possibly,  money  to  a 
belligerent  or  belligerent  country  in  time  of  war. 

Much  could  be  and  has  been  said  about  the  commercial  import- 
ance and  general  usefulness  and  harmlessness  of  telegraphic 
communication  by  cable  to  neutrals  and  to  innocent  persons  of 
both  belligerents  in  war  time,  but  such  usefulness  must  give  way 
to  the  stem  necessities  of  war.  War,  as  our  late  hostilities  prove, 
is  not  a  benevolent  measure,  nor  can  it  be  successfully  used  as 
a  means  of  immediately  conveying  benevolence  or  charity.  That, 
ultimately,  it  may  become  of  service  in  that  direction  there  is,  I 
think,  but  little  doubt;  but  during  the  active  operations,  con- 
venience and  commerce  must,  when  necessary,  step  aside.  There 
is  no  doubt  also,  to  take  an  instance,  of  the  convenience  and 
utility  and  even  humanity  of  a  system  of  buoyage  and  lights 
ashore  and  afloat  for  the  purposes  of  navigation  and  safety;  yet, 
in  times  of  war,  the  extinction  of  sea-coast  and  harbor  lights  and 
the  removal  of  buoys  is  directed  by  belligerents  and  submitted 
to  by  neutrals  without  question  as  matters  of  military  necessity 
and  right. 

Besides  the  contraband  character  of  the  material  of  a  tele- 
graphic cable,  in  use  or  en  route,  as  an  essential  element  of  bel- 
ligerent communication  which  renders  it  liable  to  seizure  any- 
where out  of  neutral  territory,  there  is  another  phase  of  this 
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question,  and  that  is  in  regard  to  the  nature  of  the  service  af- 
forded by  such  a  communication  by  a  neutral  proprietor  to  a 
belligerent. 

This  service  is  in  the  nature  of  both  an  evasion  of  a  blockade, 
and,  what  has  been  termed  of  late  years,  of  unneutral  service.  It 
does  not  matter  in  this  phase  whether  the  cable  be  privately  or 
state-owned  so  far  as  the  technical  offence  is  concerned,  though 
the  gravity  and  consequences  are  naturally  much  more  serious  in 
the  latter  case.  Let  us  take,  as  an  instance,  the  case  of  a  block- 
aded or  besieged  port,  as  Havana  and  Santiago  were  during  the 
late  hostilities.  The  communication  of  information,  or  of  dis- 
patches, or  of  means  of  assistance  which  can  be  made  by  such 
means,  is  an  unneutral  service,  and  would  resemble  also  the  vio- 
lation of  a  blockade  by  a  neutral  vessel  carrying  dispatches,  the 
capture  of  which  upon  the  high  seas  outside  of  territorial  juris- 
diction would  be  a  justifiable  and  indisputable  act  of  war. 

Extend  this  to  a  country  or  port  not  blockaded  or  besieged, 
and  you  would  yet  find  the  cable,  owned,  let  us  presume,  by  a 
neutral,  the  means  of  performing  the  most  unneutral  kind  of 
service,  of  a  nature  which,  done  by  a  ship,  would  most  properly 
cause  its  seizure,  condemnation  or  destruction  by  the  offended 
belligerent. 

There  are,  however,  other  conditions  existing  besides  that  of 
a  cable  leading  by  way  of,  or  from,  a  neutral  country  to  that  of  a 
belligerent.  Such  is  the  case  of  a  cable  laid  between  two  neutral 
ports,  link  of  a  chain,  perhaps,  reaching  from  a  belligerent  to 
his  colony  or  foreign  possessions^  In  this  case  there  is  little 
doubt  but  that  the  cable  should  be  exempt  from  seizure  or  attack 
— the  transit  of  continuous  hostile  or  belligerent  messages  is  too 
slight  a  matter  compared  with  the  gravity  of  interruption  to 
allow  such  a  cable  to  be  tampered  with.  The  Institute  of  Inter- 
national Law,  in  a  session  held  in  1878,  adopted  the  conclusion 
or  declaration  of  opinion  "  that  any  submarine  telegraphic  c^ble 
that  united  two  neutral  territories  should  be  held  inviolable." 
This  will  doubtless  be  firmly  established  in  time  to  come  as  a 
sound  rule,  as  is  both  reasonable  and  proper. 

If,  however,  there  should  be  a  neutral  station  or  landing  place 
interposed  between  the  termini  of  a  cable,  both  termini  being  on 
territory  of  the  same  belligerent,  the  safety  and  use  of  the  cable 
could,  perhaps,  be  assured  by  a  censorship  on  the  part  of  the 
neutral  as  to  messages.  A  belligerent  to  whom  such  a  cable  is 
of  essential  military  importance  should  provide  for  this  contin- 
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gency  by  laying  a  cable  or  loop  outside  of  the  neutral  territory, 
if  the  entire  distance  is  not  beyond  the  telegraphic  range  of  the 
instruments.  At  all  events,  one  belligerent  is  not  unreasonable 
in  demanding  that  the  neutral  should  not  permit  messages  from 
the  other  belligerent  passing  through  neutral  territory,  of  a  na- 
ture injurious  or  disadvantageous  to  himself.  It  is  not  unlike  the 
transit  of  troops  through  neutral  territory;  even  if  such  be 
granted  alike  to  both  parties,  it  may  still  work  injuriously  to  one 
of  them.  If,  however,  neither  belligerent  offered  objection  or 
if  mutual  consent  was  definitely  given,  permission  to  use  the 
cable  indiscriminately  by  both  belligerents  could  be  properly 
allowed  by  the  neutral  country  or  by  the  neutral  cable  company. 

When  possible  cable  communication  generally  should,  of 
course,  be  kept  open  for  commercial  or  other  innocent  inter- 
course, and  in  many  cases  a  government  censorship  can  meet 
the  circumstances  and  requirements  of  the  war  and  prevent  in- 
jury to  a  belligerent.  It  is  gratifying  to  know  that  to  this  solu- 
tion of  the  question  the  practice  of  the  United  States  in  the  late 
war  greatly  contributed. 

In  conclusion  it  may  be  interesting  to  state  the  circumstances 
at  Manila,  after  the  action  of  May  ist: 

The  cable  from  Manila  to  Hong  Kong  was  owned  and  con- 
trolled by  an  association  of  English  and  Danish  companies  and 
subsidized  by  the  Spanish  government.  After  the  battle  of  Man- 
ila Bay,  Admiral  Dewey  asked  for  its  use  and  agreed  to  its  use 
also  by  the  Spanish  if  he  could  send  his  dispatches.  This  the 
Governor-General  of  the  Philippines  refused,  and  hence  Admiral 
Dewey  cut  the  cable.  The  cable  company  refused  to  send  Ad- 
miral Dewey's  dispatches  through  Hong  Kong,  notwithstanding 
his  offer  to  pick  up  the  cable  and  provide  the  instrument  for  its 
use  in  Manila  Bay. 

In  this  case  the  right  to  cut  the  cable  was  undoubted.  The 
common  use  of  the  cable  by  both  Admiral  Dewey  and  the  Gov- 
ernor-General, if  agreed  upon  by  both  parties,  would  have  placed 
the  cable  in  a  neutral  position — both  parties  agreeing.  The  use 
of  the  cable  by  Admiral  Dewey  alone,  or  by  the  Spanish  alone, 
would  have  placed  the  cable  company  in  the  position  of  aiding 
one  side  at  the  possible  expense  of  the  other.  The  use  of  the 
cable  at  Hong  Kong  station  was,  in  all  probability,  common  to 
both  sides,  and  without  objection  from  either  belligerent.  The 
fact  that  the  cable  was  subsidized  by  the  Spanish  government 
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made  it  more  than  ever  a  belligerent  instrumentality,  subject  to 
seizure  or  disabling  by  the  other  belligerent,  but  doubtless  also 
made  the  cable  company  feel  that  it  would  be  especially  unwise 
to  lend  aid  against  the  subsidizing  power. 

Authorities, — Dr.  Macdonnel,  Journal  Royal  United  Service 
Institute,  No.  246,  p.  916;  Perels,  Manuel  de  Droit  Maritime 
International,  pp.  75,  yy,  217;  Fiore,  Nouveau  Droit  Inter.  Public, 
p.  22;  Owens'  Declaration  of  War,  pp.  182,  382;  Manual  of  In- 
ternational Law,  Ferguson,  sections  123,  124;  Treaties  and  Con- 
ventions of  the  United  States,  1776  to  1887,  pp.  1176,  1187. 
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NOTES  ON  THE  UTERATURE  OF  EXPLOSIVES.* 

By  Charles  Munroe. 


No.  XXIX. 


The  "  Twenty-first  Annual  Report  of  Her  Majesty's  Inspectors 
of  Explosives  "  shows  that  the  growth  of  the  trade  in  explosives 
in  Great  Britain  continues  to  increase  notwithstanding  the  re- 
strictions and  governmental  supervision  imposed  by  the  Explo- 
sives Act,  five  new  factories  having  been  licensed  during  the  year 
and  seven  applications  for  licenses  being  still  pending,  while 
seven  new  magazines  were  licensed  and  nine  others  pending. 
The  areas  of  the  existing  factories  have  also  been  enlarged  so 
that,  for  instance,  the  site  occupied  by  the  Nobel's  Explosive  Co. 
Ltd.,  at  Ardeer,  is  four  times  as  large  as  it  was  when  the  Act  was 
passed,  while  the  number  of  buildings  occupied  by  the  company 
has  increased  in  a  similar  proportion. 

There  was  imported  during  the  year — 

Amorces 2,540  pounds. 

Bellite  44i250 

Blasting  gelatine  27,500 

Carbonite  579»ooo 

Cooppal's  powder 3»95o 

Dahmenite  A 26450 

Dynamite   179,000 

Emerald  powder 5,000 

Fulminate  of  merqury 9400 

*  As  it  is  proposed  to  continue  these  notes  from  time  to  time,  authors, 
publishers  and  manufacturers  will  do  the  writer  a  favor  by  sending  him 
copies  of  their  papers,  publications  and  trade  circulars.   Address,  Colum- 
bian UniversUy^  Washington,  D.  C 
32 
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Gun-cotton    56  pounds. 

Gunpowder  66,528       ** 

Gelatine  dynamite  416,650 

Fireworks  ^ 556,920 

Matag^ite  gelatine 57>050 

Normal  smokeless  powder 178 

Normal  sporting  powder 6,215 

Pigou's  smokeless  sporting  powder  ....     1,000 

Tonite 1,862 

and  9,780,000  detonators. 

The  total  number  of  factories  now  in  operation  in  Great  Britain 
is  139,  making  53  different  kinds  of  explosive  materials,  yet  but 
one  person  was  killed  during  the  year  from  an  accident  occurring 
during  manufacture.    The  total  list  of  accidents  is  as  follows: 

Summary  of  Accidents. 

Accidenu 
not 
Accidents  causing  loss  of      causing         Total 
life  and  bodily  injury.       lossofliM      nuasber 
No.  of  No.  of  Persons    or  bodily  of 

Accidents.    Killed.    Injured,     injury.     Accidents. 

Manufacture  20  i  25  26  46 

Keeping  6  6  4  3  9 

Conveyance   i  —  2  i  2 

Use  and  miscellaneous. .  .76  26  80  i  77 

Total   103        33       III         31       134 

Under  use  and  miscellaneous  are  included  all  accidents  which 
occurred  in  the  use  of  explosives  and  immediately  connected 
therewith;  also  accidents  in  thawing  nitroglycerine  preparations, 
and  others  arising  from  miscellaneous  causes  not  within  the 
prohibitions  of  the  Act.  In  short,  this  group  comprises  all  acci- 
dents occurring  under  circumstances  not  immediately  controlled 
by  the  Act  except  the  non-fatal,  purely  mining  accidents  with 
gunpowder  under  the  Inspectors  of  Mines.  It  is  natural  to  ex- 
pect that  the  larger  number  of  accidents  will  occur  in  use,  as  the 
explosives  here  get  into  the  hands  of  many  careless  and  untrained 
persons  who  are  frequently  free  from  supervision;  yet  numeroos 
as  the  casualties  for  the  year  are,  the  number  of  killed  was  con- 
siderably below,  and  of  wounded  slightly  below,  the  average  for 
the  preceding  ten  years. 
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As  we  have  before  remarked,  these  statistics  would  have  greater 
value  if  accompanied  by  a  statement  of  the  amount  of  explosives 
produced  and  the  amount  of  explosives  consumed  each  year  in 
the  territory  covered  by  the  Act,  and  we  are  inclined  to  believe 
that  if  this  were  done  the  beneficent  operation  of  the  Act  would 
be  more  strikingly  shown. 

An  analysis  is  made  of  these  casualty  statistics  on  the  basis  of 
the  number  of  factories  in  operation  and  persons  employed,  and 
it  is  pointed  out  that  for  the  seven  years  immediately  preceding 
the  Act  there  was  recorded  an  annual  average  of  39.5  deaths  as 
based  on  the  imperfect,  non-compulsory  returns  from  55  factories 
only,  whereas  the  average  for  the  past  ten  years  (there  being  now 
139  factories  and  over  10,000  persons  employed)  the  average 
for  deaths  is  5.1  (  or  about  one-twentieth  per  cent,  of  the  total 
number  employed),  and  for  injured  18.6  (or  about  one-fifth  per 
cent,  per  annum).  The  saving  in  life  is  the  more  notable  when 
it  is  recalled  that  a  large  proportion  of  the  new  factories  estab- 
lished since  the  Act  went  into  operation  deal  with  entirely  new 
classes  of  explosives  and  therefore  with  new  forms  of  risks. 

During  the  year  the  following  substances  were  added  to  the  list 
of  authorized  explosives:  Normal  sporting  powdery  consisting  of 
nitro-cotton  thoroughly  purified,  mixed  or  incorporated  with 
potassium  or  barium  nitrates  or  both  of  them,  and  parafiin  or 
vaseline,  both  free  from  mineral  acid,  the  whole  gelatinized  by  a 
suitable  process,  grained  and  polished  with  or  without  graphite. 
German  spills,  consisting  of  cylindrical  cases  of  paper,  one-half 
charged  with  fuse  composition,  consisting  of  potassium  nitrate, 
sulphur  and  charcoal,  the  other  half  containing  a  charge  of  gun- 
powder, the  whole  composition  and  gunpowder  not  to  exceed 
two  pounds  to  the  gross,  primed  at  one  end  with  touch  paper, 
and  at  the  other  with  mealed  gunpowder,  or  primed  at  both  ends 
with  mealed  gunpowder.  Pettinger's  electric  fuses,  consisting  of 
a  cylinder  of  wood  or  other  suitable  material,  containing  two 
insulated  copper  wires,  the  ends  of  which,  whether  or  not  con- 
nected by  means  of  a  fine  wire  of  platinum  or  other  suitable 
material,  are  embedded  in  a  priming  composition,  consisting  of 
an  intimate  mixture  of  potassium  chlorate,  native  antimony  sul- 
phide, copper  subsulphide  or  subphosphide,  silver  (precipitated), 
plumbago,  charcoal  and  bismuth.  Pettinger*s  electric  detonator 
fuses,  consisting  of  Pettinger's  electric  fuses  as  above  described 
and  having  attached  thereto  a  detonator.    Kynite,  consisting  of 


460  NOTES   ON  THE   LITERATURE   OF  EXPLOSIVES. 

not  more  than  2^  parts  by  weight  of  thoroughly  purified  nitro- 
glycerine (with  or  without  the  addition  of  not  more  than  half  a 
part  of  sulphuretted  benzol),  and  with  or  without  such  other 
ingredient  as  may  from  time  to  time  be  sanctioned  by  a  Secre- 
tary of  State,  uniformly  mixed  with  not  less  than  75  parts  by 
weight  of  a  pulverized  preparation,  consisting  of  wood  meal, 
not  less  than  40  parts,  nitrates  of  potassium,  barium,  and  sodium 
(or  either  of  them),  not  more  than  36  parts,  and  carbonate  of 
sodium  or  calcium  (or  either  of  them),  not  more  than  half  a  part; 
such  preparation  to  be  sufficiently  absorbed  when  mixed  in  the 
above  proportions  to  prevent  exudation  of  the  nitroglycerine. 
Oven  blowers,  consisting  of  a  short  cylinder  of  paper  dubbed  at 
one  end  and  charged  with  gunpowder,  and  having  inserted  in 
the  other  end  a  piece  of  quick-match  encased  in  paper,  projecting 
about  four  and  one-half  inches  from  the  cylinder,  the  end  of 
which  is  choked  and  tied,  the  projecting  end  of  the  quick-match 
being  dubbed  and  coated  with  sulphur  and  the  cylinder  being 
afterwards  flattened  in  a  cracker  mill. 

Dr.  Dupre's  report  is  as  usual  full  of  interesting  matter.  It 
will  be  recalled  that  after  investigation  the  amount  of  composi- 
tion which  was  permitted  in  amorces  was  limited  to  .07  g^ins 
per  amorce,  it  having  been  determined  that  this  was  a  quantity 
which  would  prevent  explosion  en  masse.  An  explosion  which 
occurred  at  Kingston-upon-Hull  in  September  in  which  several 
gross  of  boxes  were  destroyed  gave  rise  to  considerable  appre- 
hension in  this  regard.  Fortunately  a  number  of  boxes  from 
the  same  consignment  and  of  the  same  manufacture  were  recov- 
ered from  the  shop  after  the  explosion  and  examination  showed 
that  although  the  average  proportion  of  explosive  matter  con- 
tained in  the  amorces  was  within  the  limit  laid  down,  a  not  incon- 
siderable number  of  the  individual  amorces  exceeded,  and  some 
very  largely  exceeded,  this  limit.  Previous  experiments  had 
clearly  established  the  fact  that  the  safety  of  these  amorces  de- 
pends not  so  much  on  the  average  proportion  of  explosive  matter 
contained  in  1000  amorces  as  upon  the  fact  that  no  individual 
amorce  should  exceed  this  proportion,  since  the  larger  amorce 
plays  the  part  of  a  detonator,  capable,  if  it  contains  too  great  a 
proportion  of  explosive  matter,  of  exploding  the  whole,  and  this 
accident  but  confirms  this  deduction  from  the  results  of  experi- 
ments. 
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Among  the  results  of  tests  Dr.  Dupre  reports  that  lo  out  of 
113  samples  of  gelatine  dynamite  No.  2  and  matagnite  gelatine 
were  rejected,  four  from  failure  to  stand  the  heat  test  and  six  on 
account  of  exudation.  The  failure  to  stand  the  heat  test  may 
perhaps  be  due  to  the  injurious  effects  exercised  by  some  kinds 
of  wood  meal,  but  it  is  difficult  to  understand  why,  considering 
the  absorbing  power  of  the  wood  meal  present  in  the  gelatine 
dynamite,  exudaton  should  be  more  prevalent  among  samples 
of  gelatine  dynamite  than  among  blasting  gelatine. 

The  tests  of  five  samples  of  American  smokeless  powder  are 
recorded.  "  Four  of  the  powders,  American  E.  C,  Hazard, 
Dupont,  and  Kings,  closely  resemble  well-known  English  pow- 
ders, consisting  in  greater  part  of  nitro-cellulose,  mainly  of  the 
soluble  variety,  with  the  addition  of  some  nitrate  of  barium  and 
potassium.  The  two  first  stood  our  heat  test  perfectly,  and  were 
well  manufactured,  the  rest  passed  the  heat  test  indifferently  well, 
while  the  fourth  stood  the  test  for  6j4  minutes  only. 

**  The  so-called  '  gold  dust '  differed,  however,  widely  from  any 

of  our  English  powders;    it  consisted  of  picrate  of  ammonium, 

picrate  of  potassium,  picric  acid,  and  bichromate  of  ammonium. 

It  was  exceedingly  violent  in  its  action  and  appeared  to  be  a 

'  rather  dangerous  powder  to  use  in  a  shotgun." 

The  new  explosives  examined  during  he  year  were  bonnite, 
which,  like  Kolfs  powder,  consisted  of  a  mixture  of  different 
nitro-compounds,  most  of  which  are  difficult  to  purify  effectively. 
The  first  sample  submitted  was  satisfactory  as  to  its  physical  char- 
acter and  temperature  of  explosion,  but  it  stood  the  heat  test 
but  two  minutes  on  account  of  insufficient  purification.  The 
second  sample  passed  the  preliminary  tests  successfully,  but 
lacked  sufficient  chemical  stability  to  successfully  resist  pro- 
longed exposure  to  90^-95°  F.,  and  it  too  was  rejected.  Ripp- 
lene,  consisting  of  a  nitrate  mixture  containing  kerosene  shale, 
was  favorably  reported  on,  subject  only  to  the  condition  that  the 
shale  should  be  free  from  pyrites.  Patent  blasting  powder  No.  i, 
consisting  of  ordinary  gunpowder  mixed  with  a  salt  to  prevent 
the  production  of  flame  on  explosion,  was  also  favorably  re- 
ported on,  as  it  possessed  the  required  chemical  stability. 

Among  the  "  Accidents  "  are  two  occurring  in  the  manufacture 
of  ballistite.  In  the  first  some  sheets  caught  fire  as  they  were 
passing  through  the  rolls;  in  the  second  a  small  quantity  exploded 


462  NOTES   ON  THE   LITERATURE  OF  EXPLOSIVES. 

in  the  press.  The  latter  accidents  have  been  thought  due  to  the 
heat  developed  by  the  too  sudden  compression  of  the  air  in 
the  interstices  of  the  paste,  but  in  this  case  the  plunger  was  being 
withdrawn,  and  the  accident  is  attributed  to  friction  between  the 
plunger  and  inside  of  the  cylinder,  where  some  accumulation 
of  the  paste  is  unavoidable. 

The  report  on  the  fire  occurring  at  the  works  of  the  Cotton 
Powder  Co.,  Limited,  near  Faversham,  on  March  ist,  develops 
the  interesting  fact  that  some  5000  to  6000  pounds  of  gun-cotton 
in  water,  which  was  exposed  to  the  full  effect  of  the  fire,  was 
practically  uninjured,  although  in  some  cases  the  vats  and  vessels 
containing  it  were  burnt  away,  and  an  even  more  important  fact 
was  the  burning  away  inexplosively  of  over  3000  pounds  of 
gun-cotton,  containing  about  30  per  cent,  of  water,  made  for  the 
War  Office,  and  stored  in  barrels  of  27J4  pounds  each^ 

The  most  fruitful  source  of  accidents  in  use  has  been  during 
ramming,  either  from  the  use  of  improper  tools  or  the  applica- 
tion of  undue  force.  As  usual  a  preponderance  of  these  acci- 
dents occurred  in  frosty  weather  when,  owing  doubtless  to  the 
explosive  being  hard,  it  is  not  so  easily  introduced  into  a  rough 
or  irregular  hole,  while  the  tendency  to  jam  probably  leads  to 
an  undue  application  of  force.  It  is  important  to  point  out  that 
in  such  circumstances  even  a  wooden  rammer  is  no  protection, 
for  more  than  half  the  rammer  accidents  were  caused  with  wooden 
tools. 

The  accident  at  Kirkee,  India,  was  of  another  sort  Two  offi- 
cers of  the  28th  Pioneers  had  cut  some  g^n-cotton  slabs  into 
strips  and  dried  them  all  day  in  the  sun.  One  of  the  officers  then 
attempted  to  ram  these  strips  into  a  bore  hole  with  a  copper  rod, 
when  the  charge  exploded.  No  undue  force  appears  to  have 
been  used  and  there  is  little  doubt  that  the  accident  was  due  to 
the  abnormal  sensitiveness  of  the  g^n-cotton  at  the  elevated  tem- 
perature existing.  The  exceptional  sensitiveness  of  nitro-cotton 
when  heated,  and  especially  when  in  a  fine  state  of  division,  has 
been  illustrated  by  more  than  one  accident,  and  the  circum- 
stances of  these  accidents  are  fully  dealt  with  in  Special  Report 
No.  XLIV,  of  December  9,  1882. 

The  gravest  accident  recorded  is  that  of  the  explosion  of  55 
"  tons  "  of  blasting  gelatine  at  Braamfontein,  near  Johannesbuiff, 
South  Africa,  on  February  19,  1896,  in  consequence  of  a  rail- 
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way  collision.  The  explosion  produced  a  crater  about  300  feet 
long  by  65  wide  and  30  deep  in  soft  ground.  There  was  total 
destruction  within  a  radius  of  about  330  yards,  while  from  that 
distance  to  660  yards  all  the  buildings  were  shattered,  and  roofs 
were  battered  in  up  to  about  1000  yards.  The  buildings  were 
chiefly  of  corrugated  iron  and  mud,  and  therefore  not  of  a  sub- 
stantial character.  Fragments  of  iron  were  picked  up  at  over 
3000  yards.  Windows  were  broken  generally  up  to  about  2000 
yards,  and  in  one  direction,  where  the  ground  sloped  toward  the 
site,  many  windows  were  broken  up  to  5000  yards  and  some  be- 
yond that  distance.  These  effects  agree  closely  with  those  pro- 
duced by  the  explosion  of  an  almost  equal  amount  of  gunpowder 
at  Erith  in  1864,  and  the  comparison  is  especially  valuable,  as  in 
the  "Table  of  Distances"  used  by  the  Inspectors  in  fixing  the 
sites  of  factories  and  magazines  the  distances  for  50  "  tons  "  were 
derived  from  the  data  of  the  Erith  explosion. 

In  another  accident  in  South  Africa  at  the  Langlaate  mine, 
Transvaal,  a  young  man  was  so  overcome  by  the  poisonous 
fumes  from  the  dynamite  blasts  in  one  of  the  levels,  which  filled 
the  shaft,  that  he  fell  from  the  cage  in  the  shaft  on  which  he  was 
standing  and  was  killed. 

An  accident  which  appeals  particularly  to  naval  oflSicers  oc- 
curred in  the  magazine  of  the  Amiral  Duperre,  flagship  of  the 
French  Mediterranean  Squadron,  May  14,  1896,  due  to  the  ex- 
plosion of  a  34-centimeter  cartridge  in  the  midst  of  a  lot  of  loaded 
shells,  which  fortunately  remained  intact.  The  explosion  was 
attributed  to  the  overheating  of  a  steam-pipe  passing  through  the 
magazine. 

An  explosion  of  ammonium  nitrate  at  Paddington,  March  20, 
and  of  bleaching  powder,  have  especial  interest  to  the  chemist 
In  the  first  case  the  manufacturer  was  making  "  laughing  gas  " 
and  had  placed  18  pounds  of  ammonium  nitrate  in  an  open 
enameled  iron  pot  on  the  furnace  to  melt  when  shortly  the  con- 
tents exploded,  broke  the  pan  and  the  iron  plate  of  the  furnace 
and  blew  down  the  brickwork.  Although  this  property  of  am- 
monium nitrate  has  long  been  known  *  and  was  considered  when 
the  application  of  the  Bellite  Co.  was  before  them,  this  is  the 
first  instance  of  such  an  accidental  explosion  brought  to  the 
notice  of  the  Inspectors. 

♦  Proc.  U.  S.  Nav.  Inst  19,  g2;  i8()2. 
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The  explosion  of  bleaching  powder,  which  was  of  a  mild  char- 
acter, was  reported  to  have  occurred  while  a  gp*ocer  was  remov- 
ing some  bleaching  powder  from  a  barrel  by  means  of  an  ordi- 
nary metal  scoop.  The  bleaching  powder,  on  examination, 
proved  to  be  rather  weak  in  chlorine,  and  contained  nothing  that 
semed  to  throw  any  light  on  the  nature  of  the  alleged  explosion. 
This  is  the  second  time  an  alleged  explosion  due  to  this  cause  has 
been  brought  to  the  attention  of  Dr.  Dupre.  We  notice  that 
"  Bloxam's  Chemistry,"  7  ed.,  162,  1890,  speaks  of  bleaching  as 
evolving  oxygen  so  as  to  shatter  the  bottles,  and  heating  up  so 
as  to  set  fire  to  the  casks  in  which  it  is  stored. 

As  usual  there  is  a  record  of  the  big  blasts  of  the  year,  the  first 
being  that  at  Bonawe  Granite  Quarries,  Argylshire,  where  8  tons 
of  gunpowder  were  fired.  Six  tons  were  placed  in  a  chamber  125 
feet  from  the  surface  and  65  feet  from  the  face  of  the  rock,  and 
two  tons  in  a  second  chamber  45  feet  from  the  surface  and  40 
feet  from  the  face  of  the  rock,  the  distance  between  the  two  cham- 
bers being  about  120  feet.  The  gunpowder  used  was  especially 
manufactured  for  the  purpose  and  contained  75  per  cent,  of  salt- 
peter and  was  milled  for  three  hours.  The  blast  was  estimated  to 
have  displaced  100,000  tons  of  rock. 

The  second  blast  took  place  at  Dinorwic  Quarries,  Llanberis, 
and  334  tons  of  Nobel's  gelatine  were  exploded,  but  no  data  as 
to  the  effect  could  be  obtained. 

A  "  petroleum  accident "  of  special  naval  interest  is  one  which 
occurred  on  board  the  Cunarder  S.  S.  Servia  when  a  party  of 
men  were  engaged  in  painting  the  inside  of  a  water-ballast  tank. 
The  tank,  which  was  3  feet  6  inches  deep,  was  divided  into 
16  compartments  with  18  inch  aperture  between  each.  The 
furthest  compartment  was  being  painted  at  the  time  and  it  was 
necessary  to  crawl  through  15  of  the  small  apertures  to  reach  it 
The  paint  used  was  styled  Patent  Bitumastic  Solution  and  one  of 
the  survivors  testified  that  it  took  him  four  to  five  minutes  to 
reach  the  compartments,  ten  minutes  to  do  the  painting,  and 
four  or  five  minutes  to  return,  and  that  he  could  not  stoop 
down  any  longer  as  it  made  him  dazed  and  queer  in  his  head. 
All  the  witnesses  testified  that  the  use  of  the  solution  in  con- 
fined spaces  made  them  drunk  and  delirious  if  they  remained 
any  length  of  time  at  work.  This  is  a  well  known  effect  of  the 
lighter  petroleums,  and  it  is  not  surprising  that  the  solution 
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was  found  to  consist  of  coal  tar  dissolved  in  crude  coal  tar  oil, 
having  a  flashing  point  of  45°  F.  Abel,  and  containing  so  much 
volatile  matter  that  one  gallon  spread  over  a  large  surface  would 
render  48  cubic  feet  of  air  inflammable. 

Notwithstanding  this  the  workman  went  into  this  inner  com- 
partment, which  was  already  partly  covered  with  the  freshly-laid 
solution  and  containing  a  partly  filled  bucket  of  it,  with  a  lighted 
candle.  Sometime  having  passed  without  hearing  from  him  an- 
other workman  went  to  his  assistance  and  found  the  place  on 
fire  and  the  man  burned  and  delirious.  He  was  so  delirious  as 
to  fight  against  coming  out  and  it  took  an  hour  and  a  half  with 
assistance  to  get  him  through  the  apertures  and  up  the  manhole, 
and  he  afterwards  died  in  the  hospital  from  the  effects  of  the  dis- 
aster. 

This  report  contains  a  copy  of  the  Explosives  in  Coal  Mines 
Order  of  1896,  a  list  of  "  permitted  explosives  "  for  use  in  coal 
mines,  and  much  tabular  matter  of  importance. 


We  have  through  these  Notes  repeatedly  called  attention  to 
the  dangers  which  accompany  the  use  of  explosives  in  coal  mines, 
the  results  of  experiments  made  by  various  commissions  in 
France,  Prussia  and  England,  and  the  invention  of  various  ex- 
plosive materials  especially  intended  for  use  in  fiery  mines.  The 
more  recent  steps  taken  looking  toward  an  increase  in  security 
in  the  working  of  these  mines  were,  first,  the  Order  in  Council 
of  the  English  Home  Office  of  December  16,  1896,  which  pro- 
hibited the  use  of  any  explosive,  other  than  a  "permitted  ex- 
plosive," after  July  i,  1897,  in  all  coal  mines  in  which  inflammable 
gas  has  been  found  within  the  previous  six  months,  or  in  the 
roads  of  all  coal  mines  which  are  not  naturally  wet  throughout, 
and  after  January  i,  1898,  the  use  of  any  explosive  other  than  a 
"  permitted  explosive  "  is  absolutely  prohibited  in  every  part  of 
such  mines.  Further,  the  use  even  of  "  permitted  explosives  " 
is  prohibited  unless  (a)  every  charge  is  placed  in  a  properly 
drilled  shot  hole  and  has  sufficient  stemming,  not  in  any  case  less 
than  9  inches;  (b)  the  apparatus  or  method  used  for  igniting  the 
charge  shall  be  incapable  of  igniting  inflammable  gas  or  coal 
dust;  (c)  every  charge  shall  be  fired  by  a  competent  person 
appointed  in  writing  for  this  duty  by  the  manager  of  the  mine. 
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and  not  being  a  contractor  for  any  work  in  the  mine  involving 
the  use  of  explosives,  nor  a  person  paid  by  such  contractor,  nor  a 
person  whose  wages  depend  on  the  amount  of  material  to  be  got- 
ten; (d)  each  explosive  shall  be  used  in  the  manner  and  subject 
to  the  conditions  prescribed  in  the  schedule  of  *'  permitted  explo- 
sives." The  use  of  explosives  is  prohibited  in  any  main  haulage 
road  or  main  intake  unless  all  workmen  have  been  removed  from 
the  seam  in  which  the  shot  is  to  be  fired  and  all  seams  communi- 
cating with  the  shaft  on  the  same  level,  except  the  men  engaged 
in  firing  the  shot,  and  such  other  persons,  not  exceeding  lo  in 
number,  as  are  necessarily  engaged  in  attending  to  the  ventilating 
furnaces,  steam  boilers,  engines,  machinery,  winding  apparatus, 
signals  or  horses,  or  in  inspecting  the  mine. 

The  Schedule  of  Permitted  Explosives  accompanying  this 
order  consists  of  ammonite,  Ardeer  powder,  bellite  No.  i  and  No. 
3,  carbonite,  dahmenite  A,  electronite  No.  2,  kynite,  roburite  No. 
3,  and  westfalite.  The  composition  of  each  and  the  method  in 
which  they  are  to  be  put  up  is  given  with  great  precision  and, 
what  is  of  particular  interest,  the  strength  of  the  detonator  to  be 
used  is  specified  for  each  explosive.  In  the  case  of  each  nitro- 
glycerine explosive  it  is  especially  prohibited  to  fire  it  when  in 
the  frozen  condition. 

To  secure  more  certain  results  a  "  Committee  to  inquire  into 
the  History  of  Explosives  for  Use  in  Coal  Mines  "  was  appointed 
by  the  Secretary  of  State,  and  through  the  courtesy  of  one  of  its 
members.  Captain  J.  H.  Thomson,  R.  A.,  we  are  in  receipt  of 
the  "  Report "  *  of  this  committee. 

In  its  preliminary  report  of  February  4,  1897,  the  conmiittee 
considered  the  possibility  of  conducting  its  experiments  in  a  coal 
mine,  but  concluded  it  would  be  fairer  to  use  chambers  where 
the  conditions  and  tests  could  be  made  as  uniform  as  possible; 
also  the  desirability  of  a  small  apparatus,  but  concluded  that  in 
view  of  the  peculiar  character  of  gas  explosions  no  results  would 
be  trustworthy  unless  made  in  a  chamber  of  considerable  capa- 
city and  so  arranged  as  to  admit  of  experiments  with  air,  gas 
and  coal  dust 

The  committee  then  presented  drawings  of  a  suitable  station 
to  be  erected  at  Woolwich  and  recommended  an  appropriation 

*  Eyre  &  Spottiswoode,  London,  1897,  12  pp.,  2  plates. 
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of  $7500  for  its  erection  and  proof.  The  full  report  of  October  6, 
1897,  contains  a  description  with  drawings  of  the  apparatus,  which 
consists  of  (i)  a  horizontal  gallery  of  wrought-iron  tubing  used 
to  test  the  liability  of  an  explosive  to  ignite  mixtures  of  coal-g^ 
and  air,  and  (2)  a  vertical  tube  to  test  the  effect  on  coal  dust  sus- 
pended in  air. 

The  gas  gallery  is  fitted  at  its  outer  end  with  a  device  for  hold- 
ing a  diaphragm  of  varnished  paper  or  other  suitable  material, 
and  at  the  opposite  end  it  is  closed  by  a  disc  of  wrought  iron 
having  an  opening  in  the  center  which  is  closed  by  the  muzzle  of 
a  cannon  when  the  latter  is  run  up  into  position.  The  cannon 
is  a  very  strong  steel-lined  wire-wound  gun,  having  a  bore  of  a 
diameter  about  that  of  the  usual  bore  hole,  and  it  is  mounted  on 
a  small  trolley  running  on  rails.  To  prevent  accidents  from  the 
bursting  of  the  cannon  a  concrete  wall  has  been  provided  on  the 
side  on  which  the  observers  stand.  The  gallery  is  fitted  with 
seven  safety  valves  to  remove  the  strain  when  the  gas  explodes, 
and  these  serve  also  as  sight  holes  by  which  to  observe  any  flame 
which  may  issue.  As  mere  observation  of  this  kind  is  somewhat 
untrustworthy,  a  tuft  of  gun-cotton  yarn  is  used  as  an  additional 
test  of  Ignition  and  is  securely  fastened  in  a  position  at  the  end 
of  the  tube,  where  only  an  explosion  of  the  gas  can  ignite  it. 
Alongside  the  gallery  is  a  gasometer  fitted  with  a  gauge  show- 
ing its  contents,  and  a  centrifugal  blower,  which  are  connected  by 
pipes  with  both  ends  of  the  gallery  so  that  a  circulation  of  air 
and  gas  can  be  maintained  through  the  gallery,  gasometer  and 
fan. 

In  preparing  to  fire  a  charge  in  this  portion  of  the  apparatus, 
the  cannon  is  loaded  and  run  up  to  the  gas  gallery,  the  gasometer 
filled  with  a  measured  quantity  of  gas  at  atmospheric  pressure, 
and  then,  by  opening  the  valves  with  which  the  connecting  pipes 
are  fitted  and  starting  the  fan,  this  gas  is  driven  into  the  gallery 
and  air  removed  at  the  same  time  from  the  opposite  end.  By 
keeping  up  this  circulation  for  about  one  minute  a  uniform  mix- 
ture of  gas  and  air  is  obtained  with  very  little  leakage.  The 
valves  are  then  closed  and  the  charge  fired,  the  results  being 
ascertained  in  the  manner  indicated  above. 

The  coal  dust  apparatus  consists  of  a  vertical  tube  resting  on 
a  bed  of  concrete,  in  the  center  of  which  another  cannon  is  placed 
vertically,  being  fixed  in  position  by  slats  of  wood.     The  tube 
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is  fitted,  near  its  base,  with  an  opening  in  its  side,  closed  by  a 
strong  door,  through  which  the  loading  of  the  cannon  is  effected, 
and  also,  near  the  top,  with  an  air  and  observation  hole.  Into 
this  lube  coal  dust  is  blown  by  a  fan  similar  to  the  one  referred  to 
above,  the  dust  being  fed  into  the  pipe  by  means  of  a  hopper. 

In  operating  this  apparatus  air  is  driven  along  the  pipe  past 
the  hopper,  from  which  it  carries  with  it  the  necessary  supply  of 
coal  dust,  and  so  soon  as  the  operator  considers  that  sufficient 
coal  dust  has  been  blown  into  the  tube  the  charge  is  fired. 

The  testing  station  consists  of  two  buildings,  one  of  which 
contains  the  gas  gallery  and  fittings.  This  building  is  completely 
open  on  one  side,  and  the  second  building,  placed  on  this  side  of 
the  first,  is  fitted  with  an  observation  slit  for  the  use  of  those 
attending  the  experiments,  and  is  also  fitted  up  as  an  office  and 
storehouse. 

The  conditions  prescribed  for  making  the  test  are:  (i)  No  ex- 
plosive shall  be  submitted  for  testing  until  it  has  been  admitted 
to  the  Home  Office  List  of  Authorized  Explosives;  (2)  the  test 
will  be  carried  out  for  each  explosive  with  the  size  of  detonator 
recommended  by  the  manufacturer  or  person  submitting  the  ex- 
plosive, and  every  shot  will  be  fired  by  electricity;  (3)  all  charges 
to  be  stemmed  with  nine  incRes  of  clay  well  rammed;  (4)  each 
shot  to  be  fired  in  the  case  or  wrapper  in  which  it  is  proposed  to 
be  employed  in  actual  use ;  (5)  each  shot  to  be  fired  into  a  highly 
explosive  mixture  of  coal-gas  and  air,  the  gas  being  supplied 
from  the  Royal  Arsenal  gas  works;  (6)  the  charges  of  explo- 
sives to  be  fired  will  be  determined  as  follows:  (a)  in  the  case  of 
explosives  intended  to  be  fired  by  a  detonator,  and  commonly 
called  "  high  explosives,"  the  charge  will  be  taken  as  the  equiva- 
lent of  2  oz.  of  dynamite  No.  i,  containing  75  per  cent,  of  nitro- 
glycerine, as  determined  by  the  enlargement  obtained  on  firings 
the  same  in  a  lead  cylinder  tamped  with  loose  sand;  (b)  in  the 
case  of  gunpowder  or  any  explosive  not  intended  to  be  fired  by 
a  detonator,  the  charge  will  be  taken  as  the  equivalent  of  6  ozs. 
of  R.  F.  G.  gunpowder,  as  determined  by  the  enlargement  ob- 
tained on  firing  the  same  in  a  lead  cylinder  tamped  with  loose 
sand  and  heavily  weighted  above  with  a  mass  of  metal.  (7)  Each 
explosive  to  be  subject  to  the  following  test:  A  number  of  shots 
shall  be  tried  not  exceeding  40.  If  in  the  first  20  no  failure  oc- 
curs, or  in  the  first  30  only  one  failure,  or  in  40  only  two  failures^ 
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it  will  be  passed.  A  shot  will  be  regarded  as  a  failure  if  (a)  it 
ignites  the  gaseous  mixture,  or  (b)  it  leaves  an  appreciable 
amount  of  the  charge  unexploded.  A  shot  may  be  repeated  at 
the  discretion  of  the  officer  in  charge  of  the  testing,  if  in  his  opin- 
ion there  is  reasonable  ground  to  believe  that  a  failure  was  due 
to  any  cause  unconnected  with  the  explosive.  The  proposed  fee 
for  an  original  test  is  £25,  for  a  second  trial  £15,  and  for  retesting 
from  time  to  time,  not  to  exceed  10  shots,  £2,  Since  June  5, 
when  the  apparatus  was  first  tried  in  the  presence  of  members 
of  the  Institution  of  Mining  Engineers,  upwards  of  700  shots  have 
been  fired  and  in  no  case  has  any  accident  occurred  to  the  ap- 
paratus, although  the  cannon  have  been  subjected  to  pressures 
estimated  at  over  100  tons  to  the  square  inch.  Owing,  however, 
to  the  high  temperatures  and  pressures  at  the  time  of  firing  the 
erosion  of  the  hardened  steel  lining  tubes  has  been  so  great  that 
it  has  been  necessary  to  insert  a  fresh  liner  after  about  200  shots. 

The  report  discusses  in  detail  the  use  of  coal-gas  versus  fire 
damp,  uniformity  of  gaseous  mixtures,  method  of  electric  firing, 
method  of  determining  an  explosion,  nature  and  quality  of  stem- 
ming, usefulness  of  firing  unstemmed  shots,  size  of  charge, 
method  of  determining  comparative  power  of  explosives,  size  of 
detonator,  delayed  ignitions  and  other  important  matters. 

It  may  not  be  amiss  to  inquire  how  the  system  of  determining 
rejections  was  arrived  at,  for  it  is  not  apparent  in  what  respect 
an  explosive  which  fails  once  in  the  third  ten  rounds  or  twice  in 
the  second  twenty  is  better  than  one  that  fails  once  in  the  first 
ten  rounds  or  twice  in  the  first  twenty,  or  even  better  than  one 
which  fails  twice  in  the  first  ten  rounds.  Of  course  the  assump- 
tion probably  is  that  a  failure  in  the  first  ten  or  twenty  rounds 
indicates  a  possibility  of  failure  later  on,  but  this  is  by  no  means 
certain  to  follow.  In  fact,  the  more  often  a  given  explosive  is 
fired  under  similar  conditions  the  more  certain  ought  the  firing 
to  be  with  the  increased  experience,  and  it  seems  fairer  after  the 
fee  is  paid  to  give  the  applicant  his  full  forty  rounds. 

The  explosive  art  and  science  have  suffered  a  severe  loss  in  the 
death  of  Colonel  Sir  Vivian  D.  Majendie,  R.  A.,  K.  C.  B.,  Her 
Majesty's  Chief  Inspector  of  Explosives,  which  occurred  sud- 
denly, from  heart  failure,  at  Oxford,  England,  on  April  24,  1898. 

Sir  Vivian  Majendie  was  bom  in  1836  and  entered  the  Royal 
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Artillery  in  1854.  He  first  saw  active  service  in  the  Crimean 
War,  in  which  he  won  the  medal,  with  clasps,  and  the  Turkish 
medal,  and  he  achieved  further  distinction  in  the  Indian  mutiny. 
He  became  Captain  of  Artillery  in  1861,  Major  in  1872,  and 
Lieutenant  Colonel  in  1880,  and  Colonel  (retired)  in  1882.  He 
was  created  Commander  of  Bath  in  1880  and  Knight  Commander 
in  1895.  He  was  for  ten  years  on  duty  at  the  Woolwich  Arsenal 
and  in  1871  was  attached  to  the  Home  Office  as  Inspector  of  Gun- 
powder Works  under  the  Gunpowder  and  Nitroglycerine  Acts. 
He  was  largely  instrumental  in  securing  the  passage  of  the 
Explosive  Act  of  1875,  as  his  testimony  in  the  Minutes  of  Evi- 
dence and  the  official  and  statistical  papers  he  filed,  which  appear 
in  the  Appendix,  fill  162  of  the  large,  closely  printed  pages  of 
the  Report  of  the  Select  Committee  on  Explosive  Substances  ap- 
pointed by  the  House  of  Commons.  It  was  fitting  then  that 
after  having  had  so  wide  an  experience  and  having  displayed  such 
thorough  acquaintance  with  the  subject.  Major  Majendie  should, 
on  the  passage  of  the  Act,  have  been  appointed  Chief  Inspector. 

While  holding  this  office  it  fell  to  his  lot  to  examine  the  bombs, 
infernal  machines  and  explosives  captured  by  the  police,  and 
though  he  ran  serious  personal  risk,  he  was  fearless  in  the  per- 
formance of  his  duty.  It  is  narrated  that  on  one  occasion  he 
carried  a  rubber  bag  filled  with  nitroglycerine,  which  had  been 
found  in  the  house  of  a  Fenian,  in  a  cab  to  the  laboratory  at 
Woolwich,  and  that  on  the  way  he  coolly  informed  the  driver  of 
the  danger  the  latter  would  run  if  he  did  not  drive  carefully. 
When  the  cloak-room  at  Victoria  Station  was  blown  up  he  opened 
a  clock-work  infernal  machine  found  there,  though  the  mechan- 
ism was  working  at  the  time  and  the  machine  might  have  ex- 
ploded at  any  moment. 

While  his  services  in  the  investigation  of  outrages  brought 
him  most  conspicuously  before  the  public,  his  most  important 
service  to  his  country  was  in  so  drawing  and  enforcing  the  regu- 
lations in  explosive  works  as  to  render  employment  in  these 
factories  among  the  less  hazardous  of  occupations  for  British 
workmen.  One  of  his  recent  official  duties  was  as  a  member  of 
the  Committee  on  the  Testing  of  Explosives  for  Use  in  Coal 
Mines,  through  which  it  was  sought  to  reduce  the  hazard  in  use 
as  well  as  manufacture,  and  the  week  before  his  death  he  ap- 
peared to  give  evidence  before  the  Select  Committee  of  the 
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House  of  Commons  to  investigate  the  danger  of  low-flash  oils. 
His  influence  has  extended  far  beyond  the  confines  of  his  country. 
For  his  successful  efforts  to  ameliorate  the  condition  of  man  he 
deserves  to  rank  with  Davy,  Jenner,  Francis,  Lister  and  Florence 
Nightingale.  His  monument  is  the  twenty-two  Annual  and  fifty 
Special  Reports  which  bear  his  sig^ture  as  Her  Majesty's  Chief 
Inspector  of  Explosives. 

His  efficiency  and  tactfulness  as  an  official  is  testified  to  by 
the  trade  journal,  "Arms  and  Explosives,"  6,  126;  1898,  which 
says :  "  The  daily  newspapers  say  nothing  of  the  single-minded 
thoroughness  with  which  he  carried  on  the  daily  routine  of  his 
work  at  the  Home  Office,  dealing  only,  as  they  do,  with  the  more 
sensational  incidents  of  his  career,  when,  for  instance,  at  consid- 
erable risk  to  himself,  he  opened  an  infernal  machine,  which,  for 
all  he  knew,  might  go  off  at  any  moment. 

"  To  those  in  the  explosive  trade,  however,  his  ceaseless  activ- 
ity in  the  duties  of  inspection,  the  courtesy  and  fair-mindedness 
with  which  he  carried  out  the  stringent  provisions  of  a  highly 
complicated  Act,  will  always  remain  among  the  keenest  recol- 
lections of  the  past.  Sir  Vivian  Majendie  was  the  very  best  tpye 
of  Government  official,  for  he  at  all  times  recognized  that  trade 
interests  must  be  considered  even  when  departmental  authority 
gave  him  the  best  excuse  for  disregarding  such  requirements. 
In  no  case,  however,  was  the  efficiency  of  his  work  allowed  to 
suffer,  whatever  personal  sympathies  might  suggest.  He  became 
Chief  Inspector  of  Explosives  when  the  Act  first  came  into  ex- 
istence, and  he  has  continued  in  office  ever  since,  and  year  by 
year  his  annual  reports  have  shown  a  steady  improvement  in  the 
conditions  of  what  was  originally  a  dangerous  industry.  The 
precautions  which  have  been  elaborated  under  his  care  are  now 
such  that  the  death-rate  by  accident  in  the  entire  trade  is  little 
more  than  eight  a  year,  a  proportion  which  will  compare  most 
favorably  with  the  ordinary  mechanical  industries  of  the  country. 
To  judge  by  experience,  one  would  say  that  Sir  Vivian  Majendie 
was  never  happier  than  when  carrying  on  his  work,  for  the  inde- 
fatigable industry  with  which  he  replied  to  all  correspondence, 
and  held  himself  personally  available  wherever  his  presence 
would  be  advantageous,  was  a  lesson  such  as  many  younger  men 
could  with  advantage  take  to  heart.  Whenever  he  was  ap- 
proached with  a  view  to  the  modification  of  such  rules  and  regu- 
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lations  as  seemed  to  bear  with  unnecessary  hardness  upon  some 
section  of  the  trade,  he  was  always  ready  to  receive  representa- 
tions upon  the  subject,  and,  wherever  possible,  he  promptly  in- 
troduced an  Order  in  Council  for  remedying  the  ills  which  had 
grown  up  under  changing  conditions  of  trade." 

The  notice  alludes  to  his  fondness  for  photography  and  his 
love  for  children,  which  was  heartily  reciprocated  by  them,  and 
it  is  accompanied  by  an  admirable  portrait  which  depicts  the  alert 
and  ever-ready  look  which  was  the  most  prominent  characteristic 
of  the  original. 

The  following  specifications  for  smokeless  powders  for  canrion, 
prescribed  by  the  Ordnance  Department,  U.  S.  Army,  were  issued 
by  the  War  Department  May  12,  1898: 

Manufacture, — The  manufacture  must  be  open  to  inspection  in 
all  its  stages  by  an  inspector  designated  by  the  Chief  of  Ord- 
nance, U.  S.  A.,  for  the  purpose. 

Composition. — ^The  powder  must  be  substantially  of  the  compo- 
sition designated  by  the  Ordnance  Department  as  N  N  (12.0-25), 
which  consists  of  one  part  of  nitroglycerine  and  three  parts  of 
nitro-cellulose,  containing  12  per  cent,  of  nitrogen,  and  at  least 
one-third  of  the  nitro-cellulose  must  be  of  the  soluble  variety. 
A  small  amount  of  a  suitable  neutralizer  may  be  added  to  insure 
chemical  stability.  No  departure  from  the  above-stated  compo- 
sition will  be  made  without  the  approval  of  the  inspector.  The 
ingredients  must  be  of  excellent  quality  and  the  degree  of  nitra- 
tion, as  determined  by  the  Lunge  nitrometer,  close  to  that  pre- 
scribed. 

Granulation, — The  granulation  may  be  of  any  well-known  form, 
suitable  for  the  use  intended,  that  may  be  desired  by  the  manu- 
facturer, but  must  be  subject  to  the  approval  of  the  inspector. 

Lots, — The  powder  will  be  prepared  for  inspection  and  delivery 
in  lots,  each  containing,  if  practicable,  about  10,000  pounds  if  for 
a  piece  of  caliber  below  8  inches,  and  about  25,000  pounds  if  for 
a  piece  of  8-inch  caliber  or  over.  The  exact  amount  of  each  lot 
will  be  fixed  by  the  inspector  after  consultation  with  the  con- 
tractor. Each  lot  must  be  blended  to  the  satisfaction  of  the 
inspector. 

Inspection, — ^The  inspector  will  select  during  manufacture  such 
samples  of  the  ingredients  as  he  may  desire  to  examine.  After 
the  lot  is  blended  he  will  select  samples  for  inspection  and  proof. 
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Proof. — Each  lot,  to  be  acceptable,  must  give,  with  about  the 
charge  and  under  the  conditions  stated  in  the  following  table  for 
the  particular  case,  a  muzzle  velocity  as  great  as,  and  a  mean 
pressure  not  greater  than,  therein  stated,  and  the  chamber  pres- 
sure must  not  exceed  in  any  round  the  pressure  stated  by  more 
than  2O0O  pounds. 

Us,  Us,persf,im,  /.  s. 

.  30-calibcr  rifle,  service 37       grs 38,000  2,000 

3.6-inch  mortar,  service 6       ozs.          20  i7»ooo  700 

3. 2 -inch  field  gun* 15.25  ozs.           16.5  32,000  if 450 

3.2-inch  field  gun  t 16.6    ozs.           16.5  26,000  i>450 

7-inch  siege  mortar,  service 38       ozs.         135  17,000  775 

8-inch  B.  L.  rifle,  service 70       lbs.        300  35tOOO  2,250 

lo-inch  B.  L.  rifle,  service 140        lbs.        575  35fOOO  2,250 

f  2-inch  B.  L.  rifle,  service 250        lbs.     1,000  35tOOO  2,250 

12-inch  mortar,  steel,  service 50        lbs.        800  33*000  1,300 

*  With  projectile  haTing  band  x}i  inches  from  base. 

t  With  projectile  haTing  band  %  inch  from  base. 

NoTS. — For  pieces  within  a  bracket  the  same  powder  Is  u<ed. 

Stability, — ^The  powder  must  not  be  unduly  subject  to  acci- 
dental ignition  or  explosion,  or  to  deterioration  under  exposure 
to  climatic  conditions  or  in  storage.  Also,  it  must  withstand 
successfully  the  following  test:  Heated  to  a  temperature  of  150° 
to  155°  F.,  it  must  not  produce  any  discoloration  of  potassium 
iodide  starch  paper,  partly  moistened  with  dilute  glycerin,  in  less 
than  20  minutes.  Chemical  and  ballistic  tests  made  by  the  Ord- 
nance Department  according  to  its  standard  methods  will  be  re- 
garded as  standard  for  the  purposes  of  these  specifications. 

Delivery  and  Payment, — The  powder  will  be  delivered  packed 
in  simple  wooden  boxes  or  in  packages  furnished  by  the  Ord- 
nance Department,  at  the  option  of  the  Chief  of  Ordnance.  All 
samples  selected  by  the  inspector  will  be  delivered  at  such  places 
as  he  may  designate  by  the  contractor.  Payment  for  each  lot 
will  be  made  on  acceptance  and  delivery,  but  samples  representing 
rejected  lots  will  not  be  paid  for. 

The  "  Annual  Report  of  the  Chief  of  Ordnance  War  Depart- 
ment for  1897  "*  is  made  up  of  a  summary  by  the  chief  of  the 
operations  of  the  department,  and  twenty-nine  separate,  illustrated 

*  Washington,  Gov't  Printing  Offic,  1897,  300  pp.,  19  plates. 
33 
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reports  from  the  commanding  officers  of  the  various  arsenals  and 
the  inspectors  of  powder  and  ordnance,  which  contain  much  de- 
tailed information  and  record  the  results  of  many  interesting  ex- 
periments. 

Referring  to  small-arm  ammunition  and  smokeless  powder. 
General  Flagler  says  the  .30-caliber  ball  ammunition  with 
strengthened  case  and  the  blank  cartridge  with  paper  bullet  have 
given  satisfactory  results  in  service.  The  expectation  that  the 
fired  .30-caliber  shells  turned  in  from  service  could  be  used  for 
reloading  has  not  been  realized,  as  the  metal  of  the  case  after 
being  fired  with  smokeless  powder  becomes  brittle.  The 
cause  of  this  in  the  present  shell,  which  is  made  of  brass  (70 
copper  and  30  zinc),  has  been  traced  to  the  action  of  the  mercury 
in  the  primer  composition  on  the  metal  of  the  case  and  particu- 
larly on  the  zinc.  The  loaded  cartridges,  when  new,  can  be 
safely  kept  as  no  deterioration  occurs  until  after  firing,  when  the 
primer  is  burned  and  the  gases  liberated  within  the  case.  At 
present  it  is  expected  that  a  serviceable  reloading  cartridge  will 
be  produced  by  reducing  the  amount  of  mercuric  fulminate  in 
the  primer,  in  conjunction,  possibly,  with  the  use  of  an  alloy  for 
the  cases  containing  a  less  percentage  of  zinc. 

Another  form  of  reloading  case  was  proposed  by  Lieutenant 
Dunn,  the  feature  of  the  design  being  a  sliding  base  sealed  with 
a  rubber  ring.  It  is  in  some  respects  similar  to  the  Morse  car- 
tridge, but  differs  from  it  in  essential  particulars.  It  offers  the 
advantage  of  using  an  alloy,  such  as  so-called  gilding  metal  (93 
copper,  7  zinc),  which  is  but  little  susceptible  to  the  brittleness 
referred  to,  but  which  when  made  into  the  present  form  of  solid 
head  case  does  not  possess  sufficient  strength  to  resist  the  high 
pressures  attained  in  the  .30-caliber  rifle.  The  tests  thus  far 
made  on  this  case  for  endurance  are  favorable  and  they  are  now 
being  subjected  to  storage  tests. 

Investigations  have  been  made  upon  the  utility  of  tinning  the 
case  of  the  .30-caliber  cartridge  for  smokeless  powder,  and  the 
conclusions  reached  are  that  under  normal  conditions  of  storage 
brass  cartridges  do  not  need  protection  against  erosive  action 
from  either  black  or  smokeless  powder,  but  when  moisture  is 
present  in  excess  or  when  the  powder  has  suffered  material 
decomposition,  a  slight  protection,  serving  at  least  to  defer  such 
action,  is  afforded  by  the  tin  coating,  and  this,  taken  in  connec- 
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tion  with  the  neat  and  distinctive  appearance  given  to  the  fin- 
ished product,  justifies  the  use  of  tinning. 

It  has  been  observed  that  there  is  a  marked  tendency  to  rise  and 
fall  of  velocity  of  smokeless  powder  ammunition  depending  upon 
the  temperature  of  the  cartridge  when  fired  in  the  arm,  and  ex- 
periments have  been  made  with  the  .30-caliber  rifle  cartridges  to 
determine  the  changes  in  velocity  for  temperatures  ranging  from 
—  40°  to  +130°  F.  at  intervals  of  10  degrees.  For  this  purpose 
each  lot  of  cartridges  was  brought  to  the  desired  temperature  by 
exposure  for  twenty-four  hours  in  a  chamber  having  the  required 
temperature  and  fired.  From  the  data  derived  from  these  ex- 
periments and  from  repeated  "  heat "  and  "  cold  "  tests  previously 
made  in  the  laboratory  of  Frankford  Arsenal  the  average  results 
deduced  for  service  ammunition  are  as  follows:  The  velocity 
for  the  .30-caliber  rifle  varies  about  120  feet  per  second  between 
the  limits  of  temperature  given.  Taking  the  standard  of  2000 
feet  per  second  for  a  temperature  of  70°  F.  at  proof,  it  diminishes 
for  each  10°  fall  of  temperature  by  decrements  varying  form  8  to 
3  feet  per  second,  the  loss  at  —  40°  being  about  43  f.  s. ;  and  for 
each  10°  rise  of  temperature  it  increases  from  the  standard  by 
increments  of  from  10  to  12  feet  per  second,  the  gain  at  130° 
being  about  65  f.  s. 

The  Peyton  powder  at  present  manufactured  by  the  California 
Powder  Works  and  the  Dupont  Company,  is  now  used  for  the 
.30-caliber  service  ammunition,  and  is  satisfactory.  In  addition 
to  the  contracts  made  with  these  companies  for  the  supply  of 
powder  during  the  current  year,  a  contract  has  been  made  with 
the  Laflin  &  Rand  Powder  Company  for  a  quantity  to  be  deliv- 
ered subject  to  test,  and  this  company  is  now  experimenting  to 
produce  a  .30-caliber  powder  along  the  lines  of  its  W-A  powders. 
In  previous  tests  this  powder  has  shown  excellent  ballistic  results, 
but  produced  undue  erosion  of  the  bore  of  the  rifle.  It  has  been 
found  that  the  endurance  of  a  rifle  firing  the  Peyton  powder  will 
readily  exceed  5000  rounds,  and  the  specifications  for  the  .30- 
caliber  powder  now  include  a  test  for  erosion,  under  which  "  the 
erosion  of  the  bore,  after  firing  5000  rounds,  must  not  materially 
exceed  that  exhibited  by  the  rifle  barrel  No.  21,244,  which  has 
been  fired  5000  rounds  and  will  be  retained  at  Frankford  Arsenal 
as  a  present  standard  of  reference."  It  is  now  also  provided  that 
each  invoice  lot  of  powder  must  be  thoroughly  blended  by  the 
manufacturer. 
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The  exposjure  of  service  cartridges  in  shallow  open  trays  to  the 
weather  for  one  year  is  now  systematically  pursued  and  consti'- 
tutes  a  most  severe  test  of  their  keeping  qualities.  Lots  of  car- 
tridges made  from  different  invoices  of  powder  are  taken  from 
the  factory  and  exposed  in  this  manner,  and  a  portion  of  each 
lot  is  tested  at  the  end  of  each  four  months.  The  tests  made  with 
the  service  powders  during  the  past  year  confirm  those  previously 
reported.  Although  the  loss  of  velocity  from  the  exposed  car- 
tridges was  sometimes  considerable,  the  stability  of  the  powder 
was  not  decreased,  and  when  heated  to  130°  F.  for  twenty-four 
hours,  to  ascertain  if  the  powder  had  been  permanently  injured, 
its  ballistic  properties  were  restored  to  nearly  the  same  magni- 
tude as  those  possessed  by  the  original  powder  heated  to  the 
same  extent.  The  interior  of  the  cases  was  not  injured  by  con- 
tact with  the  powder  during  exposure  and  the  primers  of  the 
cartridges  remained  unaffected.  Two  additional  lots  of  the  .30- 
caliber  cartridges  charged  with  Peyton  powder  and  sent  to 
Whipple  Barracks,  Arizona,  for  storage,  in  April,  1895,  were  re- 
turned to  Frankford  Arsenal  after  storage  periods  of  twenty-one 
and  twenty-four  months.  When  fired,  these  gave  nearly  the  same 
results  as  those  which  had  been  stored  for  periods  of  three,  six 
and  nine  months;  in  none  of  which  was  there  any  material  change 
from  the  original  quality  of  the  ammunition. 

Referring  to  larger  grained  powder.  General  Flagler  says  it 
appears  conclusive  that  when  nitroglycerihe  is  used  under  ser- 
vice conditions  there  appears  to  be  no  objection  to  its  employ- 
ment in  powder,  but  that,  on  the  other  hand,  there  are  decided 
advantages  on  the  score  of  high  ballistics  and  economy.  These 
conclusions  are  drawn  from  general  information  and  from  the 
results  of  experiments  with  various  smokeless  powder  composi- 
tions, described  in  his  last  annual  report  as  being  in  progpress. 
All  these,  except  those  involving  long  storage,  were  completed 
during  the  year,  and  the  results  but  confirm  the  conclusions 
derived  from  the  earlier  and  principal  portion  of  the  experimental 
series. 

To  investigate  more  fully  powders  composed  essentially  of 
nitro-cellulose  and  nitroglycerine  three  compositions  of  the  type 
designated  "  N  N  "  (nitro-cellulose,  nitroglycerine)  were  selected 
as  follows: 
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N  N  (13-10);  nitro-cellulose  yielding  13  per  cent,  of  nitrogen, 
the  powder  containing  10  per  cent,  of  nitroglycerine. 

NN  (12-25);  nitro-cellulose  yielding  12  per  cent,  of  nitrogen, 
the  powder  containing  25  per  cent,  of  nitroglycerine. 

NN  (11-40);  nitro-cellulose  yielding  11  per  cent,  of  nitrogen, 
the  powder  containing  40  per  cent,  of  nitroglycerine. 

These  compositions  were  regarded  as  including  the  practicable 
variations  within  the  type,  and  as  producing  only  allowable  ero- 
sion and  heating  effects.  As  granulation  is  a  mechanical  process 
it  was  thought  best  to  interest  private  manufacturers  in  the  solu- 
tion of  this  problem,  and  contracts  were  therefore  awarded  to 
different  firms  under  the  above  specifications  but  leaving  the 
manufacturer  to  choose  his  form  of  granulation,  it  being  ex- 
pected thus  to  obtain  comparisons  of  the  behavior  of  these  differ- 
ent compositions  in  the  several  forms  of  granulation,  such  as 
strips,  thin  squares,  tubes  and  multiperforated  grains.  Other 
types  than  the  "  N  N  "  are  also  to  be  tested  and  orders  have  been 
laid  for  sample  lots  of  Peyton  and  "  W-A "  composition  for  the 
8-inch  B.  L.  R.  and  of  Roltweil  composition  for  the  lo-inch 
B.  L.  Iv. 

On  August  2,  1898,  the  Navy  Department  issued  the  following 
specifications  for  U.  S.  Navy  smokeless  powder,  which  is  an 
ether-alcohol  colloid  of  soluble  nitro-cellulose,  with  or  without 
metallic  nitrates.  The  specifications  for  the  ingredients  and  the 
solvent  are  as  follows: 

I. — Ingredients. 

1.  Soluble  nitrO'Celbdose,  known  its  pyro-cellulose. — It  shall  con- 
tain 12.5  ±0.1  per  cent,  of  nitrogen,  at  least  98  per  cent,  of 
soluble  nitro-cellulose,  and  less  than  i  per  cent,  of  ash,  cellulose, 
and  other  substances  insoluble  in  acetone.  It  shall  give  a  heat 
test  at  65.5°  C.  of  at  least  eighteen  minutes,  and  shall  be  pulped 
very  fine,  all  passing  a  sieve  of  No.  16  mesh. 

2.  Bnrium  nitrate, — ^To  be  entirely  free  from  moisture,  ground 
very  fine,  all  passing  a  sieve  of  No.  50  mesh,  containing  at  least 
99  per  cent.  Ba(N08)2,  l^ss  than  0.2  per  cent,  of  chlorides  (calcu- 
lated as  BaClj),  and  not  more  than  o.i  per  cent,  of  insoluble 
material. 
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3.  Graphite. — To  be  chemically  pure,  containing  not  more  than 
a  trace  of  silicates  or  compounds  of  sulphur. 

4.  Potassium  nitrate,  c.p. — ^To  be  ground  very  fine  and  thor- 
oughly dry,  of  the  quality  employed  in  the  manufacture  of  highest 
grade  black  powder. 

II. — Solvent. 

1.  Ethyl  ether, — Concentrated,  containing  no  impurities  except 
small  amounts  of  water  and  ethyl  alcohol;  clear  and  colorless;  of 
characteristic  pure  odor;  neutral  reaction;  specific  gravity  at 
20°  C.  between  0.717  and  0.723;  leaving  less  than  0.002  per  cent 
residue  after  evaporation  at  100°  C. 

2.  Ethyl  alcohol. — 92,3  per  cent,  absolute  (by  weight).  To  be 
clear  and  colorless;  of  characteristic  pure  odor;  neutral  reac- 
tion; leaving  less  than  0.006  per  cent,  residue  after  evaporation 
at  100°  C. 

3.  Quantity. — In  case  the  mixed  solvent,  composed  of  64  parts 
by  weight  of  ether  and  36  parts  of  alcohol,  is  supplied  by  the 
Department,  the  weight  allowed  will  be  equal  to  i.i  that  of  the 
finished  powder  less  that  of  the  contained  metallic  nitrates,  and 
in  case  alcohol  only  is  furnished  by  the  Department,  the  manu- 
facturer making  his  own  ether,  the  weight  of  alcohol  allowed 
will  be  1.4  times  that  of  the  finished  powder  less  the  contained 
nitrates. 

III. — Method  of  Manufacture. 

I.  PyrO'Ccllulose. — No  particular  method  of  manufacture  is  pre- 
scribed, provided  a  material  is  obtained  which  conforms  strictly 
to  the  above  specifications.  The  following  method  has  given  sat- 
isfactory results  at  the  torpedo  station: 

Cotton,  free  from  oil  and  mechanical  impurities  and  containing 
not  over  7  per  cent,  of  moisture,  is  dipped,  in  portions  of  i  pound 
each,  in  19  pounds  of  mixed  acid  contained  in  an  earthenware 
crock.  This  mixed  acid  is  composed  of  about  57  per  cent.  H2SO4, 
28.2  per  cent.  HNO3,  and  not  more  than  0.2  per  cent.  N^O^.  The 
initial  temperature  of  the  acid  at  the  time  of  dipping  is  about  25® 
C.  The  cotton  is  completely  immersed  in  the  acid  and  held  down 
by  an  earthenware  disk.  The  crock  with  its  contents  is  then 
placed  in  a  trough  of  warm  water,  of  which  the  temperature  is 
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about  36°  C.  At  the  end  of  thirty  minutes'  digestion,  the  crock 
is  removed  from  the  trough,  and  the  contents  turned  over  with  a 
fork.  The  crock  is  replaced  in  the  trough  and  the  digestion  is 
continued  for  thirty  minutes  longer.  The  excess  of  acid  is  then 
removed  in  a  centrifugal  wringer  and  the  pyro-cellulose  is  im- 
mersed in  a  large  volume  of  running  water.  It  is  then  transferred 
to  a  washing  centrifugal  wringer,  where  it  is  washed  for  fifteen 
minutes  by  a  stream  of  water  from  a  hose,  being  turned  over  at 
the  end  of  half  this  period  in  order  to  facilitate  the  washing.  The 
pyro-cellulose  is  next  pulped  at  atmospheric  temperature  in  a 
dilute  solution  of  sodium  carbonate,  until  the  requisite  fineness  is 
obtained,  and  is  then  heated  at  70°  F.  for  three  hours  in  a  0.05 
per  cent,  solution  of  sodium  carbonate  and  washed  for  three 
minutes  in  a  centrifugal  wringer. 

2.  Smokeless  powder, — ^The  finished  pyro-cellulose,  before  the 
colloiding,  is  to  be  dried  or  dehydrated  until  it  contains  less  than 
1.5  per  cent,  of  water.  The  dry  ingredients  of  the  powder,  con- 
sisting either  of  pyro-cellulose  alone,  or  of  pyro-cellulose  and  a 
prescribed  amount  of  barium  nitrate  and  potassium  nitrate  in  the 
proportion  of  four  parts  of  the  former  to  one  of  the  latter,  are  to 
be  colloided  by  means  of  a  solvent  composed  of  64  parts  by  weight 
of  ethyl  ether  and  36  parts  of  ethyl  alcohol,  the  weight  of  solvent 
being  at  least  equal  to  that  of  the  dry  pyro-cellulose.  The  mixing 
is  to  be  continued  until  the  material  is  a  perfectly  homogeneous 
mass,  free  from  uncolloided  particles.  No  change  in  the  compo- 
sition of  the  solvent  or  in  the  ratio  of  solvent  to  dry  ingredients  is 
to  be  allowed,  unless  the  product  is  a  perfect  colloid  of  standard 
toughness.  This  colloid  is  to  be  pressed  into  powder  through 
dies  of  such  form  and  dimensions  as  may  be  prescribed  by  the 
Department  for  the  diflferent  calibers.  In  case  the  powder  is  in 
the  form  of  a  ribbon,  the  drying  is  to  take  place  between  wooden 
strips,  or  sheets  of  blotting  paper,  or  in  such  other  manner  as  will 
prevent  warping  or  sufficient  distortion  to  render  difficult  the 
loading  of  the  powder  into  the  cartridge  case.  In  the  manufac- 
ture of  small-arm  powder,  the  colloid,  in  the  form  of  a  sheet,  is 
to  be  cut  into  flat  grains,  nearly  square  in  outline,  of  which  the 
length  or  width  is  to  be  about  2  mm.  and  the  thickness  about 
0.28  mm.  After  not  less  than  twenty-four  hours*  drying,  these 
grains  are  to  be  graphited.  The  finished  powder  for  all  calibers 
shall  have  been  dried  at  38°  to  43°  C.  until  a  sample,  heated  at 
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100°  C,  loses  less  than  3  per  cent  of  its  weight  before  an  odor  of 
decomposition  is  noted. 

IV. — Finished  Powder. 

1.  Physical  properties, — (a)  The  finished  powder  is  to  be  a  per- 
fectly uniform  colloid,  free  from  lumps  and  uncolloided  material. 

(&)  The  strips  or  grains  are  to  be  of  the  standard  smoothness 
and  toughness. 

(c)  The  dimensions  of  the  strips  or  grains  are  to  be  in  accord- 
ance with  the  specifications  of  the  Department. 

{d)  The  strips  or  grains  shall  be  of  such  uniform  density  that^ 
in  a  given  weight  of  charge  for  any  caliber,  the  variation  from  a 
mean  value  in  the  number  of  strips  or  grains  shall  not  exceed 
I  per  cent. 

2.  Clieniical  properties, — («)  Composition. — ^The  finished  powder 
shall  contain  not  more  than  3  per  cent,  of  substances  volatile  at 
100^  C,  and  shall  show,  by  analysis,  that  its  ingredients  possessed 
the  requisite  properties  and  were  mixed  in  the  prescribed  pro- 
portions. 

(b)  Stability  test. — The  finished  powder  should  give  a  stability 
or  heat  test  equal  to  that  of  similar  powder  made  at  the  torpedo 
station,  which  withstands  a  temperature  of  100°  C.  for  a  period 
of  at  least  ten  minutes  without  discoloring  the  standard  potassium 
iodide  and  starch  paper. 

This  test  may  be  made  by  use  of  the  standard  apparatus,  with 
the  water  bath  replaced  by  a  bath  of  glycerine.  The  value  g^ven 
above  is  to  be  regarded  as  tentative  only,  as  experiments  thus  far 
made  have  included  samples  of  powder  made  at  the  torpedo 
station  only. 

(c)  Ballistic  properties. — ^The  finished  powder  shall  give  the  re- 
quired velocity  within  a  maximum  pressure,  the  values  to  be 
prescribed  by  the  Department  for  the  various  calibers. 

Bids  were  opened  on  September  3  for  1,000,000  pounds  of 
powder  made  according  to  these  specifications  and  they  reached 
to  79J4  cents  per  pound. 

Under  the  title  "  An  American  Smokeless  Powder,"  Sci.  Am. 
Sup.  46,  18,946-18,947;  Aug.  27,  1898,  Frederick  H.  McGahie 
says,  among  other  statements :  "  An  American  powder,  the 
Maxim-Schiipphaus,  offers  a  superior  and  scientific  solution  of 
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the  problem  whose  correctness  has  been  proved  by  trials  and 
tests  extending  over  the  last  four  years.  It  is  the  standard  of 
the  United  States  army,  and,  after  futile  attempts  to  produce  a 
satisfactory  powder  of  their  own,  the  United  States  navy  has 
lately  adopted  it. 

"  The  formula  employed  during  its  development  was  90  parts 
mixed  gun-cotton,  10  parts  nitroglycerine,  i  part  urea,  the 
nitroglycerine  being  added  principally  to  insure  good  ignition. 
But  the  M.  S.  powder  is  not  a  definite  one.  The  formula  can  be 
varied  widely  so  as  to  meet  all  beliefs  of  ordnance  experts." 

It  will  be  interesting  to  compare  these  statements  with  the 
foregoing  specifications  and  reports. 

In  the  "  Report  of  the  Chief  of  the  Bureau  of  Ordnance  to  the 
Secretary  of  the  Navy  for  1897,"  *  Commodore  O'Neil  says  of 
the  work  at  the  Naval  Torpedo  Station,  considerable  quantities 
of  gun-cotton  and  smokeless  powder  have  been  manufactured 
during  the  past  year  and  researches  have  been  made  resulting 
in  the  development  of  a  special  variety  of  nitro-cellulose,  soluble 
in  ether-alcohol,  forming  a  colloid  of  extreme  toughness,  that 
bums  progressively  in  a  very  regular  manner  and  which  may 
be  converted  directly  into  smokeless  powder,  decomposing  wholly 
into  gaseous  products,  and  possessing  a  high  ballistic  efficiency. 
With  the  new  form  of  colloid  velocities  of  about  2500  f.  s.  have, 
been  obtained  with  5  and  6-inch  R.  F.  guns  with  pressures  of 
about  16  tons  per  square  inch,  and  velocities  of  2800  f.  s.  are 
readily  obtainable  with  the  i-potinder  R.  F.  within  the  pressure 
limit  of  15  tons  per  square  inch.    The  powder  is  quite  smokeless. 

The  problem  of  the  development  of  smokeless  powder  may  be 
considered  solved,  and  as  the  capacity  of  the  factory  at  the 
torpedo  station  is  insufficient,  orders  for  100,000  pounds  each 
have  been  laid  with  a  firm  on  the  Atlantic  coast  and  one  on  the 
Pacific  coast  for  smokeless  powder  made  in  conformity  with  the 
Bureau's  formula.  The  deliveries  have  been  made  in  part  and 
the  powder  will  be  issued  to  vessels  in  commission  so  soon  as  it 
can  be  procured  and  prepared. 

The  Bureau  is  of  the  opinion  that  for  national  and  economic 
reasons  the  Department  should  own  and  operate  a  smokeless- 
powder  factory,  at  which  it  could  produce  a  part  of  the  powder 

*  Washington,  Government  Printing  Office,  1897,  pph.  66  pages. 
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required  for  the  naval  service,  and  an  item  ($93,727)  has  been  in- 
serted in  the  annual  estimates  for  this  purpose.  The  property 
known  as  Bellevue  Magazine,  on  the  Potomac  just  below  Wash- 
ington, would  be  an  excellent  site,  and  it  is  conveniently  reached 
by  water  and  by  railroad,  and  is  but  two  hours'  distance  from  the 
Naval  Proving  Ground.  The  present  price  of  smokeless  powder 
procured  by  purchase  is  very  high,  and  the  Bureau  believes  it 
can  produce  it  in  large  quantities  at  a  greatly  reduced  price.  The 
success  of  the  Bureau  with  its  g^n  factory  encourages  it  to 
believe  that  it  could  do  equally  well  in  the  manufacture  of  other 
munitions  of  war. 

The  reserve  supply  of  powder  on  hand  is  limited,  and  no  efFcMt 
has  been  made  to  accumulate  a  large  quantity,  owing  to  the 
uncertain  state  of  the  development  of  powders  and  because  it  was 
believed  that  the  brown  powders  now  in  use  must  soon  give  way 
to  the  improved  smokeless  powders.  A  point  has  now  been 
reached  when  a  satisfactory  powder  of  the  latter  class  has  been 
developed,  which  is  believed  to  possess  excellent  keeping  quali- 
ties and  to  be  superior  in  every  way  to  the  brown  powders;  and 
the  Bureau  recommends  that  a  quantity  sufficient  to  refill  all 
the  vessels  of  the  Navy  be  procured,  and  with  this  in  view  has 
inserted  an  item  ($1,000,000)  in  the  annual  estimates  to  beg^n 
its  accumulation. 

Commander  Conden.  Inspector  of  Ordnance  in  charge  of  the 
Naval  Proving  Ground,  says  the  manufacture  of  a  satisfactory 
smokeless  powder  has  been  established,  and  samples  have  been 
tested  for  all  calibers  and  the  powder  is  now  being  supplied  tot 
all  guns  up  to  and  including  the  6-inch.  Powder  for  the  13-inch 
B.  L.  R.  was  tested  in  February,  1896,  and  samples  still  on  hand 
(September  10,  1897)  in  the  magazine  have  undergone  no  change 
so  far  as  can  be  judged.  The  results  in  all  cases  are  higher 
velocities  with  lower  maximum  pressures  than  with  brown  pow- 
der, and,  coupled  with  the  absence  of  obscuring  smoke,  it  may 
be  said  that  the  offensive  power  of  every  vessel  in  the  Navy  will 
be  very  sensibly  increased  by  the  introduction  of  these  powders. 
We  may  congratulate  ourselves  that  we  were  not  led  by  the 
apparent  difficulties  of  the  situation  to  adopt  the  very  dangerous 
nitroglycerine  powders  that  have  been  very  generally  adopted 
in  other  navies.  Our  own  experience  with  such  powders  showed 
their  very  dangerous  lack  of  keeping  qualities. 
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Tests  have  been  made  of  the  Gathmann  projectile  designed  to 
carry  very  large  charges  of  wet  gun-cotton.  The  essential  feat- 
ure of  the  projectile  is  the  attempt  to  use  a  very  thin  wall,  giving 
great  space  for  the  charge,  by  equalizing  the  pressure  on  the 
inner  and  outer  surface  of  the  shell.  This  is  done  by  making  the 
caliber  of  the  projectile  considerably  less  than  that  of  the  g^n 
except  at  the  head,  where  the  rifling  band  is  placed  and  allows 
free  play  of  the  powder  pressure  upon  the  outer  walls,  while  a 
movable  piston  in  the  rear  transmits  the  same  pressure  to  the 
interior  walls.  A  13-inch  tube  bored  out  to  12  inches,  fitted 
with  breech-mechanism,  chambered  to  suit  the  projectiles  and 
rifled  for  part  of  the  way,  and  projectiles  with  walls  j4-inch  thick 
were  used,  but  though  the  projectiles  were  filled  with  inert 
material  they  broke  up  under  6  tons  pressure.  On  increasing 
the  thickness  of  projectile  wall  to  j4-inch  they  stood  a  pressure 
of  8  tons  and  reached  a  velocity  of  1686  f.  s.  Such  a  shell  loaded 
with  307  pounds  of  wet  gun-cotton  was  tested  in  the  gun  June  9 
with  the  result  that  the  gun  was  destroyed,  pieces  being  thrown 
to  more  than  a  mile  distance  and  in  every  direction. 

In  connection  with  these  tests  experiments  were  made  to 
determine  the  effect  of  the  superficial  explosion  of  large  charges. 
Two  steel  plates,  13  feet  by  7  feet  by  ^  inch,  were  fixed  verti- 
cally on  the  beach  50  feet  apart,  being  parallel  to  one  another 
and  securely  braced.  The  plates  were  slightly  curved  and  the 
curved  (?)  sides  were  toward  each  other.  A  Gathmann  projec- 
tile, containing  about  340  pounds  of  wet  gun-cotton,  was  placed 
on  the  beach  between  the  plates,  35  feet  from  one  and  15  feet 
from  the  other,  and  fired  by  electricity.  The  explosion  was  of  a 
high  order  and  locally  severe,  very  small  fragments  of  the  shell 
being  found  in  the  vicinity,  but  the  plates  remained  uninjured, 
not  even  being  displaced,  and  no  effect  of  any  kind  was  produced 
on  them.  A  second  Gathmann  projectile  of  the  same  size,  loaded 
with  220.25  pounds  of  shell  powder,  was  fired  in  the  same  posi- 
tion between  the  plates  with  practically  the  same  results  except 
that  there  were  rather  larger  holes  made  in  the  ground.  A  third 
Gathmann  projectile,  containing  307  pounds  of  wet  gun-cotton, 
was  hung  against  the  face  of  an  armor  plate  standing  vertically 
against  a  target  structure.  The  plate  was  7.5  by  16  feet,  16.5  to 
9.5  inches  thick  and  weighed  28  tons,  and  it  had  received  two 
test  shots  for  acceptance  before  this  experiment.     The  shell  was 
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supported  on  wooden  blocks  against  the  middle  portion  of  the 
plate,  so  that  the  whole  length  of  the  shell  bore  horizontally 
against  the  plate,  and  fired  by  electricity.  An  explosion  of  the 
first  order  occurred,  but  the  damage  to  the  plate  was  nil.  The 
face  of  the  plate  was  fused  and  burned  over  a  space  of  5  feet  10 
inches  by  8  inches  to  a  maximum  depth  of  5^  inch.  The  side  of 
the  shell  next  to  the  armor  plate  was  flattened  out  and  burned 
into  a  ragged  sheet  5  feet  7  inches  by  8  inches.  A  chicken  tied 
on  the  ground  immediately  in  the  rear  of  the  plate  was  unin- 
jured; one  placed  in  a  cofferdam  50  feet  from  and  in  front  of  the 
plate  was  uninjured;  one  placed  in  a  cofferdam  25  feet  from  and 
in  front  of  the  plate  was  killed;  one  placed  unprotected  on  the 
ground  43  feet  from  and  in  front  of  the  plate  was  scorched  and 
struck  by  flying  fragments.  The  abstractor  understands  that 
these  charges  were  fired  with  primers  of  dry  gun-cotton.  It  is  to 
be  regretted  that  the  dimensions  of  the  craters  formed  were  not 
recorded,  as  these  furnish  useful  criteria. 

Tests  of  randite  for  comminution  were  made  by  filling  a  4-inch 
wrought-steel  common  shell  with  3  pounds  12.5  ounces  of  the 
explosive  and  firing  by  electricity  in  a  shed  fitted  up  for  the 
purpose.  The  explosion  was  very  violent  and  the  shed  badly 
wrecked.  In  a  second  test  a  4-inch  A.  P.  projectile  was  charged 
with  6.7  ounces  and  exploded  with  a  service  single-wire  electric 
primer.  The  explosion  was  violent  and  prompt,  and  the  pro- 
jectile was  broken  into  many  fragments.  The  explosive  seemed 
very  mild  and  inert  when  burned  in  the  open  air — in  fact,  difficult 
to  bum — and  also  very  insensitive  to  shock. 

Joveite  has  been  tested  at  various  times  during  the  year  as  a 
charge  for  armor-piercing  projectiles  with  satisfactory  results. 
Some  failures  were  recorded  in  the  early  trials,  detailed  in  the 
last  annual  report,  due  to  an  insufficient  igniting  charge  of  black 
powder  in  the  fuse.  Three  6-inch  A.  P.  projectiles  were  fired 
through  a  half-inch  steel  plate  with  excellent  bursts  and  break- 
ups. Two  6-inch  A.  P.  were  loaded  with  joveite  on  November 
24,  kept  in  the  magazine  until  May  6,  and  then  tested  with  most 
excellent  results,  using  high  pressures,  a  velocity  over  2000  f.  a. 
and  a  steel  plate  one  and  a  half  inches  thick.  A  6-inch  A.  P. 
projectile  was  fired  with  a  velocity  of  i860  L  s.  at  a  cofferdam 
protected  by  a  4-inch  nickel-steel  face-hardened  plate  at  a  point 
where  the  cellulose  was  4  feet  8  inches  thick.    The  projectile 
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passed  through  and  exploded  about  3  feet  in  the  rear  of  the 
coflFerdam.  A  similarly  loaded  6-inch  A.  P.  projectile  was  fired 
at  a  coflferdam  having  a  5.s-inch  nickel-steel  face-hardened  plate 
on  the  outside.  The  shell  broke  up  after  passing  through  the 
coflferdam,  but  did  not  explode.  The  fuse  was  recovered  and  it 
evidently  had  failed  to  ignite  the  joveite,  some  of  which  was  in 
the  fuse  stock.  Portions  of  the  charge  of  joveite  were  also  found 
scattered  about.  A  lo-inch  A.  P.  projectile,  loaded  with  8.75 
pounds  of  joveite,  was  fired  through  a  4-inch  steel  plate  on 
August  28.  The  explosion  took  place  immediately  in  the  rear  of 
the  plate,  as  was  determined  by  marks  of  fragments  of  the  pro- 
jectile in  the  structure  supporting  the  plate.  The  results  were 
observed  from  the  launch  in  the  river.  The  break-up  of  the 
projectile  was  excellent,  many  pieces  scattering  along  the  shore 
and  the  surface  of  the  river  for  a  quarter  of  a  mile.  The  largest 
fragment  found  weighed  not  more  than  three  pounds. 

Since  the  above  report  was  written  a  lo-inch  Carpenter,  capped, 
A.  P.  projectile  loaded  with  8.25  pounds  of  joveite  and  fused, 
having  a  total  weight  of  523  pounds,  was  fired  with  a  velocity  of 
i860  f.  s.  against  a  side  armor  plate  of  the  Kentucky,  the  impact 
being  at  a  point  where  the  plate  was  14.5  inches  thick.  The  pro- 
jectile completely  perforated  the  plate  and  as  the  fuse  functioned 
properly  the  projectile  burst  into  a  large  number  of  pieces 
just  beyond  the  plate.  There  was  some  slight  color  from  un- 
burned  joveite.  Ten  pieces  of  the  projectile  were  recovered  from 
the  sand  having  a  total  weight  of  198  pounds,  the  largest  frag- 
ment weighing  100  pounds.  It  was  evident  from  the  appearance 
of  the  timbers  that  the  explosion  took  place  close  to  the  face  of 
the  plate  and  on  the  rear  side,  as  no  portions  of  the  shell  were 
found  on  the  front  side. 

In  another  round  a  lo-inch  semi-A.  P.  Midvale  shell,  contain- 
ing 28  pounds  of  joveite,  of  a  total  weight  of  511  pounds  and  un- 
fused,  was  fired  with  230  pounds  of  powder  against  the  same  plate 
at  a  point  where  it  was  16  inches  thick.  The  striking  velocity 
was  1925  f.  s.  The  shell  penetrated  the  plate  to  a  depth  of  about 
12  inches  and  burst  with  great  force.  The  plate  was  thrown  down 
and  broken  through  at  all  previous  cracks.  Only  one  recog- 
nizable piece  of  the  shell  was  recovered,  and  this  was  a  portion  of 
the  base  plug  which  had  been  sheered  oflF  longitudinally  and  from 


486  NOTES   ON   THE   LITERATURE   OF   EXPLOSIVES. 

which  a  portion  of  the  screw  threads  had  been  entirely  removed. 
This  breaking  up  of  the  base  plug  seems  evidence  of  a  severe 
explosion,  as  in  no  other  case  has  a  base  plug  been  found  thus 
broken. 

It  may  seem  proper  in  this  connection  to  call  attention  to  the 
article  on  "  High  Explosives  and  Modem  War  Vessels,"*  Engi- 
neer,  December  24,  1897,  and  Jour,  Roy.  U,  S.  Inst.,  42,  475*477; 
1898,  and  to  Sir  Charles  Dilke'sf  article,  republished  elsewhere 
in  these  Proceedings. 

Through  the  courtesy  of  Mr.  Hudson  Maxim,  we  are  in  receipt 
of  the  following  pamphlets  containing  his  work:  "A  New  Sys- 
tem of  Throwing  High  Explosives  from  Ordnance,"  which  is  a 
lecture  delivered  before  the  Royal  United  Service  Institution,  and 
reprinted  April  15,  1898,  from  its  Journal,  in  which  he  describes 
his  invention  through  which  he  seeks  to  provide  an  aerial  torpedo 
projectile  which  shall  carry  a  maximum  of  high  explosive  with 
a  minimum  weight  of  metal,  and  at  the  same  time  be  of  such 
constitution,  strength  and  integrity  as  to  enable  it  to  withstand 
the  shock  of  acceleration  and  the  pressure  of  the  propelling  gun- 
powder charge,  without  danger  of  disruption  or  distortion  of  the 
torpedo  or  its  premature  explosion.  The  torpedo  is  to  be  thrown 
from  a  light-walled  large  caliber  gun  by  a  charge  of  Maxira- 
Schiipphaus  torpedo  powder,  giving  a  pressure  of  10,000  pounds, 
and  to  be  exploded  by  a  Maxim-Alger  fuse.  No  armor  pene- 
tration is  claimed  for  the  projectile,  but  the  large  mass  of  explo- 
sive to  be  thrown  is  expected  to  work  havoc. 

The  second  pamphlet  is  a  separate  from  the  Cosmopolitan  Mag- 
azine 25,  327;  July,  1898.  It  is  entitled,  "The  Engineering 
Problem  of  Aerial  Torpedoes."  The  third  pamphlet,  entitled 
"Aerial  Torpedoes,"  is  reprinted  from  Gassier^ s  Magazine  for 
1898,  and  each  of  these  treat  of  the  same  subject  and  traverse 
much  of  the  same  ground  as  the  first,  though  they  are  variants. 

The  fourth  pamphlet,  reprinted  from  Engineering,  June  10, 
1898,  is  entitled  the  "  Maxim-Schiipphaus  Smokeless  Powder," 
and  deals  with  the  method  of  producing  the  multiperforated  grain 
and  the  manner  in  which  it  burns.  All  these  articles  are  well 
illustrated  and  are  worthy  of  examination. 

*  Proc.  U.  S.  Nav.  Inst.  24,  367-370;  1898. 
t  Proc.  U.  S.  Nav.  Inst.  23,  740-741;  1897. 
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We  are  again  indebted  to  the  courtesy  of  Lieut.  W.  R.  Quinan, 
superintendent,  for  the  following  detailed  account  of  the  circum- 
stances attending  a  recent  explosion  at  the  California  Powder 
Works,  Pinole,  California: 

"  I  have  to  report  that  one  of  our  nitroglycerine  houses  (the 
new  one)  was  blown  up  about  1.30  A.  M.  on  the  27th  of  July, 
1898.  There  were  two  distinct  explosions  a  few  seconds  apart. 
A  number  of  our  men  went  to  the  scene,  manned  the  fire  hose 
and  put  out  several  small  fires  that  started  on  the  site.  As  soon 
as  it  was  light  enough  a  large  gang  of  men  was  put  to  work  to 
clean  up  the  debris.  While  they  were  engaged  in  this  work  a 
second  explosion  took  place  (about  5.30  A.  M.),  which  killed 
four  and  wounded  ten  of  our  men. 

The  circumstances  attending  the  explosion  so  far  as  known 
were  as  follows:  The  house  has  been  in  operation  since  early  in 
June.  It  was  in  good  order  and  worked  almost  perfectly.  Since 
we  have  been  using  the  Rodeo  water  we  have  been  bothered 
somewhat  with  scums  in  the  waste  tanks  and  in  the  filters.  This 
is  chiefly  chalk  precipitated  from  the  water  by  the  soda  we  use 
in  washing.  It  gives  trouble  by  clogging  the  filters  and  making 
slums  in  the  wash  tanks.  It  holds  a  little  nitroglycerine,  and 
this  is  so  difficult  to  separate  that  lately  we  concluded  to  throw  it 
overboard  rather  than  let  it  accumulate.  To  this  end  our  men 
have  coUeced  it  in  wash  tubs  which  were  periodically  taken  down 
to  the  wharf  and  dumped.  Having  some  repairs  to  make  to  the 
acid  cooling  department,  which  could  be  best  done  while  run- 
ning the  old  nitroglycerine  house,  we  concluded  to  shut  down 
the  new  house  for  a  few  days  and  to  take  advantage  of  the  chance 
to  put  in  a  settling  tank  for  the  chalk  and  to  put  in  a  new  piece 
of  apparatus,  viz.,  a  water-lift,  to  lessen  the  labor  of  the  men  in 
handling  the  slums.  The  house  was  accordingly  shut  down  on 
the  26th  (after  the  work  for  that  day  was  finished)  and  cleaned 
up.  The  last  man  of  the  nitroglycerine  gang  left  the  house 
3.30  P.  M.  Attended  by  Mr.  Bermingham,  the  head  carpenter 
and  head  lead-burner,  I  visited  the  house  about  that  hour  to 
give  directions  about  the  changes  in  the  house. 

The  situation  in  the  house  was  as  follows:  All  the  apparatus, 
including  mixers,  separators,  drowning  tank,  wash  tanks  and 
waste  tanks  had  been  cleaned  and  washed  out.  The  last  charge 
had  been  filtered  and  sent  down  the  flume  and  the  switch  broken. 
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The  chalk  slums  had  been  collected  and  put  in  two  wash  tubs  and 
mixed  with  sawdust.  (This  is  done  for  safety  in  handling  on 
the  cars.)  The  tubs  were  placed  on  a  brick  pavement  in  the 
basement  of  the  building.  The  only  other  explosive  matter  in 
the  building  was  a  little  nitroglycerine  mixed  with  acid  that 
always  drains  back  into  the  blow-cask  (a  steel  vessel  to  pump 
with  compressed  air  the  waste  acid  from  this  building  up  to  the 
acid  cooling  house),  and  a  little  nitroglycerine  held  by  capil- 
larity in  the  salt  filters  on  the  lower  floor  of  the  building.  The 
small  amount  of  unwashed  nitroglycerine  which  the  men  could 
not  collect  and  wash  in  time  was  sent  down  to  the  outside  waste 
tanks  about  lOo  feet  away.  The  house  was  cleaned  up  with 
special  care  as  we  wished  to  put  carpenters  to  work  at  once  in 
the  building.  Four  of  them  began  operation  before  four  o'clock 
and  worked  all  the  rest  of  the  afternoon. 

The  amount  of  nitroglycerine  in  the  blow-cask  was  unusually 
small.  The  foreman,  Mr.  Graves,  an  hour  after  the  last  charge 
had  been  pumped  up,  gave  the  cask  a  second  blowing  with  air. 
We  have  used  blow-casks  over  ii  years.  We  have  never  had 
any  accident  with  them  except  once  when  a  cask  was  left  l)riing 
in  the  hot  sun  for  several  days.  The  basement  of  this  house 
was  cool.  The  situation  was  such  that  it  would  be  a  stretch  of 
imagination  to  suppose  a  spontaneous  explosion  either  in  the 
cask  or  in  the  tubs  which  contained  nothing  more  harmful  than  a 
crude  low  grade  dynamite.  However,  we  have  been  saved  any 
speculation  of  this  kind.  There  is  indisputable  evidence  that  the 
explosion  was  not  spontaneous. 

Just  before  the  disastrous  explosion  about  5.30  A.  M.  a  piece 
of  freshly  burnt  fuse  about  five  feet  long  was  found  in  the  shat- 
tered lumber  which  the  men  were  hauling  away  from  the  build- 
ing. Four  men  testified  before  the  coroner's  inquest  to  the 
finding  of  this  fuse,  which  was  handed  to  Mr.  Bermingham  a  few 
seconds  before  the  disastrous  explosion.  The  conclusion  is  that 
some  miscreant  stole  into  the  house  in  the  dead  of  night  and  blew 
up  the  tubs.  These  exploded  the  blow-cask,  which  was  about 
eight  feet  away  and  above  the  level  of  the  tubs. 

A  close  examination  of  the  wreck  seemed  to  show  that  the 
tubs  exploded  first:  also  that  the  blow-cask  was  moved  from  its 
seat  before  it  went  off.  There  was  no  crater  or  disturbance  of 
the  ground  immediately  under  its  usual  seat.    The  serious  dam- 


NOTES   ON   THE   LITERATURE   OF   EXPLOSIVES.  489 

age  done  was  confined  to  the  lower  part  of  the  house.  The  wash 
tank  floor  was  partly  thrown  down,  two  of  the  three  wash  tanks 
toppled  over,  the  roof  fell  and  the  filters  were  covered  with  mis- 
cellaneous debris.  The  second  disastrous  explosion  came  from 
the  filters  while  the  men  were  working  directly  over  them.  The 
amount  of  nitroglycerine  here  was  very  small.  We  regain  the 
nitroglycerine  by  dissolving  the  salt,  so  that  we  can  estimate  the 
quantity  quite  closely.  There  were  not  more  than  ten  pounds 
at  the  outside  and  it  was  scattered  through  about  400  pounds 
of  wet  salt. 

Our  men  in  cleaning  up  the  debris  acted  for  the  best.  They 
believed  there  was  no  danger  in  working  over  this  and  they 
thought  it  prudent  to  clean  the  place  up  before  the  sun  came  with 
the  heat  of  day  to  cause  possible  trouble.  The  simplest  theory  to 
account  for  the  disaster  is  that  when  the  blow-cask  exploded  a 
little  acid  and  dirt  was  thrown  into  the  filters  and  this  set  up  a 
chemical  action  which  culminated  in  explosion  about  four  hours 
afterwards.  The  stuflF  being  brought  to  the  critical  point  may 
have  been  set  oflF  by  a  slight  jar,  but  in  regard  to  this  it  is  useless 
to  speculate.  Under  ordinary  conditions  I  do  not  think  a  ful- 
minate cap  would  have  exploded  it. 

There  is  one  more  point  to  be  noted.  The  tubs  (ordinary 
wooden  wash  tubs)  were  old  dynamite  carriers  and  held  a  lot  of 
nitroglycerine  absorbed  into  the  wood — about  12  or  15  pounds 
each,  taking  the  gain  in  weight  as  a  criterion.  It  was  this  that  did 
most  of  the  damage  to  the  building  and  not  the  mixture  of  scum 
and  sawdust.  The  amount  of  nitroglycerine  in  the  latter  prob- 
ably did  not  exceed  five  pounds  and  there  was  such  a  large  ad- 
mixture of  sawdust  it  was  barely  explosive." 

"  Explosive  Materials."  *  The  phenomena  and  theories  of  ex- 
plosion and  the  classification,  constitution,  and  preparation  of 
explosives,  by  John  P.  Wissen  This  book  is  issued  as  No.  70  of 
Van  Nostrand^s  Science  Series,  but  it  must  be  remembered  by 
bibliographers  that  it  is  a  distinct  work,  as  the  original  contained 
a  translation  of  Berthelot's  Lecture  on  Explosive  Materials,  by 
Dr.  Marcus  Benjamin,  a  translation  of  Braun's  Historical  Sketch 
of  Gunpowder,  by  Lieut.  John  P.  Wisser,  and  a  Bibliography  of 

*  New  York,  D.  Van  Nostrand  Company,  1898;  sm.  8vo.,  160  pp. 
34 
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Works  on  Explosives,  by  Mr.  W.  H.  Farrington.  The  first 
edition  having  become  exhausted,  it  became  necessary,  in  order 
to  keep  the  series  complete,  to. issue  a  new  edition,  but  as,  in  the 
fifteen  years  which  have  elapsed  since  the  appearance  of  the  first 
edition,  many  changes  have  taken  place  in  the  views  held  regard- 
ing the  phenomena  of  explosions  and  many  new  explosives  have 
been  produced,  particularly  the  important  class  of  smokeless 
powders  which  have  attracted  attention,  it  was  deemed  best  to 
have  the  book  rewritten,  and  this  work  was  wisely  put  into  the 
hands  of  Captain  Wisser.  The  subject-matter  of  the  present  vol- 
ume is  based  on  the  original  essay  of  Berthelot,  but  the  theories 
set  forth  by  him  are  modified  by  those  that  have  been  formulated 
by  Cooke,  Abel,  Threlfall  and  Mendeleef,  and  'Captain  Wisser 
has  blended  these  into  a  most  lucid  presentation  of  the  subject  as 
now  most  generally  accepted.  In  addition  to  this.  Captain  Wisser 
has  given  sufficiently  clear  descriptions  of  a  large  number  of 
explosives  and  of  the  processes  of  manufacture  of  the  more  com- 
monly used  ones  to  satisfy  the  needs  of  the  average  reader  or 
military  man.  In  fact,  it  is  surprising  that  he  has  been  able  to 
put  so  much  information  into  a  "  pocket  volume."  It  is  to  be 
regretted  that  the  publishers  have  not  given  the  work  a  setting* 
equal  to  its  merit  and  that  many  of  the  pages  should  be  distinctly 
offensive  in  their  make-up.     The  book  ends  with  an  ample  index. 

**  Manual  of  Military  Field  Engineering,"  *  for  the  use  of 
officers  and  troops  of  the  line,  by  William  D.  Beach,  is  the  second 
edition  of  a  work  by  Captain  Beach  in  the  revision  of  which  he 
has  collaborated  with  Lieut.  Root  and  Lieut.  Slavens,  and  which 
has  been  approved  by  the  Secretary  of  War  for  special  study  by 
officers  of  the  army  subject  to  examination  for  promotion.  Up- 
wards of  twenty  pages  of  the  book  and  three  plates  are  devoted  to 
the  use  of  explosives  in  military  demolitions.  The  usefulness  of 
the  book  would  be  improved  by  a  table  of  contents. 

"  Scientific  American  Army  and  Coast  Defense  Supplement "  f 
is  a  collection  of  articles  on  gun,  projectile,  armor  and  explo- 
sives which  have  appeared  from  time  to  time  in  the  Scientific 

♦  Kansas  City,  Hudson-Kimberly  Publishing  Co.,  8vo,  1897.  aS2  pp., 

60  pits. 

t  New  York,  Munn  &  Co.,  1898,  \g.  8vo,  64  pp.,  110  111. 
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American  and  Scientific  American  Supplement,  and  which  were 
believed  to  be  of  popular  interest  during  the  war.  The  articles 
are  of  varying  merit  and  accuracy,  but  the  cuts  are  attractive. 

"  Lectures  on  Explosives,"  *  by  Willoughby  Walke,  is  the 
second  revised  and  enlarged  edition  of  a  course  of  lectures  pre- 
pared in  1 89 1  especially  as  a  manual  and  guide  in  the  laboratory 
of  the  U.  S.  Artillery  School  at  Fort  Monroe,  and  which  has  now 
been  officially  adopted  for  the  examination  of  officers  of  artillery 
for  promotion  in  the  corps.  The  work  is  well  arranged  and 
published  in  good  form. 

"  Notes  on  Cordite  "  f  is  the  title  of  a  trade  circular  issued  by 
Kynoch,  Limited,  of  Birmingham,  England,  which  contains  ex- 
cellent cuts  of  the  Lion  Works  at  Wilton,  the  cordite  and  nitro- 
glycerine works  at  Arklow,  Ireland,  machinery  for  blending 
cordite,  cartridges  of  cordite  for  different  calibers  and  other 
cuts.  The  pamphlet  treats  of  the  relations  of  smokeless  pow- 
der to  gunpowder,  describes  in  general  terms  the  manufac- 
ture of  smokeless  powder,  dwells  upon  the  question  of  the 
sensitiveness  of  smokeless  powders  to  climatic  changes,  and 
states  that  cordite  has  been  proved,  both  in  India  and  Canada,  to 
have  maintained  the  same  velocities  and  pressures  as  at  the  test 
ranges  at  home.  Referring  to  the  objection  that  the  heat  it 
develops  tends  to  erode  the  barrel  of  a  rifle,  it  is  claimed  that 
an  ordinary  .303  magazine  rifle  will  fire  10,000  rounds  of  cordite 
without  becoming  unserviceable.  Also  it  is  stated  that  the  con- 
ditions under  which  cordite  is  accepted  by  the  British  Govern- 
ment do  not  allow  an  extreme  variation  between  the  maximum 
and  minimum  velocities  of  the  projectile  greater  than  40  or  50 
feet  per  second  in  a  speed  of  2300  feet  per  second,  and  that  in 
practice  the  mean  deviation  usually  does  not  exceed  10  feet. 
Tables  are  given  for  the  charges,  muzzle  velocities  and  steel 
plate  penetration  with  cordite  for  each  of  the  calibers  from  .303 
rifle  up  to  6-inch  Q.  F.,  and  comparison  is  made  with  gunpowder 
for  five  of  these  calibers,  but  no  mention  is  made  of  pressures. 

*  New  York,  John  Wiley  &  Sons,  1897,  8vo,  435  pp. 

t  Wilton,  Birmingham,  Kynoch,  Limited,  no  date,  4to,  22  pp.,  13  111. 
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Arms  nnd  Explosives  6,  40;  1897,  reviews  "  Des  poudres  pyro- 
xylin pour  fusils  de  chasse."  *  Quelques  mots  de  response  au 
resume  de  la  conference  donnee  le  18  Janvier  1897  par  M.  Jules 
Polain.     By  Henri  Quersin. 

The  Revue  d,  ArtiL  51,  608;  1898,  announces  "Treatise  on 
Service  Explosives  "  \  (official)  and  "  Regulations  for  Magazines, 
Ammunition  Stores,  Laboratories,"  etc. J  (official);  also  in  52, 
196;  1898,  "  La  plastomenite,"  §  by  General  Wille. 

*  Brussels,  Paul  Lacombles. 

t  London,  Eyre  &  Spottiswoode,  1895,  8vo,  126  pp. 
t  London,  Eyre  &  Spottiswoode,  1894,  Bvo,  190  pp. 
§  Berlin,  Eisenschneider. 
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PROFESSIONAL  NOTES. 


SHIPS  OF  WAR  IN  ACTION. 

We  are  indebted  for  the  following  article,  whose  importance  it  is  not  easy 
to  overestimate,  to  one  of  our  United  States  correspondents,  who  writes: 
''  I  have  been  engaged  with  a  colleague  in  a  critical  examination  of  the 
operations  of  the  American  navy  during  the  present  war.  Circumstances 
have  given  me  abundant  opportunities  to  discriminate  between  the  various 
reports,  official  and  unof^cial,  which  have  been  published  here  on  this 
subject.  I  send  you  the  result,  and  I  am  quite  certain  that  every  fact 
stated  by  me  will,  sooner  or  later,  be  verified  in  official  quarters.  The 
labor  which  this  article  has  entailed  has  been  enormous,  owing  to  the 
numerous  wild  newspaper  statements  which  have  had  to  be  hunted  down 
and  proved  to  be  untrue  before  the  article  could  be  presented  in  its  present 
shape." 

The  net  result  of  the  first  two  months'  active  naval  warfare  between 
the  United  States  and  Spain  points  to  a  continuation  of  the  policy  of 
building  sea-going  battle-ships  and  armored  cruisers  by  all  the  ambitious 
naval  powers  of  the  world.  Between  the  battle  of  Manila,  fought  on  May 
1st,  and  the  complete  destruction  of  Admiral  Cervera's  fleet  outside  of 
Santiago  on  July  3rd,  the  gun-fire  on  both  sides  has  demonstrated  that  the 
ordinary  planting  of  unarmored  ships  offers  no  obstacle  to  the  direct  fire 
of  common  shell  timed  to  burst  in  the  interior  of  the  vessel.  At  the  same 
time,  although  the  armored  sides  of  the  American  battle-ships  have  been 
struck  on  several  different  occasions  by  Spanish  shot  or  shell,  no  damage 
whatever  has  followed  the  impact. 

The  early  morning  engagement  at  the  battle  of  Manila,  according  to 
Admiral  Dewey's  official  account,  lasted  one  hour  and  fifty-four  minutes. 
At  the  end  of  this  time  the  Reina  Cristina,  the  Castilla  and  the  Don  Juan 
de  Austria — the  three  largest  Spanish  vessels — and  a  gunboat  were  on 
fire  from  the  effect  of  the  American  shells.  The  range  varied  from  5000 
to  2000  yards,  and  there  is  reason  to  believe  that  most  of  the  damage 
was  done  by  the  6-inch  guns.  Captain  Gridley,  of  the  Olympia,  in  an 
account  of  the  action  given  by  him  shortly  before  his  death,  says  that 
one  8-inch  shell,  which  struck  the  Reina  Cristina  near  the  stern,  killed 
and  wounded  seventy  men.  Past- Assistant  Engineer  Beach,  of  the  Bal- 
timore, who  visited  all  the  sunken  ships  after  the  battle,  says  that  "  one 
smokestack  of  the  Castilla  was  struck  eight  times;  and  the  shells  through 
the  hull  were  so  many  and  90  close  that  it  is  impossible  that  a  Spaniard 
could  have  lived  on  her  deck.  The  other  large  ship,  the  Reina  Cristina, 
was  perforated  in  the  same  way."  Mr.  J.  L.  Stickney,  the  correspondent 
of  the  New  York  Herald,  who  was  formerly  an  officer  in  the  United  States 
navy  and  acted  as  Admiral  Dewey's  aid  during  the  engagement,  says  that 
the  captain,  chaplain  and  ninety  others  were  killed  and  six  wounded  on 
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the  Castilla,  and  that  150  were  killed  and  ninety  wounded  on  the  Reina 
Cristina.  But  we  have  already  seen  that  29  per  cent,  of  the  killed  and 
wounded  on  the  Reina  Cristina  was  the  result  of  one  8-inch  shell,  and  it 
is  therefore  fair  to  draw  the  conclusion  that  well-aimed,  properly-bursting 
shell-fire  will  be  terribly  destructive  to  the  crews  of  unarmored  vessels. 

Let  us  now  turn  to  the  effect  of  the  badly-aimed  Spanish  fire  on  the 
American  ships.  One  shot  struck  the  Baltimore  and  went  clean  through 
both  sides,  without  injuring  anyone  and  without  doing  any  material 
damage  to  the  ship.  A  second  shot  struck  the  same  vessel,  ripped  up  a 
portion  of  her  main  deck,  exploded  a  box  of  rapid-fire  ammunition,  and 
injured  eight  men;  the  only  casualties  sustained  by  the  Americans  during 
the  action.  A  shell  entered  the  Boston's  ward-room,  just  above  the  water- 
line,  exploded  within  5  feet  of  Paymaster  Martin  without  injuring  him; 
gutted  Ensign  Dobridge's  stateroom,  and  set  the  furniture  and  com- 
bustibles in  it  on  fire.  The  flames  were  soon  put  out  with  a  hose,  pre- 
viously provided  for  that  very  purpose.  A  second  shell  set  fire  to  the 
Boston's  port  hammock  nettings;  but  this  blaze  was  soon  extinguished. 
Other  shells  hit  the  masts  and  rigging  of  the  American  ships;  one  of 
them  burst  near  Admiral  Dewey,  on  the  bridge  of  the  Olympia,  and 
another  passed  in  front  of  Captain  Wildes,  on  the  bridge  of  the  Boston. 
Captain  Gridley  says  the  Olympia  was  hit  thirteen  times  without  injury. 
It  is  evident,  therefore,  that  the  Spaniards  had  no  lack  of  g^uns  or  ammu- 
nition, and  that  their  failure  to  inflict  more  damage  on  their  adversaries 
was  the  result  of  bad  markmanship,  due  either  to  want  of  practice  or  to 
want  of  coolness  in  serving  the  guns.  Let  us  suppose,  for  the  moment, 
that  the  Spaniards  had  had  plenty  of  gun  practice — ^a  very  improbable 
supposition — ^that  we  might  infer  that  the  heavy  and  constant  fire  of  the 
American  ships  had  so  flustered  them  as  to  destroy  the  accuracy  of  their 
aim.  We  might  parallel  such  a  supposition  by  pointing  out  that  while 
the  two  fires  started  on  the  Boston  were  soon  extinguished,  the  fires  on 
the  Spanish  ships  were  allowed  to  get  beyond  control. 

Leaving  aside  for  the  moment,  to  return  to  it  later,  the  question  of 
shell-fire,  let  us  examine  some  aspects  of  the  battle  of  Manila  which  have 
an  important  bearing  on  the  future  of  naval  wariare.  The  most  cursory 
examination  of  the  official  account  of  the  engagement,  as  made  public 
by  the  Navy  Department  at  Washington,  shows  that  many  important 
portions  of  it  have  been  suppressed,  doubtless  for  the  good  of  the  public 
service.  Nothing  is  said  in  it,  for  example,  about  the  shortness  of 
ammunition  in  the  American  fleet  after  the  battle  was  over,  though  the 
fact  was  made  sufficiently  notorious  through  the  hurried  orders  tele- 
graphed to  the  United  States  cruiser  Charleston  at  San  Francisco  to  ship 
a  large  supply  of  powder  and  projectiles,  and  to  proceed  at  once  to 
Manila.  The  correspondents  of  the  European  newspapers  in  the  Far 
East  have  also  frequently  alluded  to  Admiral  Dewey's  lack  of  ammunition 
until  fresh  stores  arrived  on  June  30th  on  the  Charleston.  A  remarkably 
frank  private  letter,  written  by  a  staff  officer  of  the  American  fleet  to  a 
friend  in  New  York,  and  published  in  the  Sun  of  June  15th,  gives  us  a 
good  deal  of  light  on  this  necessarily  delicate  matter.  The  first  extract 
from  this  letter  had  better  be  given  verbatim:  *'At  7.30  we  got  the 
signal  to  haul  off,  and  the  captains  to  go  aboard  the  flagship.  Up  to 
this  time,  while  some  of  the  smaller  craft  had  run  inside  the  navy-yard 
slip,  we  could  not  see  that  we  had  done  much  damage,  and  we  had  not 
been  hurt.    We  felt  very  sick  at  our  apparent  lack  of  success.    We  only 
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knew  later  how  solemn  the  conditions  were.  The  commodore  was  much 
depressed.  Half  the  ammunition  on  our  ships  had  been  expended,  and 
he  began  to  wonder  if  he  might  not  better  haul  off  and  try  to  blockade 
the  place.  The  reply  was  that  if  he  did  this  the  enemy  could  harass  us, 
keep  us  on  the  qui  vive,  and  force  us  to  expend  ammunition  in  night 
attacks." 

The  staflF  officer's  letter  continues  to  say  that  while  the  captains  were 
in  consultation  with  the  Admiral  three  of  the  Spanish  ships  were  seen  to 
be  on  fire.  It  also  says  that  when  the  second  attack  began  at  11. 16  the 
Baltimore  took  the  lead  because  "the  Olympia  had  only  thirty-seven 
shots  left  for  her  big  guns."  Now,  we  learn  from  Captain  Gridley's 
account,  previously  referred  to,  that  the  Olympia  fired  forty-three  shots 
from  her  8-inch  guns  during  the  engagement.  Adding  Captain  Gridley's 
forty-three  shots  fired  to  the  staflF  officer's  thirty-seven  shots  left  after  the 
early  morning  fight,  would  give  eighty  rounds  in  all,  or  only  twenty  for 
each  of  the  four  8-inch  guns.  Suppose  the  Olympia  used  her  8-inch  guns 
as  little  as  possible  during  the  second  engagement,  Captain  Gridley's 
account  goes  far  to  corroborate  that  of  the  staflF  oflficer,  since  forty-three 
is  three  more  than  the  half  of  eighty,  and  the  rapid  expenditure  of  am- 
munition during  the  first  engagement  would  explain  Admiral  Dewey's 
reason  for  signalling  to  cease  fire  and  to  order  the  captains  to  come  on 
board  the  flagship,  so  that  he  might  ascertain  how  many  projectiles  each 
had  left  on  his  ship.  It  is  also  at  least  a  curious  coincidence  that  English 
critics  of  American  warships  have  repeatedly  referred  to  their  smallness 
of  ammunition  capacity — a  fault  corrected  in  the  later  battle-ships — as 
likely  to  prove  their  chief  drawback  on  active  service.  Mr.  H.  W.  Wilson, 
for  example,  in  his  "  Ironclads  in  Action,"  in  discussing  the  United 
States  navy,  takes  this  view  when  he  says:  "  Only  the  actual  trial  of  war 
can  settle  the  question  whether,  with  a  given  weight  for  guns  and  am- 
munition, it  is  better  to  have  more  guns  and  less  ammunition,  or  fewer 
guns  and  more  ammunition " — page  joo.  That,  it  may  be  remarked, 
depends  entirely  on  the  accuracy  of  the  firing. 

Two  other  points  in  the  staflF  oflficer's  letter  may  as  well  be  mentioned 
here.  "  AH  that  morning  (April  30th),"  the  letter  says,  "  and  all  day 
Friday  (April  29th)  we  had  been  stripping  ship  and  chucking  overboard 
spare  loose  articles,  tables,  mess  chairs  and  benches,  ladders,  everything 
that  would  afterward  make  trouble.  All  joiner  and  woodwork  on  gun 
deck  was  torn  out  and  thrown  away."  Again  the  letter  says:  "  You  never 
anywhere  saw  such  a  wreck  as  my  room  was.  It  got  no  shot  in  it,  but  our 
own  8-inch  guns,  fired  right  across  the  deck,  tore  it  all  to  pieces.  Everything 
breakable  was  broken,  and  the  bulkheads  were  all  started;  all  the  book- 
shelves were  torn  out  and  everything— clothes,  electric  fan,  books,  'baccy, 
curios,  and  the  rest — was  on  the  floor  in  one  mass.  Can  you  picture  it?" 
The  same  account  also  says:  "  Not  one  of  our  boats  had  we  left  after 
the  scrap.  Four  of  them  we  let  fall  from  the  davits — what  was  left  of 
them,  and  the  others  will  take  no  end  of  work  to  make  them  hold  water." 
Returning  to  the  eflFect  of  shot  and  shell-fire,  we  find  that  the  next  event 
of  the  war  in  this  direction  was  the  disablement  of  the  American  torpedo- 
boat  Winslow,  on  May  nth,  by  a  Spanish  land  battery  in  Cardenas 
harbor.  The  battery  consisted  of  several  4-inch  guns  firing  at  a  range 
of  2500  yards.  Although  many  shots  were  fired  at  the  Winslow,  only  two 
took  eflFect.  The  first  of  these  was  a  shell  which  burst  on  the  deck  of  the 
torpedo-boat,  killing  Ensign  Bagley  and  three  men,  and  wounding  two 
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Others.  The  second  shell  disabled  the  Winslow's  engines  and  boilers, 
wounding  two  men  in  the  engine-room.  As  the  Spanish  battery  used 
smokeless  powder,  it  could  not  be  located  by  the  attacking  ships.  If  the 
account  of  the  Cardenas  fight  published  in  the  New  York  Herald  of  May 
14th  be  true,  the  Winsl^ow  had  a  very  narrow  escape  from  total  destruc- 
tion. A  shell  from  the  Spanish  battery  is  said  to  have  struck  the  forward 
port  torpedo  of  the  vessel  and  to  have  .passed  through  the  gun-cotton 
charge  without  exploding  it. 

In  the  attack  by  Admiral  Sampson's  fleet  on  the  fortifications  of  San 
Juan,  Porto  Rico,  on  May  12th,  eight  shells  struck  the  armored  sides  of 
the  battle-ship  Iowa  without  doing  the  slightest  damage.  A  6-inch  shell 
struck  one  of  the  boats  in  the  vessel,  scattered  the  splinters  of  the  boat  in 
all  directions,  then  burst,  sending  fragments  which  made  fifty  wounds  in 
the  ship,  including  four  or  five  perforations  of  the  gun  deck,  which  it  set 
on  fire,  and  a  hole  in  one  of  the  funnels,  fortunately  injuring  only  three 
men.  Another  shell  killed  one  man  and  wounded  four  others  on  the 
superstructure  of  the  armored  cruiser  New  York  during  the  same  action. 

When  General  Shafter's  army  began  to  disembark  at  Baiquiri  on  June 
22nd,  the  second-class  battle-ship  Texas  was  ordered  to  shell  the  western 
batteries  at  the  entrance  to  Santiago  harbor.  A  6-inch  gun  in  one  of 
these  batteries  discharged  a  shell  which  struck  the  Texas  on  the  port  bow 
between  the  gun  deck  and  the  spar  deck,  bursting  in  the  forward  com- 
partment where  there  were  six  6-pounder  guns,  with  their  crews  at  quar- 
ters. Though  the  steel  plating  of  the  ship's  side  was  1%  inch  in  thickness, 
it  did  not  explode  the  shell,  which  passed  through  it  as  if  it  were  so 
much  paper.  About  7  feet  from  the  starboard  side  it  struck  a  heavy 
metal  stanchion,  shattering  2  feet  of  it  into  fragments,  and  burst  The 
base  of  the  shell  ploughed  a  furrow  along  the  deck  until  it  met  one  of 
the  ship's  ribs,  where  it  broke  into  two  pieces,  both  of  which  struck  a 
cable  reel,  4  feet  in  diameter,  consisting  of  2  feet  of  hemp  hawser  and  2 
feet  of  oaken  drum.  The  cable  was  cut  completely  through  and  the  oaken 
drum  smashed  into  splinters.  Showers  of  steel  splinters  from  the  shell 
itself  and  the  metal  stanchion  which  it  struck  swept  along  the  starboard 
side  of  the  ship,  breaking  gun  fittings,  cutting  off  heads  of  bolts,  and 
stripping  off  paint.  One  man  was  killed  and  eight  men  were  wounded 
by  this  shell,  and  it  is  especially  worthy  of  note  that  the  smoke  from  the 
explosion  forced  its  way  down  the  ammunition  hoists  and  into  the  for- 
ward compartments  of  the  ship,  so  that  for  a  few  moments  the  crew  in 
that  part  were  almost  suffocated.  This  completes  the  list  of  casualties 
on  American  ships  from  shells  up  to  June  30th. 

During  May  and  June  four  attempts  were  made  by  Spanish  torpedo- 
boats  to  injure  American  warships.  The  first  of  these  was  at  the  battle 
of  Manila,  on  May  ist,  when  two  torpedo-boats  came  out  together  from 
Cavite  and  advanced  towards  Admiral  Dewey's  fleet.  They  were  soon 
seen,  and  one  of  them  was  sunk  and  the  other  so  badly  injured  that  it  had 
to  be  beached  before  either  of  them  came  within  the  maximum  torpedo 
range  of  1000  yards.  The  second  attempt  was  made  at  night  on  May 
30th.  at  Santiago,  which  in  competent  hands  would  probably  have  resulted 
in  the  destruction  of  the  Texas.  The  Spanish  torpedo-boat  destroyers 
Furor  and  Pluton,  credited  with  28  and  30  knots  respectively,  were  within 
500  yards  of  the  Texas  when  discovered  by  her  searchlights.  In  spite  of 
a  hot  fire  they  retreated  back  into  Santiago  harbor  without  serious  injury. 
Next  day  two  automobile  torpedoes  were  found  floating  on  the  snr^ce 
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of  the  sea  not  far  from  where  the  Texas  had  been  the  night  before.  One 
of  these  torpedoes  was  in  good  order  ready  to  explode.  The  other, 
through  the  carelessness  of  the  men  who  fired  it,  had  only  a  practice 
head  in  it  and  could  have  done  no  damage  under  any  circumstances. 
On  the  night  of  June  3rd  the  New  Orleans  discovered  a  possible  torpedo- 
boat  within  range  of  her  guns  and  promptly  opened  fire.  The  New  York 
and  Massachusetts  quickly  followed  her  example,  and  finally  the  Oregon 
sunk  the  vessel,  whatever  its  character  may  have  been,  with  a  13-inch 
shell.  During  daylight  on  June  22nd  the  torpedo-boat  destroyer  Terror 
came  out  of  the  harbor  of  San  Juan,  Porto  Rico,  and  by  keeping  under 
cover  of  the  Spanish  cruiser  Isabella  II,  attempted  to  get  within  striking 
distance  of  the  United  States  auxiliary  cruiser  St.  Paul.  When  the  Terror 
came  within  a  range  of  6000  yards  the  St.  Paul  let  fly  her  whole  broad- 
side, consisting  of  three  5-inch  guns,  two  6-pounders,  two  Hotchkiss  rifles 
and  two  3-pounders.  Although  the  guns  were  said  to  have  carried  the 
range,  none  of  them  did  any  serious  damage  to  the  Terror.  After  firing 
some  fifty  or  sixty  shots  at  the  torpedo-boat  destroyer — she  fired  100 
shots  altogether  between  the  two  vessels — ^the  St.  Paul  discharged  a  last 
5-inch  shell,  which  struck  the  Terror  on  the  port  side,  near  the  stern,  went 
clear  through  into  the  engine-room,  took  off  the  head  of  the  chief  engi- 
neer, the  legs  and  arms  of  the  assistant  engineer,  and  mortally  injured  one 
of  the  crew  who  was  in  the  engine-room  at  the  time.  It  also  completely 
wrecked  the  Terror's  engines,  and  left  her  in  such  a  sinking  condition 
that  she  had  to  be  beached. 

Fixed  submarine  mines,  though  laid  down  by  the  Spanish  in  consider- 
able numbers,  did  not  prove  eflFective  in  any  single  instance.  Their 
greatest  chance  of  success  was  at  Manila,  where  two  separate  mines  were 
exploded  prematurely  as  Admiral  Dewey's  flagship,  the  Olympia,  was 
advancing  to  the  attack  at  Cavite.  As  the  American  admiral  had  no 
knowledge  of  where  these  mines  were  placed,  it  is  possible  that  in  more 
skilful  hands  they  might  have  destroyed  the  Olympia  and  the  Baltimore. 
The  mines  which  were  said  to  be  so  plentifully  strewn  in  the  narrow  and 
tortuous  channel  leading  to  the  harbor  of  Santiago  were  practically  need- 
less precautions,  since  a  few  batteries  of  modern  high-power  guns  could 
have  blocked  the  channel.  Between  June  8th  and  nth  the  propellers  of 
two  United  States  warships  loosened  two  submarine  contact  mines  in 
Guantanamo  harbor.  On  examination  it  was  found  that  the  failure  of 
these  mines  to  explode  was  due  to  the  incrustations  of  shell  fish  on  the 
plungers,  which  were  thus  prevented  from  breaking  the  bottle  of  sul- 
phuric acid  which  was  to  set  off  the  mine — probably  by  mixing  with 
chlorate  of  potash  and  sugar. 

There  is  no  reason,  at  present,  to  believe  that  the  numerous  bombard- 
ments by  the  American  fieet  of  fortified  places  in  Cuba  and  Porto  Rico 
did  any  serious  or  permanent  harm  to  the  earthworks  which  protected 
most,  if  not  all,  of  the  Spanish  high-power  guns.  It  is  true  that  the 
older  masonry  fortifications  with  their  obsolete  guns  suffered  a  good  deal 
of  damage,  but  this  was  only  to  be  expected,  as  it  evidently  was,  even 
by  the  Spaniards  themselves.  Some  good  work,  however,  was  done  by 
American  gunboats  in  destroying  the  smaller  shelter  forts  which  the 
Spaniards  had  erected  along  the  coast  of  Cuba  to  prevent  the  insurgents 
from  smuggling  arms  into  the  interior.  At  Guantanamo  American  war- 
ships aided  a  party  of  800  marines,  who  had  been  landed,  by  shelling  the 
woods  in  which  Spanish  soldiers  were  ambushed. 

35 
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The  battle  of  Santiago,  ending  with  the  total  destruction  or  capture  of 
Admiral  Cervera*s  fleet,  marks  the  virtual  culmination  of  the  naval  war- 
fare between  the  United  States  and  Spain.    Although  it  occurred  in  broad 
daylight,  and  although  the  fight  was  a  nmning  one,  and  singularly  free 
from  complications,  the  accounts  which  we  have,  both  official  and  other, 
are  full  of  contradictions  on  minor  points.    Taking  Admiral  Sampson's 
official  report  as  our  main  guide,  w^e  learn  that  at  9.30  a.  m.,  on  July  3rd, 
the  armored  cruiser  Brooklyn,  and  the  battle-ships  Texas,  Iowa,  Oregon 
and  Indiana,  were  on  blockading  duty,  lying  in  a  semicircle  in  the  order 
named,  outside  the  narrow  entrance  of  the  channel  leading  to  the  harbor 
of  Santiago;  the  Iowa  lying  directly  opposite  the  harbor  entrance  about 
four  miles  from  land,  at  9.31  first  sighted  Admiral  Cervera's  flagship,  the 
Infanta  Maria  Teresa,  coming  through  the  channel.    She  was  followed 
at  intervals  of  800  yards  by  the  Vizcaya,  Cristobal  Colon  and  Almirante 
Oquendo  in  the  order  named,   and  at  intervals  of  1200  yards  by  the 
torpedo-boat  destroyers  Pluton  and  Furor.    On  seeing  the  signal  hoisted 
by  the  Iowa,  Commodore  Schley,  on  board  the  Brooklyn,  and  in  com- 
mand of  the  fleet  in  the  temporary  absence  of  Admiral  Sampson  on  the 
armored  cruiser  New  York,  ordered  a  general  movement  inward  of  the 
semicircle  of  blockading  ships.    The  Iowa  at  9.40  fired  the  first  shot  at  a 
range  of  6000  yards,  and  continued  firing  as  she  approached  the  harbor 
entrance,  until  it  was  seen  that  the  Maria  Teresa  would  pass,  heading 
westward,  between  the  land  and  the  Brooklyn,  which  had  been  lying  to 
the  west  of  the  channel,  about  two  miles  from  shore.    The  Brooklyn, 
which  had  been  heading  eastward,  to  head  off  the  Maria  Teresa,  delivered 
a  raking  fire  from  her  port  batteries  at  1500  yards  range.    The  Texas, 
the  next  ship  to  the  Brooklyn  in  the  blockading  semicircle,  opened  fire 
on  the  Teresa  at  4200  yards  range.    The  Iowa,  at  2500  yards  from  the 
Teresa,  put  her  helm  to  starboard  and  delivered  her  broadside  fire.    The 
Oregon,  the  fastest  vessel  in  the  squadron  except  the  Brooklyn,  and  the 
Indiana,  which  formed  the  most  easterly  end  of  the  blockading  squadron, 
also  opened  fire  at  long  range  on  the  Teresa  as  she  came  out  of  the 
channel.    For   thirty-five   minutes  the  battle  raged  fiercely,  the  whole 
Spanish  fleet  in  its  original  order  turning  line  ahead  westward,  close  to 
the  shore;  and  the  American  fleet,  in  its  blockading  order  from  west  to 
east,   also   gradually    forming   line  ahead,    with   the   Brooklyn   leading. 
Fifteen  minutes  after  the  action  began  the  Teresa  was  seen  to  be  on  fire. 
She  soon  dropped  behind  and  was  beached  6^  miles  from  the  harbor 
entrance.    Meanwhile  the  Vizcaya,  Cristobal  Colon  and  Oquendo  were 
gaining  on  the  four  battle-ships,  and  were  concentrating  their  fire  on  the 
Brooklyn.    Then  the  Oquendo  dropped  out  of  line  and  was  beached  half 
a  mile  further  on  than  the  Teresa,  leaving  the  Colon  and  Vizcaya  with 
apparently  nothing  but  the  Brooklyn  to  stop  them.    The  Oregon,  how- 
ever, the  most  easterly  vessel  but  one  in  the  semicircle,  proved  to  be  mncb 
faster  than  the  Spaniards  had  anticipated,  and,  having  successively  passed 
the  Texas  and  Iowa,  came  up  within  600  yards  of  the  Brooklyn  and  kept 
her  position  until  the  battle  was  over.    This  must  have  been  about  1030, 
when  the  Oquendo  was  beached.    The  Brooklyn  and  Oregon  continned 
chasing  and  firing  at  the  Vizcaya  and  Colon.    At  10.53  the  Vizcaya  was 
seen  to  be  on  fire,  and  at  this  time  the  Colon,  previously  astern,  passed 
her  on  the  landward  side,  showing  much  faster  speed  for  the  moment 
than  the  Brooklyn.    The  Vizcaya  was  turned  toward  the  shore  and  ran 
aground  some  minutes  later,  twenty-one  miles  from  the  harbor  entrance. 
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the  corrected  time  at  which  firing  at  her  ceased  being  given  by  Lieut 
Sharp,  of  the  Vixen,  at  11. 18.  By  this  time  the  Colon,  hugging  the  shore, 
was  six  or  seven  miles  ahead  of  the  Brooklyn  and  Oregon.  The  Brooklyn 
at  once  steered  for  a  point  near  Cape  Cruz,  which  the  Colon  must  neces- 
sarily pass,  while  the  Oregon  kept  right  behind  to  check  any  attempt  at 
doubling  back.  Between  11. 18  and  12.50  no  shots  were  fired,  but  at  the 
latter  time  the  Oregon  tried  her  13-inch  guns  and  found  that  they  carried 
beyond  the  Colon,  whose  spurt  had  been  short  and  whose  speed  had 
gradually  decreased.  The  Brooklyn  then  opened  with  her  8-inch  guns, 
and  after  both  ships  had  fired  four  or  five  rounds  the  Colon  ran  ashore 
and  hauled  down  her  flag  at  1.20  p.  m.,  being  then  forty-eight  miles  from 
the  channel  entrance.  By  this  time  the  Texas  and  the  New  York  were 
approaching,  though  not  within  range.  The  New  York,  Admiral  Samp- 
son's flagship,  was  four  miles  east  of  the  blockading  station  when  the 
action  began,  being  on  her  way  to  Siboney,  where  the  Admiral  was  to 
hold  a  conference  with  General  Shafter.  She  at  once  turned  back  and 
was  in  at  the  death,  without  having  been  able  otherwise  to  render 
effective  aid. 

Let  us  now  return  to  the  two  torpedo-boat  destroyers  Pluton  and 
Furor.  When  they  appeared  at  the  channel  entrance  the  Indiana,  Oregon, 
Iowa  and  Texas,  which  had  all  been  firing  at  longer  or  shorter  range 
at  the  Spanish  armored  vessels,  with  one  accord  turned  their  secondary 
batteries  on  the  destroyers,  aided  by  the  converted  yacht  Gloucester  with 
a  battery  of  6-pounder  guns.  The  Gloucester  exposed  herself  in  the  most 
daring  manner  to  the  much  superior  guns  of  the  destroyers,  the  armored 
cruisers  and  the  land  batteries.  The  fate  of  the  destroyers  was  ultimately 
determined  by  the  Gloucester  and  the  Indiana,  one  being  sunk  and  the 
other  being  driven  ashore  totally  disabled  within  twenty  minutes  after 
coming  into  action. 

As  regards  speed,  the  Spanish  ships  came  through  the  channel  at 
from  8  to  10  knots,  and  this  was  increased  as  soon  as  they  reached  clear 
water.  The  Colon,  the  only  ship  which  had  a  chance  to  run  away,  showed 
her  heels  to  the  Brooklyn  and  Oregon  for  a  short  spurt,  but  soon  fell 
down  again.  Admiral  Sampson  has  carefully  estimated  her  speed  from 
start  to  finish  at  13.7  knots  an  hour.  The  Brooklyn  had  only  one  pair  of 
engines  coupled  up  and  could  not  afford  the  time  to  throw  in  the  forward 
pair;  as  she  gained  steam  her  speed  rose  gradually  from  14  to  16  knots. 
The  battle-ship  Oregon  also  ran  up  to  16  knots  and  had  plenty  of  steam 
long  before  the  others.  The  Iowa  and  Indiana  were  falling  behind  before 
the  Vizcaya  ran  ashore,  the  Texas  was  gaining  on  the  Colon  during  the 
last  hour  of  the  chase. 

Only  one  man  was  killed  and  one  wounded  on  the  United  States  ships 
during  the  whole  engagement.  Both  these  casualties  occurred  on  the 
Brooklyn,  which  was  also  struck  by  twenty  whole  shot  without  injury, 
besides  being  hit  many  times  by  pieces  of  bursting  shell  and  small  shot 
from  machine  guns.  Two  6-inch  projectiles  struck  the  Iowa;  one  of  these 
lodged  in  the  cofferdam  without  exploding;  the  other  entered  the  star- 
board side  at  the  berth  deck,  broke  off  the  hatch  plate  of  the  water-tank 
compartment  and  exploded;  perforated  the  walls  of  the  chain  locker, 
starting  a  small  fire,  which  was  soon  extinguished,  while  one  fragment 
cut  a  link  of  the  sheet  chain  wound  round  the  6-pounder  ammunition 
hoist,  and  another  fragment  perforated  the  cofferdam  on  the  port  side 
and  slightly  dished  the  outside  plating.    The  Oregon  was  struck  three 
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times,  and  two  of  these  hits  were  only  fragments  of  shells.    The  Indiana 
was  struck  twice  without  injury,  and  no  hits  are  mentioned  by  the  Texas. 

The  only  ammunition  expenditures  made  public  are  those  of  the 
Brooklyn  and  Iowa.  The  Brooklyn  fired  lOO  8-inch,  473  5-inch,  1200  6- 
pounder  and  200  i -pounder.  The  Iowa  fired  31  12-inch  semi- A.  P.  shell, 
with  full  charges;  35  8-inch  common  shell  with  full  charges.  251  4-inch 
R.  F.  common  shell,  1056  6-pounder  common  shell,  and  100  i-pounder 
common  shell.  Trouble  and  delay  were  caused  by  the  jamming  of  the 
locks  on  the  Brooklyn's  8-inch  guns,  and  several  of  the  S-inch  guns 
were  rendered  useless  before  the  end  of  the  battle  by  failure  of  the 
elevating  gear. 

Thus  far  every  statement  made  about  the  battle  of  Santiago  has  been 
strictly  taken  from  the  official  accounts  of  the  admiral,  commodore  or 
captains.  A  mail  letter  by  the  correspondent  of  the  Associated  Press, 
which  has  intrinsic  evidences  of  truthfulness,  gives  an  account  of  a  visit 
paid  to  the  Spanish  ships  by  a  board  of  inspection  appointed  by  Admiral 
Sampson.  The  first  ship  examined  was  the  Cristobal  Colon,  which  was 
found  to  have  been  struck  only  six  times  by  large  projectiles,  i.  e.  over 
6-pounder.  This  tallies  with  the  statement  in  the  official  report  by  Ad- 
miral Sampson  that  "  the  Cristobal  Colon  was  not  injured  by  our  fire." 
However,  as  we  now  know  that  the  Colon  had  no  turret  guns,  it  would 
have  been  madness  for  her  to  persist  in  trying  to  escape  when  the 
Brooklyn  and  Oregon,  both  superior  in  fire  and  in  speed,  were  within 
range  and  between  her  and  the  open  sea. 

The  Vizcaya,  the  next  ship  examined  by  the  board  of  inspection,  was 
hit  with  large  projectiles  fourteen  times,  by  6-pounders  eleven  times  and 
an  unknown  number  of  times  by  i-pounders.  These  fourteen  shots,  be- 
tween 5-inch  and  8-inch,  were  apparently  sufficient  to  tear  the  Vizcaya 
almost  to  shreds  above  the  armor  belt.  The  flagship.  Infanta  Maria 
Teresa,  was  the  only  vessel  struck  by  a  12-inch  or  13-inch  shell  during 
the  engagement.  Two  projectiles  of  this  calibre  struck  her,  both  going 
clean  through  the  unarmored  sides  of  the  ship.  There  were  fourteen 
guns  of  either  12-inch  or  13-inch  calibre  in  the  attacking  fleet,  but  there 
is  good  reason  to  believe  that  two  of  these  were  undergoing  repairs  and 
were  not  fired  during  the  action.  It  will  be  remembered  that  the  Iowa, 
which  was  in  action  thirty-five  minutes,  fired  thirty-one  12-inch  shells. 
If  the  other  battle-ships  used  proportionally  the  same  amount — and  the 
Oregon  and  Texas  were  much  longer  in  the  action — ^the  total  fired  wotdd 
be  108,  giving  less  than  2  per  cent,  of  hits.  The  most  destructive  shot 
which  struck  the  Teresa  was  an  8-inch  shell  from  the  Brooklyn,  dis- 
charged at  1000  yards  range.  This  entered  the  port  side,  just  forward 
of  the  beam,  and  exploding,  cleaned  out  the  deck,  including  four  gun 
crews.  Admiral  Cervera  afterwards  said  that  it  was  this  shell  which  set 
the  Teresa  on  fire,  and  as  either  it  or  some  other  projectile  had  cut  the 
fire  main,  it  was  found  impossible  to  put  out  the  fire,  which  led  to  the 
Teresa's  early  surrender.  The  Almirante  Oquendo  presented  the  most 
typical  appearance  of  a  ship  defeated  in  a  modem  naval  action.  Her 
upper  works  were  cut  into  ribbons  and  the  number  of  dead  was  very 
large.  She  received  a  good  part  of  the  fire  of  the  6-pounder8  and  i- 
poundcrs  intended  for  the  torpedo-boat  destroyers  which  followed  her. 
She  was  hit  on  the  port  side,  which  was  turned  toward  the  attacking 
fleet,  four  times  by  8-inch  shell,  three  times  by  4-inch,  twice  by  6-inch, 
and  forty-two  times  by  6-pounders.    The  attacking  fleet,  besides  la-indi 
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and  13-inch  guns,  had  thirty-two  8-inch,  fourteen  6-inch,  twelve  5-inch 
rapid-fire,  six  4-inch  rapid-fire,  and  seventy-two  6-pounders.  To  enable 
the  curious  to  estimate  the  percentage  of  hits,  the  armament  of  the 
Brooklyn  and  Iowa,  which  gave  their  expenditure  of  ammunition,  is  as 
follows:  Brooklyn,  eight  8-inch,  twelve  5-inch  rapid-fire,  twelve  6-pound- 
ers and  four  i-pounders.  The  Iowa  had  four  12-inch,  eight  8-inch,  six 
4-inch  rapid-fire,  twenty  6-pounders  and  four  i-pounders. 

None  of  the  ships  in  action  used  smokeless  powder  except  the  Colon, 
and  the  fumes  of  brown  cocoa  powder  were  very  distressing  to  the  Ameri- 
can gunners.  Although  there  was  a  slight  breeze,  the  clouds  of  smoke 
seriously  interfered  with  the  aim  of  the  gunners,  especially  those  with  the 
large  guns,  while  the  fumes  were  so  choking  that  many  of  the  gunners 
had  to  wrap  damp  towels  over  their  mouths.  Both  range-finders  and 
range-indicators  were  upset  and  rendered  useless  by  the  shocks  produced 
by  the  firing  of  the  guns.  One  end  of  the  deck  of  the  Texas  was  torn 
to  pieces  by  the  shock  of  one  of  her  two  12-inch  guns.  The  noise  of  the 
firing  prevented  messages  from  being  carried  by  the  speaking  tubes,  and 
at  least  one  messenger  delivered  a  wrong  message.  None  of  the  com- 
manding officers  used  the  conning  tower;  all  of  them  stood  out  in  the 
open.  Most  of  these  facts  have  been  gleaned  from  mail  letters  to  the 
New  York  Commercial  Advertiser  by  an  officer  on  board  the  Iowa.  These 
letters  are  corroborated  to  such  an  extent  by  the  official  reports  that  they 
must  be  regarded  as  trustworthy. 

The  first  lieutenant  of  the  Vizcaya,  in  an  interview  with  a  correspondent 
of  the  New  York  Sun  the  day  after  the  battle,  gave  the  following  reasons 
for  the  defeat  of  the  Spanish:  "  The  fire  from  your  guns  was  terrific;  shells 
were  continually  striking  us  at  all  points,  and  it  seemed  as  if  each  shell 
started  a  new  fire  wherever  it  struck.  Our  men  were  driven  from  their 
guns  by  the  rain  of  secondary  battery  projectiles  and  by  the  fire  and  smoke 
of  burning  wood  on  our  ship.  In  twenty  minutes  fires  had  started  fore 
and  aft.  The  decks  and  the  joiner  work  in  the  officers'  quarters  and  all 
along  the  berth  deck  took  fire,  and  it  was  no  longer  possible  to  keep  our 
men  at  their  guns." 

It  is  plain  from  this  that  the  Americans  won  by  bravery,  coolness, 
discipline  and  drill.  It  is  equally  clear  that  the  Spaniards  were  demoral- 
ized by  the  superiority  of  the  Americans  in  rapidity  and  effectiveness  of 
fire.  The  lesson  seems  to  be  that  in  future  naval  conflicts  a  superiority, 
however  slight,  in  the  beginning  of  an  engagement  becomes  multiplied 
in  its  effect  on  an  adversary  by  something  like  geometrical  ratio,  since 
the  moral  disorganization  produced,  by  cutting  off  the  return  fire,  en- 
courages accuracy  of  aim  on  the  other  side  as  fast  as  ranges  are  found 
by  actual  trials.  This,  however,  does  not  settle  the  question  of  whether 
many  guns  with  light  crews  would  be  superior,  other  things  being  equal, 
to  fewer  guns  with  heavier  crews,  or  with  a  competent  reserve  to  take 
the  place  of  men  put  out  of  action.  Another  most  important  deduction 
is  that  shooting  in  action  with  high-power  guns  by  no  means  yet  com- 
pares in  accuracy  with  practice  shooting. — The  Engineer,  Sept.  16,  1898. 
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THE  DESTRUCTION  OF  THE  UNITED  STATES 

BATTLE-SHIP  MAINE. 

By  Lieut.-Colonel  J.  T.  Bucknill,  late  Major  R.  E. 

(Concluded  from  page  754,) 

The  evidence  concerning  the  explosion  by  those  who  saw  and  heard  it, 
by  the  wreck  itself,  and  by  an  expert  in  explosions  has  now  been  exam- 
ined, and  the  readers  of  these  articles  will  be  able  to  judge  for  themselves 
whether  the  large-mine  theory  adopted  by  Captain  Converse,  and  after- 
wards by  the  court  itself  (although  they  located  the  charge  differently),  is 
correct.  For  my  own  part  the  theory  appears  to  be  not  only  improbable, 
but  quite  impossible.  Firstly,  because  any  such  initial  cause  of  the  dis- 
aster would  have  given  a  tremendous  shock  and  explosion,  to  which  every 
survivor  on  board  would  have  testified,  whereas  only  one  did  so— Lieu- 
tenant Hood;  for  Seaman  Larsen  "heard  some  explosion  in  the  port 
gangway;  something  like  an  explosion  ";  he  "just  turned  round,  and  then 
the  big  explosion  came "  (page  174).  He  does  not  testify  to  an  initial 
great  explosion.  Lieutenant  Hood,  however,  was  very  positive  about  it 
(page  119):  "  There  were  two  distinct  explosions — big  ones,  and  they  were 
followed  by  a  number  of  smaller  explosions."  He  adds  (page  123):  "  My 
belief  is  that  the  whole  forward  part  of  the  superstructure  .  .  .  was  in  the 
air  at  the  time  I  saw  the  second  explosion."  This  was  in  answer  to  a 
leading  question  from  the  judge  advocate.  Secondly,  assuming  the  find- 
ing of  the  court  to  be  correct,  it  is  quite  evident  that  Lieutenant  Hood's 
surmise  might  also  be  correct,  because  a  mine  capable  of  driving  the 
keel  into  an  inverted  V  34  feet  above  its  normal  position  would  drive 
that  portion  of  the  vessel  locally  above  it  into  the  air,  including  the 
superstructure  and  the  decks  below  it  and  the  magazines  below  them. 
This  is,  of  course,  a  corollary  of  the  finding  of  the  court.  But  where 
does  it  land  us?  Evidently,  if  the  magazines  were  driven  into  the  air  by 
the  first  great  explosion  of  a  great  mine  under  the  ship's  bottom,  the 
contents  of  the  magazines  would  explode  in  the  air.  There  was  no  such 
phenomenon.  Many  people  saw  the  crater  of  explosion;  not  one  even 
hints  at  any  explosion  in  the  air. 

Moreover,  the  evidence  of  the  entire  wreck  gives  the  most  positive 
and  convincing  proof  that  the  magazines  exploded  when  they  were  still 
in  the  ship,  and  the  evidence  of  the  crew  of  the  steam  launch  shows  that 
it  occurred  when  the  ship  was  still  floating  alongside  the  launch. 

Thirdly,  had  the  disaster  to  the  Maine  been  caused  by  the  explosion  of 
a  large  mine  under  her  bottom,  it  can  be  stated  with  a  good  deal  of  cer- 
tainty by  those  who  are  acquainted  with  experiments  with  large  charges- 
such,  for  instance,  as  the  series  of  500  lbs.  of  gun-cotton  against  H.  M.  S. 
Oberon,  and  especially  the  last  experiments  of  this  series  (early  in  i975)> 
that  the  effects  would  be  very  different  from  those  which  are  recorded 
by  the  wreck  of  the  Maine. 

The  final  500-lb.  charge  fired  against  the  Oberon,  as  recorded  in  the 
Times,  was  submerged  50  feet,  and  was  directly  under  the  starboard  side 
at  frame  18  (a  curious  coincidence).  The  vessel's  back  was  broken,  but 
the  injuries  were  not  so  great  as  to  prevent  her  being  towed  into  shallow 
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water  after  the  explosion,  and  the  damage,  as  recorded  by  the  bent  or 
broken  bracket  plates  and  angle  irons,  was  confined  to  the  double  bottom 
and  to  those  portions  of  the  double  sides  below  No.  3  longitudinals. 
Evidently,  therefore,  if  the  force  applied  were  increased  either  by  the  use 
of  a  larger  charge,  or  of  a  smaller  distance,  or  both,  we  should  foretell 
with  confidence  that  the  general  effect  would  be — ^bottom  blown  up  and 
top  sides  left  nearly  intact. 

This,  moreover,  would,  I  think,  be  anticipated,  even  in  the  absence  of 
any  Oberon  or  similar  experiments  to  guide  us,  for  it  is  evident  that  the 
bottom  receives  the  blow  flatways,  whereas  the  sides  receive  it  edgeways. 
In  the  Maine,  however,  the  sides  are  gone,  and  part  of  the  bottom  re- 
mains. Consequently  the  sides  must  have  been  blown  out  by  the  maza- 
zines  when  still  inside  the  ship,  where  they  could  not  possibly  have  been 
if  a  large  mine  acted  as  an  initial  explosion  in  accordance  with  the  finding 
of  the  court. 

Fourthly.  There  was  no  upheaval  of  water;  and  a  big  mine,  capable 
of  driving  the  bottom  of  the  Maine  34  feet  up  without  sending  it  into 
small  fragments,  would  naturally  carry  with  it  much  of  the  water  be- 
tween the  mine  and  that  part  of  the  ship's  bottom  which  gave  way  at 
the  time  of  the  mine's  explosion.  The  fact  that  there  was  only  12  feet 
between  the  ship's  bottom  and  the  mud  is  in  favor  of  a  small  water 
column,  but  nevertheless  of  such  dimensions  that  it  could  not  fail  to  be 
observed  by  many  of  the  survivors  who  gave  evidence  on  the  falling 
debris.  Not  one  drop  of  rising  or  falling  water,  however,  was  mentioned 
in  the  evidence;  although  it  was  a  point  on  which  the  court  sought  for 
evidence  very  diligently.  Of  course  a  large  mine,  exploded  in  contact 
with  the  bottom,  would  throw  up  no  water;  but  such  a  mine  would  not 
bend  the  double  bottom,  it  would  shatter  it. 

Fifthly.  A  mine  capable  of  bending  the  keel  and  double  bottom  and 
driving  them  34  feet  upwards  would  not  bend  them  into  a  sharp  angle — 
as  was  done  at  frame  18  of  the  Maine — but  would  produce  a  dome-shaped 
wreckage.    The  remains  of  the  Maine  show  nothing  of  the  kind. 

Other  reasons  might  be  given  (such  as  no  dead  fish  floating  in  the 
harbor  next  day,  and  so  forth),  but  enough  has  probably  been  said  to 
raise  a  grave  doubt  on  the  accuracy  of  the  finding  of  the  United  States 
Court  of  Inquiry.  The  difficulty  was  to  account  satisfactorily  for  the 
results  of  the  Maine  explosion  from  internal  forces  alone,  and  this,  no 
doubt,  weighed  so  strongly  with  the  court  (which  from  its  report  evi- 
dently examined  the  matter  very  carefully  and  honestly)  as  to  cause  it  to 
come  to  the  conclusion  that  the  bottom  must  have  been  driven  up  by 
some  external  force.  The  grave  objections  and  contradictions  entailed 
by  this  finding,  which  have  been  pointed  out  in  these  articles,  do  not 
appear  to  have  been  considered  by  the  court,  and  at  the  time  of  the  finding 
it  probably  seemed  to  the  court  a  palpable  case  of  a  ship  blown  up  by  a 
mine.  The  perusal  of  Captain  Converse's  evidence,  however,  shows  the 
reader  that  he  was  puzzled,  and  .no  wonder.  He  was  suddenly  shown  a 
most  complicated  over-water  wreck;  also  a  rough  sketch  of  what  was 
said  to  be  under  water,  and  he  could  scarcely  have  had  time  to  sift  the 
very  diverse  evidence  on  the  explosion  itself  given  by  the  survivors  and 
spectators  from  a  small  distance. 

The  doubt  as  to  the  accuracy  of  the  court's  finding  would  become  almost 
a  certainty  if  it  be  possible  to  interpret  the  wreck  as  the  result  of  internal 
forces  alone. 
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I  feel  that  this  can  be  done,  and  beg  my  readers  to  patiently  examine 
the  following  attempt  at  an  explanation  which  suggested  itself  after  perus- 
ing the  ingenious  theory  propounded  in  a  leading  article  on  the  subject 
published  in  Engineering  on  April  22  last.  This  theory,  that  the  bottom 
was  bent  by  the  sinking  of  the  fore  part  of  the  Maine  when  the  after  part 
was  still  water-borne,  the  sides  and  decks  of  the  midship  having  been 
removed  by  an  internal  explosion,  and  "  that  the  after  part  may  have 
moved  after  the  stem  became  embedded  in  the  mud,"  appeared  to  me  to 
account  for  the  wreckage,  whereas  the  finding  of  the  court  did  not. 

On  examining  the  theory  the  following  difficulties,  however,  presented 
themselves: 

1.  Fourteen  feet  of  water  under  the  bottom  of  Maine  would  scarcely 
give  a  sufficient  scope  for  the  suggested  action. 

2.  Which,  moreover,  relies  on  Exhibit  H.  Expert  diver  Dwyer,  bow- 
ever,  disapproved  its  accuracy.  The  flaps  marked  A  B  on  the  sketch, 
instead  of  being  hinged  horizontally  (as  shown),  must  be  hanging  on 
nearly  vertical  hinges,  the  fore  body  lying  on  the  mud  on  its  starboard 
beam  ends  ram  down,  instead  of  as  shown  in  the  sketch. 

Nevertheless,  this  theory  was  a  brilliant  and  clever  conception,  and  very 
helpful,  as  indicating  the  kind  of  action  which  may  have  produced  the 
wreck,  without  resorting  to  the  idea  of  a  great  submarine  mine  with  its 
accompanying  treachery. 

My  theory  is  as  follows: 

1.  That  a  small  initial  explosion  occurred  in  or  close  to  the  6-inch 
reserve  magazine — port  side — about  frame  27  (see  Figs,  i  and  2,  page  505, 
Engineering,  April  22). 

2.  That  the  contents  of  this  magazine  immediately  became  involved. 
N.  B. — The  contents  of  this  magazine  first  stated  to  be  only  200  lbs.  of 
saluting  powders  was  afterwards  corrected.  ''  The  saluting  powder  not 
being  shown  so  as  to  require  a  new  supply  or  a  new  requisition,  we  must 
have  had  very  much  more  than  200  lbs."  ..."  Could  not  say  even  approxi- 
mately how  much  was  in  that  magazine  "  (Lieut.  Holman,  page  36). 

The  energy  of  this  explosion  would  be  mainly  directed  to  the  lines  of 
least  resistance,  viz.  to  the  adjoining  lo-inch  shell-room  starboard  of  it, 
and  to  the  6-pounder  magazines  forward,  and  to  starboard  of  it.  At  the 
same  time  a  tremendous  pressure  would  be  exerted  upon  the  longitudinal 
bulkhead  to  port  which  separated  it  from  coal  bunker  A16. 

3.  This  pressure  being  increased  by  the  further  ignition  of  parts  of  the 
contents  of  the  lo-inch  shell-room  and  of  the  6-potmder  magazine,  it 
would  find  a  vent,  and  at  the  same  time  involve  the  lo-inch  magazine 
under  the  starboard  turret,  as  also  the  forward  6-inch  magazine.  The 
principal  weight  of  the  ship  at  this  part  of  the  ship  being  on  the  starboard 
side,  if  the  initial  explosion  occurred  on  the  port  side  as  suggested,  the 
result  would  be  decks  lifted,  then  port  side  blown  out. 

4.  Having  found  these  vents,  the  cumulative  explosion  which  lasted, 
perhaps  2  seconds,  perhaps  3  seconds,  and  possibly  more,  and  which  was 
so  graphically  described  by  one  of  the  survivors — ^as  simply  "the  roaring 
of  the  ship,"  would  be  discharged  through  these  vents  toward  port — 
driving  everything  before  it  to  port  that  previously  existed  in  that  part 
of  the  ship. 

5.  The  final  explosion  of  the  large  lo-inch  magazine  would  then  occur 
and  drive  out  everything  before  it  within  50  degrees  or  60  degrees  of  the 
zenith,  but  being  a  slow-burning  powder — "brown" — ^its  principal  eflFect 
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would  still  be  towards  the  vents  already  opened,  viz.  upward  and  to  port, 
but  with  sufficient  violence  to  send  the  debris  to  the  port  side  of  the  City 
of  Washington  moored  joo  feet  on  the  port  quarter  of  the  Maine. 

The  principal  discharge  of  this  huge  accumulative  explosion  being  to 
port,  and  its  duration  being  an  appreciable  time  period,  the  ship  itself  in 
the  vicinity  of  frame  27  was  evidently  subjected  to  a  very  powerful  reac- 
tionary force;  in  fact,  the  ship  itself  was  like  a  floating  rocket — burst  near 
the  centre — and  driven  sideways  by  reaction  to  starboard. 

When  the  great  final  explosion  occurred,  completing  the  demolition  of 
the  ship's  sides,  decks,  etc.,  it  would  also  drive  the  double  bottom  down- 
wards; but  the  mud  being  so  close,  a  reaction  or  recoil  would  ensue, 
tending  finally  to  buckle  the  bottom  upwards,  and  this  would  occur  at 
the  same  moment  of  time  that  the  wall  of  water  surrounding  the  crater 
of  explosion  fell  back  to  the  axis  of  explosion  after  the  gas  pressure  had 
expended  itself.  Moreover,  at  this  same  instant,  the  after  body  of  the 
Maine  would  be  subjected  to  a  water  pressure  on  its  immersed  cross- 
section  tending  to  drive  the  after  body  forward — but  I  take  it  that  this 
force  would  be  small  in  comparison  to  the  reactionary  force  to  starboard 
due  to  the  explosion  itself  during  its  accumulation  of  pressure.  Whether 
so  or  not,  there  were  evidently  several  important  forces,  one  tending  to 
drive  the  after  body  forward;  another  tending  to  drive  the  whole  ship 
to  starboard,  and  to  rupture  her  at  its  point  of  application;  and  another 
tending  to  buckle  the  ship's  bottom  upwards.  At  the  same  instant  of 
time  the  bow  chain  by  which  the  vessel  was  singly  moored  is  strained 
to  port. 

Evidently  these  forces  would  tend  to  bring  about  precisely  what  is  now 
known  about  the  wreck.  The  bow  "  sunk  like  a  shot "  one  witness  said, 
and  the  momentum  of  the  ship  to  starboard  would  bring  the  fore  body 
into  the  position  described  by  the  professional  divers.  The  simultaneous 
motion  of  the  after  body  to  forward  and  to  starboard  would  crumple  and 
twist  that  portion  of  the  double  bottom  still  remaining  in  such  a  manner 
as  not  only  to  twist  the  bent  keel  at  frame  18  in  the  manner  of  a  knuckle 
joint,  but  also  to  account  for  the  longitudinal  corrugations  in  the  inner 
skin  of  the  double  bottom  noted  by  ship's  diver  Olsen. 

There  is  nothing  in  the  least  degree  improbable  in  the  above  theory 
of  the  Maine  disaster,  and  it  agrees  with  the  wreck,  which,  after  all,  is 
the  most  important  and  reliable  witness.  It  is  based  principally  on  the 
reaction  caused  by  the  explosion  itself  to  starboard  horizontally  during 
the  whole  time  of  the  "  roaring,"  also  to  the  reaction  from  the  muddy 
bottom  from  the  final  great  explosion.  It  takes  into  consideration  the 
bow  chain  and  the  inrush  of  water  (with  its  floating  bodies)  to  fill  the 
crater  of  explosion. 

The  proximate  cause  of  the  explosion  may  never  be  known.  If  due  to 
any  neglect  the  culprit  may  be  dead;  and  if  he  still  live  he  would  naturally 
take  considerable  care  to  let  it  remain  unknown.  For  my  own  part  I 
think  it  was  due  to  coal  heating  in  bunker  A16,  which  was  what  is  known 
as  a  "  dif)icult  bunker,"  i.  e.  one  that  it  was  not  easy  to  fill  or  empty. 
It  was  full  of  soft  coal  "  Pocahontas  "  (page  152),  40  tons,  and  had  been 
so  for  some  time.  There  was  evidently  some  fear  as  to  coal  heating  in 
the  bunkers,  although  nothing  of  the  kind  had  occurred  in  the  Maine. 
Her  bunkers  were  fitted  with  "  the  usual  thermostats "  (page  154)*  but 
"  they  did  not  work  very  well.  Sometimes  they  rang  when  there  was  no 
coal  in  the  bunker."    The  United  States'  practice  appears  to  be  different 
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from  H.  M.  navy  as  regards  the  lining  of  magazines.  An  officer  of  H. 
fleet,  high  in  command,  informs  me  that  ''the  powder  magmnncs  in  our 
service  are  always  lined  with  wood,  so  that  the  powder  cases  can  never 
touch  the  steel  or  iron  bulkheads — ^whether  the  adjoining  compartment  is 
or  is  not  a  coal  bunker.  As  a  rule,  the  magazines  are  not  next  to  the 
coal  bunkers — ^indeed,  it  is  quite  the  exception  if  they  are."  The  evidenoe 
on  the  Maine  showed  that  a  powder  tank  in  the  6-incfa  reserve  wg^^^M^ 
lay  against  the  steel  bulkhead,  metal  to  metal.  In  hict,  there  were  oi^ 
two  thicknesses  of  this  metal  in  contact  between  the  soft  coal  and  tlie 
saluting  gunpowder,  and  this  although  it  was  considered  necessary  to 
equip  the  coal  bunkers  with  thermostats.    Comment  is  unnecessary. 

Again,  as  regards  rockets,  which  have  ever  been  sncfa  a  frmtUL  sooroe 
of  explosions,  Lieutenant  Holman  was  asked  (page  141)  to  "  state  where 
rockets  and  blue  lights  and  such  things  were  stowed  on  board  the  Maine," 
and  replied,  **  In  the  chart-house  or  the  pilot-house  upon  the  bridge.'' 

Q.    "  All  of  them?  " 

A.  "  All  of  them,  I  think.  I  do  not  know  of  any  having  been  moved 
from  there.  They  were  stowed  there  originally,  and  I  know  of  no  move 
having  been  made." 

No  other  witness  was  asked  about  the  rockets.  On  the  whole  there 
seems  to  be  no  necessity  for  going  outside  the  ship  to  account  lor  tiie 
primal  explosion. 

Of  course  it  may  have  been  due  to  a  small  contact  diarge,  but  the 
only  evidence  in  favor  of  it  is  a  "  cock  and  bull "  story  in  an  anonymous 
letter,  which  was  treated  by  the  court  with  the  silent  contempt  it  deserved. 

It  therefore  seems  to  the  writer  that  Americans  should  dismiss  from 
their  minds  the  idea  that  the  Maine  was  blown  up  by  the  Spanish  anthotl- 
ties,  or  with  their  cognizance — all  the  evidence  pointing  entirely  in  the 
other  direction,  viz.  that  the  disaster  was  purely  accidental,  and  tiiat  tfie 
explosions  were  confined  to  the  interior  of  the  ship. 

APPENDIX. 

The  contents  of  the  forward  magazines  were  as  follow:  Forward  magn- 
zine— 99  full  charges,  6-inch  B.  L.  R.;  164  reduced  charges,  6-inch  B.  L.  R.; 
146  common  shell,  6-inch  B.  L.  R.;  100  armor-pierdng  shdls^  6-inch 
B.  L.  R. ;  24  shrapnel,  6-inch  B.  L.  R.  Forward  fixed  ammunitionTOom 
1672  rounds,  6-pounder  steel  shell;  1232  rounds,  6-pottnder  common  did; 
297  rounds,  6-pounder  blank;  1020  rounds,  i-pounder  sted  shdl;  6B0 
rounds,  i-pounder  common  shell;  10,000  rounds,  ball  cartridges,  6  niiIB> 
metres;  9000  rounds,  ball  cartridges,  .38  millimetres.  Forward  loinch 
shell-room— 90  common  shell,  lo-inch  B.  L.  R;  74  armor-piercing,  UMUch 
B.  L.  R..  Forward  lo-inch  magazine— 92  full  charges,  per  lo-inch  B.  L^ 
R;  88  reduced  charges,  per  lo-inch  B.  L.  R.  Reserve  migiiines  113 
full  charges,  per  6-inch  B.  L.  R.;  51  reduced  charges,  per  6-indi  B.  L^  R.; 
3400  rounds  spare  saluting  powder  in  tanks;  100  lbs.  shrapnd  and  JmpuJae 
powder. 

But  Captain  Wainwright  (page  270)  testified  to  the  recovery,  bf  difers, 
of  35  powder  tanks,  6-inch,  and  10  powder  tanks,  lo-inch,  and  that  powdei 
was  found  in  two  of  them  .  .  .  showing  that  the  whole  of  the  above  con- 
tents of  the  forward  magazines  could  not  have  exploded— that  a  *^**1**w 
portion  escaped  ignition. — Engituirmg. 
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THE  DESTRUCTION  OF  THE  UNITED  STATES 

BATTLE-SHIP  MAINE. 

To  the  Editor  of  Engineering. 

Sir. — Like  all  other  Americans,  I  have  taken  great  interest  in  the  causes 
of  the  Maine  disaster,  and  have  read  all  the  official  documents  and  many 
private  essays  on  the  subject.  In  Europe  I  have  observed  a  tendency  on 
the  part  of  most  writers  to  become  so  fascinated  with  the  problem  of  how 
the  explosion  might  have  occurred  from  internal  causes,  that  it  ends  in 
their  losing  entire  sight  of  the  simpler  theory  of  an  external  explos- 
ion, which  they  seem  to  think  is  necessarily  an  accusation  of  complicity 
on  the  part  of  the  Spanish  government. 

There  has  lately  appeared  in  Le  Yacht  an  able  article  by  "  V.  G."  Later, 
an  exhaustive  paper  by  Captain  Gereke  in  the  Marine  Rundschau,  both  to 
the  same  effect;  and  last,  ablest  and  most  prejudiced  of  all,  is  the  article 
by  Colonel  Bucknill,  which  is  concluded  in  your  issue  of  June  24,  and 
which  I  have  just  received. 

The  colonel's  reasoning  as  to  the  successive  developments  and  effects 
of  the  explosion  after  it  had  once  commenced  is  excellent;  but  in  the  early 
part  of  his  article  he  assumes  the  planting  of  a  torpedo  to  be  a  matter  of 
entirely  too  much  difficulty  and  publicity;  and  in  his  conclusions  as  to 
the  cause  (being  in  his  opinion  that  of  spontaneous  combustion  in  bunker 
16),  he  is  eminently  unfair  in  quoting  only  such  evidence  as  will  support 
his  contention.  He  states  that  there  was  soft  coal  in  this  bunker  "  which 
had  been  there  for  some  time,"  and  that  "  the  thermostats  did  not  work 
very  well,"  and  that  there  was  evidently  some  fear  as  to  coal  heating  in 
the  bunkers,  as  though  this  were  a  unique  experience  on  board  ship;  but 
he  ignores  the  statement  (page  280)  that  this  bunker  was  accessible  on 
three  sides  at  all  times,  and  at  this  particular  time  on  the  fourth  side,  and 
that  it  had  been  inspected  that  very  day  by  the  engineer  officer  on  duty. 
The  colonel  quotes  the  evidence  of  a  gunner,  who  had  been  relieved  from 
duty  some  time  before  and  who,  apparently  judging  from  his  other  evi- 
dence, was  incompetent,  to  show  that  the  tanks  in  the  reserve  magazine 
touched  the  metal  bulkheads,  while  he  ignores  the  statement  of  the  captain 
to  the  contrary.  He  also  brings  in  the  opinion  of  an  officer  "  high  in 
command  **  in  the  English  navy  as  to  how  English  magazines  are  lined 
and  located,  and  is  correspondingly  sarcastic  on  what  he  assumes  to  be 
American  methods  of  lining — or  rather  not  lining — and  locating  maga- 
zines. As  a  matter  of  fact,  the  naval  constructors  of  all  nations  are  per- 
fectly familiar  with  each  other's  practice  in  this  respect,  and  wherever 
weight  and  danger  of  fire  can  be  eased  by  reducing  solid  wooden  linings 
to  chocks  and  battens  it  is  done,  and  the  location  of  the  magazines  and 
shell-rooms  is  nowadays  always  dependent  upon  the  disposition  of  the 
battery.  He  also  ignores  the  fact  that  the  temperature  of  coal  bunkers 
and  magazines  were  taken  every  day,  and  calmly  assumes  the  temperature 
of  500  degrees  Fahr.,  which  would  be  necessary  to  ignite  powder  to  be 
reached  without  anybody  knowing  anything  about  it  Let  any  one  who 
has  stood  watch  in  a  fireroom  with  the  thermometer  at  only  150  degrees 
give  his  opinion. 

Some  time  ago  I  wrote  Commander  Kimball,  United  States  Navy,  who 
is  now  commanding  officer  of  our  torpedo-boat  flotilla  on  the  (Tuban 
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coast,  and  one  of  our  ablest  torpedo  experts,  and  among  other  things  I 
asked  him  about  the  Maine  affair.  In  his  reply  he  says:  "  She  was 
probably  blown  up  by  an  improvised  torpedo,  planted  just  ahead  of  her, 
and  fired  when  she  swung  over  it."  It  appears  to  me  that  we  have  the 
whole  matter  here  in  a  nutshell.  Twenty-five  years  ago,  at  the  torpedo 
station  at  Newport,  R.  I.,  one  of  the  frequent  exercises  of  the  officers 
under  instruction  was  the  construction  of  improvised  torpedoes.  The 
operation  consisted  simply  in  taking  an  empty  powder  or  fish  keg,  pitch- 
ing it  inside  and  out,  filling  it  with  gunpowder,  inserting  an  electric 
igniter  through  a  cork  in  the  bung,  lashing  a  stone  to  it,  and  putting  the 
whole  in  a  skiff  pulled  by  two  men,  carrying  it  out  a  couple  of  hundred 
yards,  heaving  it  overboard,  running  the  wires  ashore  and  firing  it  oflF. 
The  whole  operation  occupied  from  two  to  three  hours.  Sometimes 
English  lead-covered  tape  fuze  (of  which  there  were  some  miles  at  the 
torpedo  station)  was  used;  this  tape  had  been  taken  from  Southern  har- 
bors, where  it  had  lain  for  years  under  water  in  the  Confederate  mine 
system.  It  was  usually  found  to  be  still  good,  and  saved  the  wear  and 
tear  of  electric  apparatus. 

In  Havana,  as  in  most  other  frequented  harbors,  there  are  always 
scavenger  boats  going  about,  especially  in  the  vicinity  of  men-of-war, 
searching  the  bottom  with  tugs  and  drag  nets,  and  a  torpedo  of  this  kind 
could  have  been  planted  in  broad  daylight  by  such  a  boat  a  day  or  a  week 
before  it  was  exploded.  It  could  have  been  brought  into  direct  contact 
with  the  ship's  bottom  by  giving  a  few  feet  drift  to  the  mooring  line,  for 
gunpowder,  having  only  the  specific  gravity  of  rice,  floats  easily.  The 
quantity  of  powder  would  have  been  ample,  especially  if  the  operator  had 
had  the  wit  to  put  four  or  five  igniters  in  it  instead  of  one,  and  thus 
brought  about  detonation  instead  of  explosion.  The  first  shock  to  the 
ship  would  have  been  given  by  this  torpedo,  but  no  outward  commotion 
of  the  water  would  have  been  caused,  because  the  line  of  least  resistance 
was  through  the  bottom  of  the  ship,  and  it  would  have  driven  pieces  of 
the  bottom  plating  into  the  magazines  or  shell-rooms  with  sufficient 
velocity  to  have  set  off  the  fixed  ammunition  at  least,  and  probably  large 
filled  shell,  as  experience  has  shown,  especially  during  the  Japan-China 
war,  that  this  can  easily  be  done  by  impact;  the  interior  explosion  once 
initiated,  the  sides  of  the  ship  would  go  out,  the  deck  would  go  up  with 
flame  and  debris  and  the  reaction  from  the  bottom  would  bend  the  keel. 

The  motive  which  impelled  the  blowing-up  of  the  Maine  is  a  matter 
that  should  neither  enter  into  the  discussion  of  the  cause  and  the  phe- 
nomena, nor  cause  a  bias  in  either  direction. — F.  M.  Barber. 


TEST  OF  A  SIX-INCH    EXPERIMENTAL  KRUPP 

PLATE. 

Our  naval  authorities  are  to  be  congratulated  on  their  broad-minded- 
ness and  enterprise  in  adopting  a  foreign  process  of  armor-plate  manu- 
facture which  has  easily  proved  itself  to  be  the  very  best  in  the  world. 
The  Krupp  gas  process  has  produced  plates  which  are  as  superior  to  the 
Harvey  and  Corey  plates  as  the  latter  plates  were  to  the  all-steel  and 
compound  plates  of  an  earlier  day.  Its  superiority,  as  shown  by  proving- 
ground  tests,  was  so  marked  that  the  English  Admiralty  at  once  adopted 
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it  in  place  of  the  Harveyized  armor,  and  it  is  now  being  placed  upon  all 
the  newer  vessels  of  their  navy;  and  after  the  very  excellent  results 
obtained  at  the  Indian  Head  Proving  Ground  it  was  inevitable  that  the 
new  armor  should  be  chosen  for  all  our  future  ships. 

The  supreme  value  of  the  ever-increasing  hardness  and  toughness  which 
is  being  given  to  armor  plates  consists  in  the  fact  that  the  new  plates 
enable  the  total  weight  of  armor  with  which  a  ship  is  clothed  to  be  greatly 
reduced,  and  the  weight  so  saved  may  be  appropriated  to  a  more  powerful 
armament,  or  engines  and  boilers  of  greater  horse-power.  Proving- 
ground  tests  and  experience  in  actual  warfare  have  shown  that  the  protec- 
tion afforded  by  the  15  and  18-inch  Harveyized  armor  of  the  Oregon 
is  amply  sufficient  to  resist  modern  high-powered  rifles.  Although  the 
18-inch  belt  or  15-inch  turrets  of  the  Oregon  type  of  ship  have  never 
been  penetrated  in  an  actual  engagement,  the  behavior  of  inferior  heavy 
armor  at  the  Yalu  and  at  Santiago  proves  that  the  heavy  Harveyized 
protection  of  our  ships  renders  them  practically  impregnable  against  shell 
fired  from  the  distances  at  which  modem  engagements  will  probably  be 
carried  on.  This  being  the  case,  it  follows  that  every  improvement  in 
the  quality  of  the  later  armor  enables  us,  taking  the  protection  of  the 
Oregon  as  a  standard,  to  make  a  corresponding  reduction  in  the  thick- 
ness of  the  plates. 

The  improvements  introduced  under  the  Corey  patents  made  it  possible 
to  increase  the  tensile  strength  about  12  per  cent,  and  the  elongation 
about  15  per  cent,  over  that  of  the  Harvey  plates;  and  now  the  Krupp 
gas  process  enables  us  to  produce  a  plate  of  such  wonderful  toughness 
and  hardness  that  armor  10  and  11  inches  in  thickness  has  all  the  powers 
of  resistance  shown  by  the  15  to  18-inch  armor  of  the  earlier  vessels. 

The  Krupp  gas  process  is  the  latest  development  in  a  long  line  of 
experiments  which  has  successively  provided  the  world  with  iron,  com- 
pound iron  and  steel,  all  steel,  Harveyized  steel,  nickel  steel,  Harveyized 
nickel  steel,  reforged  Harveyized  nickel  steel,  and  Krupp  steel.  The 
rights  have  been  purchased  in  this  country  by  the  Carnegie  Company, 
and  the  second  experimental  plate  recently  tested  at  Indian  Head  proved 
to  be  of  exceptionally  high  quality,  even  for  a  Krupp  plate.  Krupp  armor 
shows  remarkable  toughness  combined  with  all  the  hardness  of  the  best 
face-hardened  armor,  and,  unlike  armor  manufactured  by  other  well- 
known  processes,  the  Krupp  product  maintains  these  qualities  in  the 
very  thickest  armor. 

The  plate  tested  at  Indian  Head  measured  5  feet  8  inches  by  9  feet  by 
6  inches.  The  backing  consisted  of  12-inch  oak  and  two  ^-inch  skin 
plates  secured  to  the  plate  by  ten  armor  bolts.  The  plate  and  backing 
were  secured  to  the  normal  target  structure  by  four  holding-in  bolts  1.5 
inches  in  diameter  which  passed  through  the  backing,  and  by  four  similar 
bolts  secured  to  the  exposed  vertical  edge  of  the  backing.  The  plate  has 
a  good  surface  and  general  appearance  and  was  hard  to  a  depth  varying 
from  1.5  inches  to  2  inches.  The  plate  was  so  secured  that  "  top  "  was 
the  right  vertical  edge. 

First  round. — ^The  gun  used  was  6-inch  rapid-fire.  The  charge  of 
powder  was  22.25  pounds  of  Dupont's  S.  P.  F.  G.  3;  the  striking  velocity, 
by  chronograph,  was  2Q2I  foot-seconds  and  the  striking  energy  2831  foot- 
tons.  The  projectile  used  was  a  6-inch  armor-piercing  Carpenter,  hard- 
ened to  3  inches  below  the  bourrelet,  without  cap;  weight,  100  ponnds. 
The  impact  was  at  a  point  39  inches  from  the  bottom  of  the  plate,  58.5 
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inches  from  the  left  edge  and  normal  to  the  surface.  The  projectile 
smashed  on  the  plate,  only  a  small  part  of  the  point  remaining  welded  in 
the  plate,  a  large  part  of  the  body  and  base  of  the  projectile  being  found  in 
one  piece  in  front  of  the  plate.  The  estimated  penetration  was  2.5  inches. 
A  back  bulge  1.5  inches  high  was  formed  on  the  rear  of  the  plate.  The 
plate  was  dished  in  the  vicinity  of  the  impact  yV  inch.  The  impact  on  the 
surface  of  the  plate  covered  an  area  12  inches  in  diameter.  The  plate 
was  not  cracked,  nor  was  any  injury  done  to  the  backing  bolts,  or 
structure. 

Second  round. — ^The  same  gun,  6-inch,  was  used.  The  charge  of 
powder  was  25.8  pounds  of  Dupont's  S.  P.  F.  G.  i.  The  striking  velocity 
was,  by  chronograph,  2237  foot-seconds  and  the  striking  energy  was 
3469  foot-tons.  The  projectile  used  was  a  6-inch  armor-piercing  Car- 
penter hardened  to  2^  inches  below  the  bourrelet,  without  cap,  weight 
100  pounds.  The  impact  was  at  a  point  19.4  inches  from  the  bottom  of 
the  plate,  92  inches  from  the  left  edge,  59.5  inches  from  the  previous 
impact,  and  normal  to  the  surface.  The  projectile  smashed  on  the  plate. 
A  large  part  of  the  projectile  remained  welded  to  the  plate,  judging  from 
the  smaller  part  of  body  and  base  found  in  front  of  the  plate.  The  esti- 
mated penetration  was  5  inches.  A  back  bulge  4.5  inches  high  was 
formed  on  the  rear  of  the  plate.  The  plate  was  dished  %  inch  in  the 
vicinity  of  the  impact.  The  impact  on  the  surface  of  the  plate  covered 
an  area  10.5  inches  in  diameter.  The  flaking  extended  around  the  impact 
to  a  diameter  of  16.5  inches.  The  plate  was  not  cracked,  nor  was  injm7 
done  to  the  backing,  bolts  or  structure. 

Third  round. — ^The  same  gun,  6-inch,  was  used.  The  charge  of  powder 
was  25  pounds  of  California  S.  P.  perforated  cylinder.  The  striking 
velocity  was,  by  chronograph,  2350  foot-seconds  and  the  striking  energy 
3828  foot-tons.  The  projectile  used  was  a  Carpenter  6-inch  armor« 
piercer  without  cap,  hardened  to  2^  inches  below  the  bourrelet;  weight 
100  pounds.  The  impact  was  at  a  point  20.25  inches  from  the  bottom  of 
the  plate,  21.5  inches  from  the  left  edge,  41  inches  from  the  nearest  pre- 
vious impact,  and  normal  to  the  surface. 

The  projectile  perforated  the  plate  and  broke  up  all  parts,  going 
through  the  plate  and  the  oak  backing;  but  they  were  stopped  by  the 
skin  plating  without  cracking  the  latter.  The  hole  made  in  the  plate  was 
of  an  irregular  oblong  form,  having  greatest  diameter  of  8.5  inches  at 
front  and  rear  and  no  spur.  A  part  of  the  plate  of  the  same  shape  as 
the  hole  was  driven  ahead  of  the  projectile  in  one  piece,  as  though 
punched  by  a  powerful  punch.  The  plate  was  dished  0.3  inch  in  the 
vicinity  of  the  impact.  The  flaking  on  the  front  face  was  17.5  inches  in 
diameter.  The  plate  was  not  cracked,  nor  was  any  further  injury  done 
than  set  forth  above  to  the  plate,  backing,  bolts  or  structure. 

Fourth  round. — The  same  gun,  6-inch,  was  used.  The  charge  was  32.^ 
pounds  of  Dupont's  S.  P.  F.  G.  3.  The  striking  velocity  was,  by  chrono- 
graph, 1984  foot-seconds  and  the  striking  energy  2837  foot-tons.  The 
projectile  used  was  Carpenter  6-inch  A.  P.,  fitted  with  standard  cap, 
hardened  to  4  inches  below  the  bourrelet,  weight  104  pounds.  The  im- 
pact was  at  a  point  18.25  inches  from  the  bottom  of  the  plate,  9.5  inches 
from  the  left  edge,  21.25  inches  from  the  nearest  previous  impact,  and 
normal  to  the  surface.  The  projectile  perforated  the  plate  and  broke  np, 
all  parts  going  through  the  plate,  backing  and  skin  plates,  and  barely 
entering  the  sand  butt  in  the  immediate  rear  of  the  structure.    As  in  the 
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previous  round,  the  hole  made  was  oblong  in  shape,  with  the  greatest 
diameter  of  6.75  inches,  and  practically  the  same  oi)  the  front  and  rear 
faces.  A  spur  1.6  inch  high  was  raised  about  the  point  of  exit.  There 
was  no  dish  in  the  plate  observable  about  the  point  of  impact.  The 
flaking  on  the  front  of  the  plate  was  12  inches  in  diameter.  No  other 
injury  than  that  noted  above  was  done  to  the  plate,  bolts,  backing  or 
structure.  This  plate  showed  great  resisting  power.  The  notable  features 
were  the  extreme  toughness  of  the  back  of  the  plate  and  great  thickness 
of  the  hard  face,  the  comparatively  small  flaking  on  the  front  face,  and 
the  entire  absence  of  coning  on  exit  at  the  rear.  The  plate  was  of  good 
appearance  as  regards  surface,  both  front  and  rear. 

Continued  improvement  in  quality,  peculiar  to  the  American  manu- 
facturer, will  no  doubt  result  in  the  near  future  in  armor  plate  manu- 
factured by  this  process,  and  the  result  will  no  doubt  be  equally  as 
superior  to  that  manufactured  in  Europe  as  is  our  present  ordinary  face- 
hardened  armor. — Scientific  American,  Aug.  27,  1898. 


A  DEFENCE  OF  THE  TORPEDO-BOAT. 

The  New  York  Times  quotes  a  naval  authority  as  follows  on  the  value 
of  the  torpedo-boat: 

*'  Commodore  Hichborn  does  not  seem  to  think  that  the  torpedo-boat 
will  play  much  part  in  future  naval  warfare.  I  do  not  agree  with  him, 
and  his  own  article  upon  the  subject  affords  sufficient  ground  for  this 
disagreement  on  my  part.  He  says,  after  condemning  the  torpedo-boat 
and  saying  that  during  the  war  it  was  practically  of  no  use  at  all,  that 
'  these  boats  were  not  used  by  either  combatant  except  occasionally  for 
dispatch  boats,  a  duty  to  which  other  craft  might  be  more  advantageously 
assigned.'  If  they  were  not  used  properly,  I  do  not  see  how  the  Com- 
modore can  argue  therefrom  that  the  war  has  disproved  their  claim  to 
usefulness. 

"  He  also  says  that  the  converted  yacht  Gloacester  defeated  both  the 
Furor  and  Pluton,  '  among  the  very  best  and  most  modem  of  the  de- 
stroyer class.'  I  don't  think  that  even  this  result,  creditable  as  it  is  to 
our  Navy  and  the  gallant  men  who  fought  the  Gloacester,  is  at  all  decisive. 
There  are  many  things  to  be  considered  before  we  give  up  these  brave 
little  craft,  which  I  am  confident  are  fully  equal  to  the  task  we  have 
assigned  to  them. 

"  We  used  the  torpedo-boats  as  dispatch  boats,  and  even  sent  the 
Win  slow  into  Cardenas  harbor  to  reconnoiter.  Such  duties  should  never 
be  griven  to  these  craft.  Nor  should  they  be  subjected  to  the  heavy  fire 
from  battle-ships  until  they  are  brought  under  cover  to  easy  striking 
distance,  and  then  only  for  the  brief  period  of  time  in  which  they  are 
speeding  like  a  bolt  toward  their  victims. 

"  The  Gloucester  did  defeat  the  two  destroyers  at  Santiago,  but  it  was 
under  peculiar  circumstances.  As  they  came  out  of  the  harbor  they  w^re 
fairly  swamped  by  a  rain  of  shell  and  small  shot  from  the  other  ships,  and 
besides,  they  were  not  protected,  but  had  to  make  their  way  toward  the 
foe  in  an  open  sea.  It  would  have  been  a  miracle  if  they  had  ever  got 
within  striking  distance  of  any  of  our  ships. 

"The  same  thing  is  true  of  the  torpedo-boats  that  attempted  to  attack 
Dewey  in  Manila  Bay.    They  cotdd  not  have  protection  of  any  kind  and 


520  PROFESSIONAL   NOTES. 

made  a  bold  dash  in  the  open  sea  at  the  Olympia.  It  was  in  both  cases 
a  tempting  of  Providence  and  an  act  of  mere  bravado  or  desperation.  No 
careful  fighter  would  have  risked  these  boats  in  that  way,  except  in  such 
terrible  straits  that  it  might  be  better  to  go  down  facing  the  foe  than 
to  surrender  or  sink  his  own  vessels. 

"  Great  injustice  has  been  done  these  boats.  Although  known  not  to 
be  shot-proof,  they  have  been  run  into  heavy  fire.  The  only  result  of  the 
war,  so  far  as  the  torpedo-boat  and  the  torpedo-boat  destroyer  arc  con- 
cerned, is  that  we  have  not  yet  learned  to  fight  these  vessels  properly. 
With  all  their  defensive  power  sacrificed  to  speed  and  the  handling  of 
explosives,  they  had  a  right  to  be  protected  while  being  advanced  to 
attack.  Instead  of  this,  they  were  pushed  forward,  fully  exposed,  to 
meet  certain  ruin. 

"The  lessons  we  .should  have  learned  are:  i,  That  the  torpedo-boats 
should  never  be  used  for  making  reconnoiters,  as  we  used  the  Winslow 
in  Cardenas  harbor;  and,  2,  that,  when  taken  into  action  with  battle-ships 
to  attack  battle-ships  and  cruisers  of  the  enemy,  they  should  be  kept 
under  the  shelter  of  the  big  ships.  One  could  go  behind  each  of  the 
great  vessels  until  the  proper  time  came  and  the  proper  distance  was 
reached  for  a  dash  at  the  foe.  They  should  then  rush  out  from  behind 
the  battle-ship,  make  a  dash  for  the  enemy,  discharge  their  explosives, 
and  return  to  cover  at  once.  This  protection  of  the  weak  by  the  strong 
was  resorted  to  successfully  by  Admiral  Farragut  in  his  passage  of  the 
batteries  of  Mobile  Bay,  August  5,  1864.  It  is  the  only  principle  of  fight- 
ing these  small  unprotected  craft,  which  must  yet  be  got  to  close  quarters 
before  they  can  deliver  their  blow. 

"  I  agree  with  Commodore  Hichborn  in  the  statement  that  the  big 
battle-ship  must  still  be  the  main  reliance  in  battle,  and  that  we  shall 
evolve  ships  that  will  be  greater  Oregons,  with  more  speed,  greater 
radius,  and  greater  fighting  power;  but  the  torpedo-boat  and  the  de- 
stroyer will,  I  believe,  remain  as  a  permanent  feature  of  modem  sea  fight- 
ing. The  use  of  explosives  is  one  of  the  most  striking  characteristics  of 
warfare  as  conducted  in  the  present  day.  We  employed  dynamite  guns 
in  the  field  in  Cuba,  we  are  using,  with  fairly  good  results,  a  dynamite 
cruiser,  and  we  are  experimenting  with  boats  that  will  steam  under  the 
waves  for  the  sole  purpose  of  exploding  torpedoes  under  battle-ships. 

"  I  consider  the  torpedo-boat  as  a  step  in  this  line  of  development. 
Its  small  size,  its  great  speed,  its  inconspicuousness  should  serve  to  make 
it  a  terrible  instrument  of  destruction.  It  is  admittedly  so,  provided  it 
can  get  within  range,  and  it  is  the  duty  of  the  admiral  to  protect  it  so 
with  his  large  boats  as  to  permit  it  to  come  up  under  cover  and  deliver 
its  fearful  thunder  right  against  the  side  of  the  great  battle-ships.  In  the 
midst  of  a  hotly-contested  battle  I  believe  it  would  be  a  comparatively 
easy  thing  for  torpedo-boats  to  rush  up  to  the  big  men-of-war  unnoticed 
until  too  late  to  stop  them. 

"  I  notice  that  in  the  navies  of  Europe  they  are  not  only  building  more 
torpedo  craft — both  the  torpedo-boat  and  the  destroyer — ^but  they  are  now 
building  a  destroyer  of  the  destroyer.  This  shows  how  much  feared  these 
boats  are.  It  also  shows  that  the  development  is  along  lines  of  speed, 
connected  with  destructive  power.  But  we  cannot  have  great  speed 
coupled  with  great  defensive  or  destructive  power,  hence  we  must  have 
the  speed  of  the  torpedo-boat  for  launching  great  instruments  of  destruc- 
tion like  torpedoes.    In  battle  and  under  cover  of  darkness  the  torpedo- 
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boat  would  be  able  to  inflict  the  most  terrible  damage  upon  a  fleet.  Of 
course  we  cannot  fight  them  against  battle-ships  in  open  sea.  To  do  so 
means  that  they  will  be  destroyed,  as  at  Manila  and  Santiago,  under  a 
storm  of  shot  and  shell  from  the  rapid-fire  guns. 

"  I  fancy,  too,  that  had  Americans  or  Japanese  or  Englishmen  been  in 
the  Pluton  and  Furor,  and  watched  their  opportunity  for  mischief,  and 
been  bold  enough  then  to  carry  out  their  purpose,  we  should  have  a 
different  story  to  write  about  the  result  The  Spaniards  have  never  had 
a  victory  on  the  sea." 

The  American  Navy  of  the  future,  if  the  ideas  that  now  prevail  in  the 
Navy  Department  remain  in  the  ascendant,  will  have  an  abundance  of 
these  small  craft.  The  result  at  Santiago  has  not  yet  destroyed  the  con- 
fidence that  naval  experts  repose  in  these  wasps  of  the  ocean. — Iron  Agt, 


VICKERS'  QUICK-FIRE  FIELD  GUN. 

On  Thursday,  July  21st,  Messrs.  Vickers  invited  a  number  of  artillery 
officers  and  other  visitors  to  witness  the  performance  of  their  quick-fire 
field  gun  at  Eynsford.  The  idea  sprang  from  the  recent  discussion  in  the 
United  Service  Institution,  there  being  a  strong  wish  to  see  what  could  be 
effected  with  the  latest  improvements.  The  gun  discharges  a  6-kilo. 
projectile — ^being,  in  fact,  a  12-pounder — so  that  it  illustrates  what  can  be 
done  with  a  full-sized  field  gun,  not  the  piece  of  diminished  weight 
that  is  the  natural  proposal  to  avoid  the  difficulties  of  recoil.  The  carriage 
had  placed  along  under  its  trail  a  strong  spiral  spring  and  cylinder,  ter- 
minating beneath  the  trail  eye  in  a  spade  with  a  blade  about  8  inches  long 
and  18  inches  wide.  The  front  end  of  the  spiral  spring  connection  was 
attached  to  the  body  of  the  carriage;  the  cylinder  and  spade  end  was  held 
by  two  chains,  one  on  each  side,  to  a  point  half-way  along  the  trail.  On 
firing,  the  carriage  ran  back,  closing  the  spring,  the  trail  running  back 
over  the  top  of  the  spade  and  cylinder  end  for  about  3  feet,  when  the 
spring  effected  the  recovery,  bringing  the  carriage  forward  again.  When 
forced  back  by  recoil  the  chains  become  quite  loose,  and  then  attachment 
is  not  so  rigid  as  to  prevent  the  trail  being  moved  some  distance  right  and 
left  from  the  true  line  of  the  spring  and  cylinder.  The  spade  after  a 
time  had  worked  a  hole  in  the  ground  about  i  foot  long  and  2  feet  broad. 
The  ground  was  good  turf  and  favorable.  Judging  from  the  tracks  made 
by  the  wheels,  the  right  wheel  moved  smoothly,  while  for  some  reason 
the  left  wheel  jumped  to  some  extent. 

We  have  mentioned  the  important  matter  of  recoil  first,  because  its 
control  is  the  essence  of  the  question.  It  may  be  seen  that  3  feet  is 
sufficient  recoil  to  make  the  condition  very  different  from  those  of  naval 
or  garrison  pieces  on  fixed  mountings.  It  cannot,  indeed,  be  said  that 
the  gun  was  brought  back  truly  pointed  as  in  the  previous  round,  nor  did 
the  layer  attempt  to  keep  his  eye  to  the  sights.  On  the  other  hand,  he 
performed  the  firing,  the  lanyard  placing  him  at  a  sufficient  distance  to 
prevent  being  struck  by  the  recoil.  The  piece  was,  however,  laid  with 
great  rapidity  and  accuracy,  as  may  be  seen  from  the  following  figures: 

(i)  Four  rounds  of  case  were  fired;  the  visiting  officers  from  Woolwich 
took  the  time,  which  was  i3HMconds.  The  ammunition  was  all  fixed 
in  metal  cartridge  cases  and  fired  by  percussion. 

36 
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(2)  Eight  rounds  were  fired  with  common  shell  and  percussion  fuses. 
The  time  from  the  first  to  the  last  report — that  is,  the  time  taken  in  firing^ 
seven  rounds — was  44.4  seconds.  The  target  fired  at  was  22  feet  by  12 
feet,  at  1000  yards'  range.  On  this  five  out  of  eight  rounds  were  well 
planted;  one  shell  was  premature  and  one  low. 

(3)  Six  rounds  were  next  fired  with  shrapnel  and  time  fuses,  the  fuses 
having  been  already  set.  These  were  got  off  in  27  seconds,  with  excellent 
effect. 

(4)  The  gun  at  the  visitors*  request  was  now  trained  45  degrees  off  the 
true  direction,  and  the  target  sight  was  run  down,  and  the  fuse  set  at 
zero,  so  that  every  operation  had  to  be  performed  afresh.  One  round 
was  got  off  well  in  io>4  seconds,  making  a  hit. 

(5)  Four  rounds  were  next  fired  with  shrapnel,  starting  with  target  sight 
set  wrong  and  gun  not  laid  on  the  target.  In  24  seconds  after  the  word 
to  fire  the  last  round  was  got  off,  and  all  four  appeared  to  give  admirable 
results,  all  delivering  their  bullets  on  the  upper  half  of  the  target. 

For  this  practice  ballistite  was  used  in  preference  to  cordite.  The 
shrapnel  shell  contains  300  bullets,  making  up  a  15-lb.  projectile,  and  the 
muzzle  velocity  is  about  1800  foot-seconds.  When  the  fuses  were  sup- 
plied set  the  gun  was  worked  by  two  men,  with  a  little  assistance  from  a 
third.  To  set  the  shrapnel  fuses  an  additional  man  is  required.  The 
question  is,  then.  How  does  the  above  fulfil  the  conditions  necessary  to 
success  in  a  field  quick-firing  gun? 

It  may  be  seen  that  there  is,  as  already  said,  no  flinching  from  a  full- 
sized  gun  and  full  weight  of  projectile.  On  the  other  hand,  the  recoil 
is  not  so  controlled  that  the  layer  was  able  to  keep  his  eye  on  the  line  of 
sight,  and  another  plan  was  followed  by  which  the  piece  was  well  and 
quickly  laid;  but  it  is  to  be  noted  that  the  conditions  were  all  well  known, 
were  favorable,  and  the  layer  a  man  of  exceptional  skill  and  activity. 
It  would  have  been  possible  for  an  awkward  man  to  have  been  injured 
in  attempting  what  this  man  did.  Again,  fixed  ammunition  with  a  metal 
case  was  used,  by  which  loading  and  firing  are  rendered  more  quick  and 
simple;  but  this  involves  the  complication  and  trouble  which  it  is  our 
present  effort  to  avoid.  The  success  achieved  was  undoubtedly  remark- 
able, however,  and  shows  how  much  may  be  effected  under  favorable 
circumstances  without  securing  all  the  special  elements  which  we  think 
desirable.  The  good  effect  of  the  shrapnel  especially  deserves  notice. 
The  weight  of  gun  carriage  and  forty  rounds  was  30  cwt. 

A  mountain  gun  was  afterwards  exhibited,  firing  a  6-kilo.  projectile, 
with  a  muzzle  velocity  of  about  1000  foot-seconds.  The  heaviest  weight 
for  the  mule  is  230  lbs.  The  piece  was  mounted  for  action  by  four  men 
in  47%  seconds,  and  dismounted  in  28  seconds. 

A  small  37-mm.  piece  discharged  twenty-three  rounds  in  5.5  seconds^ 
delivering  them  on  the  target  without  loss  of  direction. — The 
July  29,  1898. 
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THE  EROSION  OF  GUN  TUBES. 

On  tfie  Action  of  the  Projectile  and  of  the  Explosives  on  the  Tubes  of  Steel 

Guns.* 

By  Professor  W.  C.  Roberts-Austen,  C.  B.,  D.  C.  L.,  F.  R.  S. 

(Vice-President). 

This  important  subject  has  already  been  discussed  by  the  Iron  and  Steel 
Institute.  In  1886  the  results  of  some  elaborate  experiments,  conducted 
by  Sir  F.  Abel  and  Colonel  Maitlandt  at  the  Royal  Arsenal,  led  to  the 
conclusion  that  in  a  breech-loading  gun  scoring  is  produced  by  the  rush 
of  the  products  of  the  explosion  behind  and  over  the  shot,  which  acts  as 
an  air-tight  plug  passing  through  the  gun.  The  authors  of  the  paper  to 
which  reference  has  just  been  made  considered  that  as  regards  the  relative 
wear  of  different  samples  of  steel,  chemical  composition  was  of  far  less 
importance  than  the  mechanical  treatment  to  which  the  steel  had  been 
subjected:  and  it  appeared  that  the  more  the  steel  had  been  worked  and 
forged,  the  less  it  suffered  from  the  effects  of  the  products  of  the  ex- 
plosion. The  average  pressure  of  gas  measured  in  the  powder  chamber 
was  about  13  tons  per  square  inch,  and  it  was  stated  that  the  pressure 
would  be  maintained  with  little  diminution  during  the  passage  of  the 
shot  up  to  the  muzzle  of  the  gun. 

All  who  have  conducted  experiments  with  modem  artillery  know  how 
deeply  the  rifled  bores  of  guns  become  scored  and  eroded  during  use. 
It  has  been  stated  that  the  surfaces  of  the  bores  of  guns  also  become 
hardened,  even  after  five  "  proof "  rounds  have  been  fired.  An  examina- 
tion of  the  bores  of  such  eroded  guns  by  the  aid  of  micro-photography 
should  lead  to  interesting  results,  and  by  the  kindness  of  Sir  Benjamin 
Baker  the  author  has  been  able  to  obtain  a  suitable  subject  for  investiga- 
tion. It  consists  of  a  section  of  the  "A"  tube  of  a  4.7-inch  quick-firing 
gun,  cut  at  a  point  167  inches  from  the  muzzle.  The  total  thrust  between 
the  driving  face  of  the  grooves  and  the  driving  copper  ring  of  the  pro- 
jectile at  this  portion  of  the  bore  would  be  about  12  tons.  It  may  be 
added  that,  as  Sir  Andrew  Noble  has  shown,t  in  such  a  gun  as  ordinarily 
employed  there  would  be  no  less  than  60  foot-tons  of  energy  absorbed  in 
producing  rotation  of  the  projectile. 

The  author  is  also  greatly  indebted  to  Lieut-Colonel  C.  F.  Hadden, 
R.  A.,  chief  inspector  of  the  Ordnance  Department  at  the  Royal  Arsenal, 
Woolwich,  for  a  portion  of  a  3-inch  steel  armor  plate  which  a  "  glancing  " 
shot  had  struck,  producing  an  indentation  0.5  inch  deep,  5.1  inches  long, 
partly  by  compressing  the  metal  and  causing  it  to  flow,  and  partly  by 
tearing  portions  of  metal  from  the  surface  of  the  plate.  This  indent  was 
produced  by  an  ordinary  6-pounder  hardened  armor-piercing  projectile, 
and  the  velocity  at  the  point  of  impact  was  1740  feet  per  second,  and 
the  striking  energy  would  therefore  be  126.7  foot-tons. 

*  Paper  read  before  the  Iron  and  Steel  Institute,  Stockholm  Meeting.  His  M nj^cty  th«>  Kin^  of 
Sweden  and  Norway  intimated  that  it  was  his  pleasure  to  he  present  durirg  (he  reading  ot  this 
paper.  Professor  Koberts*Au«ten  gare  a  brief  accooat  of  the  work,  and  of  the  re*.carchi>  which 
had  led  up  to  it,  dealing  only  with  the  main  points  of  the  paper  itself. 

t  Journal  of  the  Iron  and  Steel  Institute,  No.  II.,  i896,  page  463. 

X  Roy.il  Soci'Tty  Proceedings,  toI.  i,  1899,  page  409. 
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As  regards  the  action  which  might  be  anticipated  to  occur  during  the 
erosion  of  an  "A"  tube,  the  following  facts  must  be  remembered:  The 
temperature  produced  by  the  explosion  of  cordite,  which  was  the  pro- 
pellant  employed  in  the  case  of  the  tube  in  question,  would  be  very  high. 
The  heat  transmitted  to  the  surface  of  the  tube  would,  however,  soon  be 
abstracted  by  the  mass  of  metal  in  the  gun.  This  rapid  heating  of  the 
interior  of  the  tube,  followed  by  more  or  less  rapid  chilling  by  this  trans- 
mission of  the  heat,  might  therefore  be  expected  to  occur.  Hence  there 
are  possibilities  of  more  or  less  elaborate  changes  due  to  the  thermal 
disturbance  caused  by  merely  firing  the  gun.  The  mechanical  effect  of 
the  projectile  passing  along  the  tube  has  also  to  be  considered,  and  the 
results  should  prove  to  be  of  interest,  as  the  effect  of  work  in  producing 
molecular  change  in  steel  has  long  been  a  subject  of  study  by  Osmond, 
Barus,  Cams  Wilson,  and  others.  The  explosion  produced  by  cordite 
would  produce  in  this  gun  so  high  a  pressure  as  15  tons  on  the  square 
inch.  The  problem,  therefore,  becomes  a  complicated  one,  which  micro- 
graphic  examination  should  render  it  possible  to  readily  elucidate.  First 
as  regards  the  composition  of  the  steel.  The  tube  was  a  perfectly  normal 
gun-steel,  containing  about  0.3  per  cent,  of  carbon  and  0.6  per  cent  of 
manganese.  The  respective  amounts  of  sulphur  and  of  phosphorus  did 
not  exceed  0.05  per  cent.,  and  the  amount  of  silicon  was  not  more  than 
0.15  per  cent.  As  regards  treatment,  the  tube  had  been  oil-quenched  from 
a  temperature  of  about  800  degrees  Cent.,  and  subsequently  annealed  to 
about  500  degrees  Cent.  Examination  with  any  degree  of  magnification 
exceeding  100  diameters,  of  a  new  tube  in  which  no  charge  had  been 
fired,  should  reveal  more  or  less  confused  pearlite,  produced  by  the  an- 
nealing, traversed  by  bands  or  a  network  of  ferrite.  The  transition  forms 
of  the  carbide,  troostite  of  sorbite,  might  be  present,  but  there  should  be 
no  martensite.  This  proves  to  be  the  case  in  all  microsections  cut  from 
the  mass  of  the  tube.  If,  however,  a  microsection  be  taken  either  from 
the  extreme  edge  of  a  "  land,"  or  from  the  driving  edge  of  a  groove,  a 
very  different  structure  is  revealed.  Such  examination  demands  special 
preparation  of  the  microsection,  as  only  the  extreme  edge  of  the  "  land  ** 
is  changed,  sometimes  only  to  a  depth  of  nArv  inch.  It  is  necessary, 
therefore,  to  imbed  the  metal  in  a  piece  of  steel  of  similar  carburization 
and  hardness,  and  to  polish  the  whole.  This  protects  the  edge  of  the 
metal,  which  is  of  interest,  from  being  rounded  during  polishing,  and 
as  the  whole  of  the  microsection  remains  flat,  it  is  possible  to  focus  all 
parts  of  it  in  the  same  plane.  The  result  of  a  thorough  examination 
proves  that  the  action  of  the  explosive  has,  so  far  as  the  mass  of  the  tube 
is  concerned,  been  purely  mechanical.  The  particles  of  steel  have  been 
simply  eroded,  and  there  is  no  evidence  of  fusion  or  of  the  formation  of 
martensite.  But  at  the  extreme  edge  of  the  "  land,"  or  on  the  driving 
edge  of  the  groove,  both  of  which  have  been  in  direct  contact  with  the 
driving  bands  of  the  projectile,  and  have  been  pressed  by  them,  there  is 
an  altered  layer,  often  only  t}v  inch  deep,  which  has  been  profoundly 
altered.  The  most  noteworthy  feature  is  that  the  ferrite  bands  seldom  pass 
into  this  altered  layer;  they  either  stop  short  or  fade  away  as  they 
approach  the  altered  edge.  As  regards  the  nature  of  this  band  which 
forms  the  altered  edge,  it  is  difficult  to  speak  with  certainty,  but  in  some 
cases  it  seems  to  be  a  confused  mixture  of  carbides.  If  the  steel  had  been 
superficially  changed  into  ordinary  hardened  steel,  the  altered  layer  wotild, 
of  course,  consist  of  martensite,  but  the  presence  of  frankly  developed  mar- 
tensite could  not  be  detected.    This  suggests  the  question  whether  suffi- 
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cient  time  elapsed  while  the  metal  was  undergoing  change  for  the  complete 
diffusion  of  the  carbon  in  the  layer.  So  far  as  is  at  present  known,  the 
formation  of  martensite  would  demand  this  complete  diffusion  of  the 
carbon.  It  is  even  possible  that  the  layer  may  be  a  deposited  one,  com- 
posed of  the  detritus  of  the  eroded  matter.  Against  this  view  there  is  the 
fact  that  in  some  cases  the  ferrite  bands  fade  away  as  the  altered  layer 
is  approached.  In  other  cases  fine  lines  of  ferrite  pass  into  the  altered 
layer.  My  friend  M.  Osmond  (of  whose  counsel  I  have  gladly  availed 
myselQ  considers  that,  in  a  matter  of  so  much  importance,  it  would  be 
unwise  to  express  a  definite  opinion  at  present. 

I  have  elsewhere^  shown  that  when  a  projectile  strikes  an  armor  plate 
it  may,  under  certain  conditions,  produce  in  the  solid  steel  a  "  splash  " 
which  resembles  that  produced  by  a  sphere  falling  into  water.  I  have 
alsot  shown  that  the  penetration  or  carbon  into  iron  obeys  the  ordinary 
law  of  diffusion  of  salts  into  water. 

It  is  noteworthy  that  the  surfaces  of  the  "  lands  "  over  which  the  pro- 
jectile has  passed  are  traversed  by  cracks  at  right  angles  to  the  length 
of  the  "  lands." 

With  reference  to  the  armor  plate  struck  by  a  glancing  shot,  to  which 
reference  has  been  made,  I  do  not  find  that  the  micro-structure  of  the 
armor  plate  has  been  altered  by  the  impact. 

The  paper  was  illustrated  by  a  series  of  micro-photographs,  carefully 
prepared  by  Mr.  W.  H.  Merrett,  and  by  wall  diagrams. 


THE  RUSSIAN  NAVY. 

The  torpedo-boat  destroyer  which  Messrs.  Laird  Brothers,  of  Birken- 
head, are  to  build  for  the  Russian  navy  is  to  have  a  speed  of  50  knots, 
and  will  resemble  those  constructed  for  the  British  navy.  A  naval 
correspondent  now  in  Russia  has  forwarded  some  of  the  details  of  designs 
of  several  of  the  vessels  to  be  laid  down  by  the  Russian  government,  and 
these  are  specially  interesting,  as  our  government  will  require  to  design 
ships  to  beat  them.  The  six  23-knot  cruisers  will  be  of  6000  tons  dis- 
placement, their  length  being  J99  feet  3  inches,  their  beam  52  feet  10 
inches,  and  their  draught  of  water  20  feet.  They  will  have  twin  screws, 
each  driven  by  engines  of  9000  indicated  horse-power,  so  that  the  power 
will  be  equal  to  3  to  i  ton  of  displacement,  which  is  exceptionally  high 
for  vessels  of  this  size.  The  radius  of  action,  however,  will  be  low,  5000 
miles  at  10  knots,  and  the  armament  and  ammunition  will  fall  far  short 
of  our  vessels  of  the  same  class.  There  will  be  two  6-inch  guns,  twelve 
3-inch  guns,  and  six  smaller  weapons.  For  commerce  destruction  these 
cruisers  may  be  effective,  but  they  will  have  to  run  away  from  the  foe; 
in  fact,  everything  has  been  forfeited  for  speed.  Russia  is  also  going  to 
have  four  25-knot  vessels  for  the  same  purpose,  and  here  also  the  arma- 
ment is  insignificant,  consisting  of  six  4.7-inch  and  six  1.8-inch  guns. 
The  vessels  will  be  of  3000  tons  displacement,  the  length  being  385  feet, 
their  beam  40  feet,  and  their  draught  16  feet.  The  horse-power  will  be 
17,000  indicated,  equal  to  over  5l4  indicated  horse-power  per  ton  of  dis- 

*  British  Association,  Discourse.    Toronto,  1897.    The  Tines,  August  S3, 1197. 
t  Journal  of  the  Iron  and  Steel  Institute,  No.  I.,  zC96,  page  i^g. 
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placement.  Schichan,  of  Elbing,  is  laying  down  one  of  these  vessels  at 
once,  and  the  four  others  to  be  built  in  Russia  may  be  delayed,  so  that 
the  experience  gained  with  this  vessel  may  be  utilized  before  the  others 
are  actually  finished.  The  vessel  to  be  built  by  the  Vulcan  Company  of 
Stettin  is  to  have  6250  tons  displacement,  and  she  will  have  20,000  indi- 
cated horse-power.  She  has  thus  more  power  in  reserve  than  the  others. 
The  Germania  Company  at  Kiel,  which  is  practically  Knipp's,  has  also 
adopted  the  same  size  and  power  as  the  Stettin  firm.  Germany  has  alto- 
gether three  of  the  new  cruisers  and  four  27-knot  torpedo-boats,  the 
United  States  one  cruiser,  and  the  other  cruisers  may  be  built  in  Russia. 
The  battle-ships  have  not  all  been  given  out,  and  Britain  might  secure 
some  share  if  all  goes  well  in  the  East,  and  if  the  workmen  in  our  ship- 
building yards  would  be  reasonable.  It  is  no  new  story  that  thus  far 
British  builders  have  failed  only  because  of  the  thoughtless  attitude  of 
the  workers  making  the  Russian  government  doubtful  as  to  the  date  of 
delivery. 

The  Nevsky  shipbuilding  yard  has  received  an  order  for  12  torpedo- 
boat  destroyers,  each  of  about  350  tons  displacement,  of  the  type  of  the 
Japanese  boats  built  by  Yarrow.  These  works  have  already  in  hand  ten 
Sokols,  and  two  more  vessels  of  the  same  type  built  at  Abo,  Finland,  are 
almost  ready.  The  Russian  Admiralty  has  decided  to  supersede  the 
present  Du  Temple  boilers  in  all  their  first-class  torpedo-boats  by  Yarrow 
boilers.  It  is  also  worthy  of  note  that  the  battle-ship  and  cruiser  ordered 
by  Russia  from  Messrs.  Cramp,  of  Philadelphia,  will  have  water-tube 
boilers  of  the  Niklausse  type,  whereas  all  the  recent  ships  have  Belleville 
boilers. — United  Service  Gasette,  Oct.  i,  1898. 


WIRE-WOUND  GUNS. 

The  first  wire-wound  gun  ordered  by  the  United  States  is  expected  to 
be  delivered  at  the  proving  ground  at  Sandy  Hook,  New  York  harbor, 
some  time  during  this  month.  This  gun,  says  a  writer  in  Cassier^s  Maga- 
zine, will  be  of  10  inches  bore,  45  calibres  in  length,  and  will  weigh  30 
tons.  The  contract  specifies  a  normal  initial  velocity  of  2600  feet  per 
second,  or  300  feet  per  second  more  than  that  required  for  any  hooped 
gun  now  in  the  United  States  service.  Mr.  J.  H.  Brown,  the  inventor 
of  this  type  of  gun,  is  confident  that  it  will  stand  a  charge  sufficient  to 
raise  the  muzzle  velocity  to  2988  feet  per  second  without  material  injury 
to  its  structure.  From  official  experiments  already  made  at  the  Sandy 
Hook  proving  grounds  with  an  experimental  5-inch  Brown  gun,  this 
initial  velocity  appears  not  only  possible,  but  probable.  These  tests  were 
made  in  December,  1893,  and  again  in  May,  1896,  the  first  of  the  trials 
giving  velocities  of  3194*  J090  and  3088  feet  per  second,  with  average 
pressures  of  65,000,  56.000  and  53,500  pounds  per  square  inch  respectively. 
The  difficulty  with  such  velocities  seems  to  lie  not  so  much  in  the  strength 
of  the  wire-wound  gun  as  in  the  erosive  action  of  all  powders,  though 
particularly  the  smokeless  variety,  on  the  rifling  of  the  grun  when  high 
pressures  are  unavoidably  employed.  Lieutenant  G.  N.  Whistler,  of  the 
5th  United  States  Artillery,  the  engineering  expert  employed  by  the 
trustees  of  the  Brown  segmental  gun,  reports  that  in  the  unlined  conditioii 
of  an  experimental  cylinder,  a  "  slight  scoring,  following  the  line  of 
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juncture  of  the  segments,  was  noticed  after  a  pressure  of  43,133  pounds 
to  the  square  inch.  Since  the  cylinder  has  been  lined,  not  the  slightest 
scoring  of  any  kind  has  been  observed."  As  the  erosion  is  most  serious, 
in  every  description  of  gun,  toward  the  breech,  being  caused  by  the  gas 
of  the  explosive  forcing  its  way  past  the  gas  check  of  the  projectile 
before  the  latter  has  expanded  sufficiently  to  fill  the  rifled  grooves,  the 
Brown  segmental  guns  will  have  a  lining  tube  inserted  part  of  the  way 
down  from  the  breech,  the  rifling  in  the  forward  end  being  cut  in  the 
bare  segments. 

Quite  recently  the  United  States  government  is  said  to  have  ordered 
twenty-five  5-inch  and  twenty-five  6-inch  quick-firing  guns  of  the  Brown 
pattern  for  naval  service.  These  guns  will  also  be  forty-five  calibres  in 
length,  and  must  stand  tests  at  2600  feet  per  second  initial  velocity.  The 
weight  of  the  5-inch  gun  is  placed  at  7600  pounds;  and  the  weight  of  the 
6-inch  at  17,000  pounds.  These  guns  certainly  do  not  show  any  gain 
in  lightness  over  British  wire-wound  guns,  which  are  the  only  ones  now 
in  existence  with  which  to  compare  them.  For  example,  the  standard 
British  Q.  F.  wire-wound  6-inch  gun  of  forty-five  calibres  weighs  16,576 
pounds,  as  against  the  17,000  pounds  of  the  corresponding  Brown  gun. 
Of  course,  the  Brown  gun  by  employing  higher  velocities  may  obtain 
greater  muzzle  energy,  but  this  may  not  be  practicable  for  the  reason 
previously  given. — United  Service  Gaseite,  Oct.  8,  1898. 


LESSONS  FROM  THE  WAR  TO  WARSHIP 

MACHINERY. 

The  war  which  has  just  ended  is  the  first  in  which  modern  steam 
vessels  have  had  a  thorough  trial,  and  it  seems  pertinent,  says  the  report 
of  the  Bureau  of  Steam  Engineering,  to  note  the  more  important  lessons 
which  have  been  taught  by  our  experience.  With  respect  to  the  ma- 
chinery they  are  as  follows: 

1.  The  vital  necessity  of  giving  the  machinery  of  vessels  in  reserve 
frequent  tests  under  working  conditions,  so  that  any  defects  may  be  dis- 
covered and  remedied  before  war  makes  the  vessels'  services  absolutely 
necessary.  In  several  cases  defects  were  found  after  the  ships  had  begun 
cruising,  and  the  repairs  laid  them  up  in  the  midst  of  the  war. 

2.  The  great  importance  of  having  all  our  naval  stations  in  positions 
of  strategic  value  properly  fitted  out  for  repairs  and  with  adequate  supplies 
of  non-perishable  stores.  It  had  been  evident  for  a  long  time  that  Key 
West  was  such  a  station,  but  money  to  put  in  a  proper  repair  plant  was 
refused  year  after  year  and  only  granted  after  the  war  had  begun.  The 
movement  of  large  bodies  of  troops  and  their  equipment  almost  blocked 
the  railroads,  so  that  after  the  beginning  of  the  war  it  was  almost  im- 
possible to  secure  the  forwarding  of  tools  and  supplies. 

3.  That  fresh  water  for  the  boilers  is  almost  as  important  as  coal,  and 
that  a  distilling  ship  is  an  important  adjunct  of  a  fleet  operating  away 
from  a  base  where  fresh  water  can  be  readily  obtained. 

4.  That  every  fleet  needs  a  repair  ship  to  enable  the  efficiency  to  be 
maintained  without  leaving  the  station,  and  consequently  that  several 
ships  should  be  equipped  so  as  to  be  ready  to  proceed  with  the  fleet. 

5.  The  great  tactical  advantage  of  water-tube  boilers. 
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6.  That  if  more  than  two  main  engines  are  to  be  fitted,  there  should  be 
three  engines  driving  three  screws,  and  not  two  main  engines  on  each 
shaft.  The  New  York  and  Brooklyn  had  their  forward  engines  discon- 
nected at  the  time  of  the  Santiago  fight  and  could  not  stop  to  couple 
them.  An  accident  to  any  part  of  either  of  the  two  engines  on  a  shaft 
disables  half  the  power;  in  the  three-screw  ship  this  fraction  would  be 
only  a  third. 

7.  That  there  should  be  frequent  trials  under  forced  draft  to  keep  the 
blowers  in  good  condition  and  to  make  the  men  thoroughly  familiar  with 
working  under  maximum  conditions.  It  appears  that  some  of  the  ships 
had  never  been  under  forced  draft  since  their  contract  trials  until  the 
day  of  the  fight  at  Santiago. 

8.  That  the  location  of  the  forced-draft  blowers  is  a  matter  of  serious 
importance.  In  some  of  our  ships,  owing  to  the  demand  for  all  other 
space  for  other  purposes,  the  blowers  had  to  be  located  in  comers  or 
pockets  in  the  fire-rooms,  where  it  was  impossible  for  human  beings  to 
give  them  proper  attention,  owing  to  the  intense  heat  due  to  lack  of 
ventilation.  In  the  Cincinnati  temperatures  as  high  as  205  degrees  F. 
were  noted,  and  the  commanding  officer,  when  investigating  the  case 
personally,  had  his  face  scorched.  The  blowers  must  be  placed  where  they 
can  be  properly  cared  for  or  else  they  are  useless  and  might  as  well  be 
left  on  shore. 

9.  That  the  personnel  of  the  service  should  be  adequate  to  the  material. 
It  has  been  notorious  for  some  time  that  this  is  not  the  case,  and  we  are 
providing  for  a  decided  increase  in  the  number  of  vessels  with  no  increase 
whatever  in  the  personnel.  By  sending  nearly  every  officer  on  the  active 
list  to  sea  we  were  able  to  give  the  regular  ships  a  fair  complement  of 
trained  ones,  but  had  the  war  been  of  long  duration  we  should  have  been 
greatly  embarrassed  to  supply  the  places  of  those  disabled  or  invalided. 
Volunteers,  however  well  trained  in  other  ways,  cannot  entirely  replace 
the  regular  officers. 

10.  That  we  must  make  provision  for  training  the  enlisted  men  of  the 
engineer  department.  Many  of  the  colliers  and  auxiliary  vessels  had  to 
start  out  with  absolutely  green  crews,  many  of  whom,  so  far  from  havinfl^ 
the  "  sea  habit,"  had  never  been  on  a  vessel  of  any  kind.  This  must  be 
remedied  if  our  enlarged  fleet  is  to  be  efficient. 

11.  That  our  fighting  ships  must  have  the  highest  practicable  speed. 
There  is  an  almost  general  agreement  on  this  point  among  naval  men, 
but  if  any  had  thought  that  this  did  not  apply  to  battle-ships  the  fight  at 
Santiago  must  have  shown  that  the  highest  practicable  speed  is  just  as 
important  in  these  vessels.  It  is  very  gratifying,  therefore,  that  oar  three 
new  battle-ships  are  to  have  speed  of  at  least  18  knots,  which  is  now 
recognized  as  the  standard. — The  Iron  Age. 


THE  LARGEST  FLOATING  DOCK  IN  THE  WORLD. 

The  great  floating  dock  recently  constructed  for  the  Vulcan  Company, 
Stettin,  Germany,  by  Messrs.  Swan  &  Hunter,  of  Wallsend,  Newcastle-on- 
Tyne,  surpasses  in  capacity  the  floating  dock  built  by  the  same  firm  for 
the  Spanish  government  and  now  in  operation  at  Havana.  We  illnstrated 
the  Havana  dock  in  our  issue  of  October  6,  1897,  and  the  remarkable 
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achievement  of  towing  it  successfully  across  the  Atlantic  Ocean  is  fresh 
in  the  public  mind. 

The  present  dock,  like  its  predecessor,  was  built  from  the  designs  of 
Messrs.  Clark  &  Stanfield,  of  Westminster,  the  well-known  dock  engi- 
neers. It  has  been  constructed  with  special  reference  to  the  lengthening 
and  re-engining  of  two  of  the  Atlantic  liners  of  the  North  German  Lloyd 
Company. 

The  principal  dimensions  are:  Length  over  all,  510  feet;  extreme  breadth, 
100  feet  9  inches;  height  from  bottom  of  pontoon  to  top  of  walls,  43  feet 
7  inches.  The  internal  width  is  sufficient  to  allow  vessels  up  to  82  feet 
beam  to  be  docked,  and  the  depth  over  the  keel  blocks  is  24  feet.  The 
maximum  lifting  power  is  about  12,000  tons. 

The  dock  is  what  is  known  as  the  self-docking  type,  that  is  to  say, 
access  to  all  the  external  surfaces  is  possible  for  painting  or  repairs. 
Longitudinally  it  consists  of  two  side  walls,  between  which  are  con- 
nected three  pontoons,  the  centre  one  being  240  feet  long,  and  the  two 
end  pontoons  135  feet.  The  pumping  and  controlling  machinery  consists 
of  eight  horizontal  centrifugal  circulating  pumps,  placed  four  in  each  wall 
of  the  dock.  These  pumps  have  large  vertical  shafts,  geared  by  means 
of  bevel  wheels  and  horizontal  shafts  to  two  sets  of  compound  engines  of 
125  horse-power  each,  which  are  placed  on  a  deck  near  the  top  of  the 
walls.  There  are  four  engines  in  all,  and  each  of  them  drives  two  15-inch 
centrifugal  pumps,  the  whole  machinery  being  capable  of  lifting  a  ship 
of  about  11,000  tons  displacement  clear  of  the  water  in  about  two  and  a 
half  hours.  The  dock  is  divided  into  38  water-tight  compartments,  each 
emptied  or  filled  by  separate  valves.  Each  engine  is  supplied  by  a  large, 
horizontal  multitubular  marine  boiler  which  is  placed  in  the  walls  in 
close  proximity  to  it. 

The  main  line  of  suction  pipes  is  laid  at  the  bottom  of  the  pontoon 
walls  and  runs  the  entire  length  of  the  same.  Branches  are  carried 
through  the  walls  into  the  pontoon  itself,  connection  being  made  by 
means  of  flexible  joints.  The  valves  for  regulating  the  emptying  and 
filling  of  the  dock,  of  which  there  is  of  course  a  great  number,  due  to  the 
subdivision  of  the  pontoon,  are  all  manipulated  by  means  of  rods  and 
levers  from  central  houses  placed  one  on  each  wall.  From  this  position 
also  the  engines  for  driving  the  pumps  can  be  started  or  stopped  at  the 
will  of  the  engineer  in  charge.  The  whole  of  the  controlling  gear  is  so 
arranged  that  two  men,  one  on  each  wall,  can  control  the  pumping  gear 
of  the  entire  structure. 

We  have  referred  to  the  Stettin  dock  as  being  a  self-docking  structure. 
It  is  so  named  because  of  the  facility  with  which  all  parts  of  the  structure 
can  be  got  at,  if  desired,  for  painting,  etc.  Each  pontoon  can  in  turn 
be  detached,  lifted,  and  hung  up  on  the  side  walls,  and  while  it  is  in  this 
position  any  part  of  it  may  be  examined  and  repairs,  etc.,  carried  out. 
The  underneath  portion  of  the  walls,  moreover,  may  be  exposed  by 
careening  the  structure;  in  fact,  any  work  may  be  done  upon  the  dock 
that  in  any  other  floating  structure  would  necessitate  a  visit  to  a  drydock. 
In  docking  a  ship,  the  dock  is  sunk  until  the  upper  floor  of  the  pon- 
toons is  well  below  the  level  of  the  ship's  bottom.  The  ship  is  then 
floated  in  between  the  walls  and  secured  in  the  desired  position.  The 
pumps  are  then  started,  and  as  the  buoyancy  of  the  pontoons  increases 
they  lift  the  vessel  steadily  out  of  the  water. 

The  advantages  of  this  form  of  dock  are  that  its  first  cost  is  far  less 
than  that  of  a  first-class  graving  dock;  it  may  be  moved  to  any  desired 
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position  when  the  depth  of  water  is  sufficient  for  its  operation;  it  may  be 
built  and  towed  many  thousand  miles,  as  in  the  case  of  the  Havana  dock, 
to  its  destination,  and  as  compared  with  the  timber  docks,  it  is  more 
reliable  and  durable. — Scientific  American. 


THE  NEW  NAVY  GUNS. 

Designs  for  a  new  6-inch  gun,  combining  the  more  important  features 
of  the  Vickers  type,  the  patents  for  which  have  recently  been  secured, 
are  under  preparation  by  the  Navy  Department,  and  all  new  ordnance  of 
this  calibre  for  the  naval  service  will  be  of  this  type.  The  new  gun  will 
be  almost  equal  in  power  to  the  8-inch  now  on  ships  of  the  service,  and 
in  velocity  obtained  will  far  exceed  the  old  ordnance.  The  important 
features  of  the  new  gun  are  increased  length  of  tube  from  forty,  the 
present  length,  to  fifty  calibres,  which  is  about  that  of  the  6-inch  rifles 
on  the  New  Orleans,  and  larger  powder  chamber.  The  introduction  of 
smokeless  powder  has  made  the  increase  of  velocity  possible,  and  the  new 
gun  will  have  a  velocity  of  not  less  than  jooo  feet  per  second,  exceeding 
that  of  the  old  by  from  six  to  eight  hundred  feet.  This  will  give  it  an 
additional  penetration  of  at  least  two  inches  more  of  steel.  The  weight 
and  cost  are  increased  but  little.  The  Vickers  patents  enable  the  Ordnance 
Bureau  to  make  some  important  changes  in  breech  mechanism.  Sets  of 
forgings  for  this  gun  will  be  purchased  shortly,  bids  having  recently  been 
opened  from  a  number  of  concerns.  When  delivered  these  forgings  are 
to  be  assembled  at  the  gun  factory  at  Washington.  At  present  the  gun 
factory  is  employed  in  converting  a  number  of  the  old  6-inch  slow-fire 
into  quick-firing  guns,  in  accordance  with  the  Department's  purpose  to 
have  all  rifles  on  ship  board  up  to  six-inch  of  the  latest  type  of  quick-fire. 
The  new  breech  mechanism  increases  the  rapidity  of  fire,  besides  giving 
other  advantages  which  make  this  gun  superior  in  all  respects  to  the  old 
type  which  is  now  carried  on  the  Philadelphia  and  some  of  the  earlier- 
built  ships  in  the  Navy. 

Improvements  to  be  made  in  the  larger  guns  to  be  manufactured  will 
increase  their  velocity  also.  The  new  12-inch  will  have  a  larger  powder 
chamber  and  a  velocity  approximating  3000  feet  per  second,  as  compared 
to  2300  feet,  the  highest  rate  now  secured.  Twelve-inch  guns  are  to  take 
the  place  of  thirteen  in  all  probability  on  future  battle-ships  for  the  Navy, 
the  increased  velocities  obtainable  by  the  use  of  smokeless  powder  ren- 
dering this  piece  more  formidable  as  a  weapon  than  the  present  13-inch 
gun.  The  lessons  of  the  present  war  have  been  few,  but  important.  The 
importance  of  length  for  the  smaller  type  and  the  superiority  of  smokeless 
powder  are  not  exactly  novelties,  but  we  have  been  slow  in  applying 
them. — Army  and  Navy  Journal,  Oct.  15,  1898. 


COLT'S  NEW  MACHINE  GUN. 

The  Colt's  Fire-arms  Company  has,  we  learn  from  our  American  cor- 
respondent, brought  out  a  new  automatic  machine  gun,  which  can  be 
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mounted  on  a  fixed  stand  or  a  field  carriage,  or  carried  in  a  long  holster 
by  cavalry,  or  mounted  on  a  police  patrol  wagon.  The  gun  weighs  40 
lbs.,  the  tripod  stand  54  lbs.  For  naval  service  the  weight  of  a  gun 
mounted  on  a  wheeled  carriage  with  ammunition,  etc.,  is  230  lbs.,  this 
design  being  intended  for  the  use  of  landing  parties.  The  gun  consists  of 
a  heavy  barrel  attached  to  a  casing  which  contains  all  the  operating 
mechanism.  Towards  the  muzzle  end  is  a  small  vent,  opening  into  the 
barrel,  through  which  the  confined  gas  from  the  explosion  of  the  powder 
attempts  to  escape  after  the  projectile  has  received  its  maximum  velocity. 
In  so  doing  the  pressure  acts  upon  a  small  piston  which  throws  an 
operating  lever,  causing  in  turn  suitable  mechanism  to  eject  the  empty 
shell  and  place  a  new  cartridge.  Springs  return  the  gas  lever,  which 
forces  the  cartridge  into  the  barrel,  closes  and  locks  the  breech  block 
and  cocks  the  hammer  ready  to  be  fired  again.  If  the  gun  is  empty,  as 
in  starting,  the  gas  lever  is  first  thrown  by  hand.  When  once  started, 
however,  the  action  is  entirely  automatic,  and  the  gun  may  be  fired 
singly  by  pulling  the  trigger  once  or  continuously  by  holding  the  trigger. 
In  the  latter  case,  between  400  and  500  shots  can  be  fired  per  minute. 
The  handle  and  trigger  are  similar  to  those  of  a  revolver,  but  there  is  no 
guard  below  the  trigger.  The  cartridges  are  mounted  upon  a  canvas  belt 
which  is  coiled  up  in  a  box  hanging  at  the  side  of  the  gun,  so  that  any 
movement  of  the  barrel  in  aiming  will  not  affect  the  feeding  mechanism. 
The  boxes  are  made  in  three  sizes,  containing  100,  250  and  500  cartridges 
respectively.  The  gun  can  be  constructed  for  any  kind  of  rifle  ammuni- 
tion, the  standard  calibre  for  the  United  States  navy  being  6  mm.  or 
0.236  inch.  Three  other  standard  calibres  are  also  made,  0.7  mm.,  0.765 
mm.  and  0.8  mm.  In  all  cases  smokeless  powder  is  required  to  prevent 
clogging,  and  the  collection  of  residue  in  the  barrel  is  prevented  by  con- 
structing the  hammer  to  act  as  a  piston  for  an  air  pump,  which  forces 
a  jet  of  air  through  the  barrel  after  the  empty  shell  has  been  ejected. 
Nickel-jacketed  bullets  are  used,  to  give  the  greatest  possible  penetration, 
and  these  give  an  effective  range  varying  from  i960  feet  to  2500  feet,  and 
a  penetration  of  48  inches  to  60  inches  of  pine,  according  to  the  calibre. 
To  avoid  accident  when  a  loaded  cartridge  is  left  in  the  barrel,  a  safety 
lock  is  provided,  which  prevents  the  hammer  from  striking  the  firing  pin. 
The  working  parts  are  few,  simple  and  strong,  and  are  so  designed  that 
the  main  spring,  firing  pin  and  other  parts  where  there  is  any  possibility 
of  derangement  can  all  be  easily  and  rapidly  removed  from  the  rear  of  the 
gun  without  loosening  a  single  screw.  The  barrel  is  made  unusually 
heavy,  to  give  weight,  prevent  injury  and  obviate  the  necessity  of  using 
the  usual  water  jacket. — The  Engineer^  July  i,  1898. 


DAMAGE  TO  ITALIAN  SHIPPING  BY  GALVANIC 

ACTION. 

An  unusual  and  interesting  case  has  been  recently  before  the  Italian 
courts.  The  captain  of  the  port  of  Leghorn,  Cavaliere  Alccsti  Torrini, 
was  the  plaintiff  in  an  action  against  the  owners  of  certain  wooden  yachts 
with  coppered  bottoms  lying  in  the  Darsena  part  of  the  harbor  of  Leg- 
horn, to  enforce  a  notice  on  the  owners  for  the  removal  of  such  vessels 
from  that  part  of  the  harbor.    This  notice  was  made  on  the  grounds  that 
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the  new  warships  and  other  iron  and  steel  vessels  lying  in  that  part  of 
the  harbor  were  damaged  by  galvanic  currents  set  up  from  the  copper 
bottoms  of  the  wooden  yachts,  the  contact  with  the  steel  vessels  being  due 
to  ropes  which  were  made  fast  to  different  buoys  in  the  harbor  or  basin. 
The  fact  of  the  damage  to  steel  and  iron  ships  having  arisen  and  of  its 
being  due  to  this  cause  was  clearly  established  before  the  court,  and  the 
captain's  order  for  the  removal  of  the  wooden  yachts  with  coppered  bot- 
toms from  the  Darsena  harbor  of  Leghorn  was  consequently  confirmed 
by  the  court. 

Prof.  Vivian  B.  Lewes,  in  a  paper  read  before  the  Institute  of  Naval 
Architects  some  years  ago,  stated  that  damage  to  shipping  was  liable  to 
arise  from  such  a  cause,  and  he  also  put  forward  the  same  theory  in  his 
book,  "  Service  Chemistry."  The  fact  of  the  existence  of  such  a  danger 
must  be  known  to  very  few  ship-owners,  but  it  is  quite  possible  that  the 
not  infrequent  phenomenon  of  an  abnormally  rusty  bottom  of  some  steel 
ship  might  be  traced  to  her  having  been  in  galvanic  contact  with  some 
copper-sheathed  wooden  vessel. 

In  commenting  upon  this  case  the  Engineer  says  that  in  Italy  there  is 
another  cause  for  damage  at  work,  which  is  not  unlikely  to  manifest  itself 
before  long,  in  so  far  as  several  anti-fouling  compositions  manufactured 
in  Italy  rely  for  their  anti-fouling  effect  solely  upon  the  presence  of  a 
very  large  percentage — ^30  to  40  per  cent. — of  metallic  copper.  Such 
compositions  are  applied  to  the  bottoms  of  a  large  number  of  Italian 
ships,  in  conjunction  with  a  coat  of  priming,  which  is  supposed  to  serve 
as  an  insulating  medium.  However  effective  powdered  copper  may  be  as 
an  anti-fouling  medium,  our  contemporary  believes  that  it  cannot  be 
applied  with  impunity  to  iron  and  steel  ships.  In  England  anti-fottlini^ 
paints  containing  metallic  copper  are  also  made,  but  in  no  case  are  they 
applied  to  iron  or  steel  ships;  they  are  only  used  for  wooden  ships,  such 
as  fishing  vessels  and  wooden  trawlers,  on  which  they  give  good  results, 
but  manufacturers  of  composition  in  this  country  who  supply  iron  and 
steel  ships  have  long  realized  that  paints  containing  metallic  copper  are 
absolutely  unsuitable  for  application  on  steel  vessels,  a  fact  on  which 
Prof.  Vivian  B.  Lewes  expatiated  in  his  book  referred  to. 

Even  if  insulated  to  some  extent  by  a  coat  of  priming  paint  from 
the  outer  surface  of  the  vessel's  plates,  the  presence  of  30  to  43  per  cent. 
metallic  copper  in  a  paint  exposed  to  the  action  of  salt  water  must  set 
up  a  strong  galvanic  action  in  the  whole  structure  of  the  ship,  and  this 
cannot  fail  to  exhaust  itself  on  those  parts  of  her  structure  which  are 
most  exposed  to  corrosion  or  least  protected  against  it;  for  instance,  the 
floor  plates,  tank  bearers,  tank  tops,  bunkers,  etc.,  for  the  galvanic  cnr* 
rent  produced  on  the  outside  surface  fills  the  whole  metal  structure  of  the 
ship,  and  whichever  plates  are  most  susceptible  to  corrosion  through 
exposure  or  otherwise  will  be  most  attacked  by  it  For  reasons  of  cheai>- 
ness  paints  so  manufactured  have,  during  the  last  year  or  two,  been 
largely  used  by  Italian  ship-owners,  and  have  even  been  applied  to  several 
mail  and  passenger  steamers,  on  which  they  are  undoubtedly  a  source  of 
great  danger  to  life  and  property.  No  doubt  Italian  ship-owners  who 
have  indulged  in  such  false  economy  will,  when  passing  their  vessels 
through  their  periodical  surveys,  pay  a  bitter  penalty  for  their  ignorance 
and  parsimonious  practices.  In  the  meantime  British  ship-owners  should 
be  warned  against  accepting  any  anti-fouling  paints  in  Italian  ports  with- 
out a  guarantee  that  they  are  free  from  metallic  copper. — Iron  Age. 
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PROPOSALS  FOR  A  FLOATING  DRYDOCK. 

The  Bureau  of  Yards  and  Docks,  Navy  Department,  will  receive  pro- 
posals up  to  October  31  for  a  floating  drydock,  the  cost  not  to  exceed 
$200,000,  to  be  located  at  Algiers,  La.  The  length  over  all  is  525  feet, 
draft  of  water  over  keel  blocks  28  feet,  width  in  clear  not  less  than  100 
feet.  The  bidders  are  to  make  their  own  desig^ns.  The  dock  must  be 
capable  of  lifting  a  ship  of  15,000  tons  displacement  above  the  level  of 
the  river,  and  must  be  proportioned  for  a  battle-ship  weighing  that  much 
and  450  feet  length,  and  having  two-thirds  of  her  weight  centered  in  the 
middle  half  of  her  length.  The  entire  structure  must  be  of  steel  except 
the  keel  blocks,  bilge  blocks  and  shores.  The  power  for  the  operation 
of  the  dock  may  be  steam,  electric,  hydraulic  or  pneumatic,  and  may  be 
generated  upon  shore  or  upon  some  permanent  structure  on  the  border 
of  the  waterfront.  Docks  designed  as  single  structures  must  be  strong 
and  stiff  enough  longitudinally  to  safely  distribute  the  load  over  the 
entire  length  of  the  dock  if  the  vessel  be  docked  in  one  end  thereof. 
Designs  for  sectional  docks  must  make  adequate  provision  for  connecting 
the  sections  so  that  the  dock  may  act  as  a  unit  and  the  sections  be  kept 
level  and  in  line  without  straining  the  ship,  so  that  in  case  one  of  the 
sections  should  lose  all  its  buoyancy  the  connections  of  the  sections  shall 
be  capable  of  distributing  over  the  remaining  sections  the  weight  of  the 
injured  section  and  all  the  parts  of  the  ship  over  the  whole. — Iron  Age, 


A  NEW  METHOD  OF  MAKING  HARD-FACED  ARMOR. 

Taking  advantage  of  the  fact  that  by  suitably  controlling  the  process 
of  cooling  it  is  possible  to  obtain  some  of  the  newer  alloys  of  iron  with 
nickel,  cobalt  and  manganese  in  either  a  hard  or  a  malleable  condition, 
M.  Jean  Werth,  manager  of  the  Society  Anonyme  des  Hants  Fourneaux 
et  Acieries  de  Denain  et  Anzin,  has  devised  a  new  process  of  making 
armor  plate.  M.  Werth's  contention  is  that  the  plate  should  have  the 
same  chemical  composition  throughout,  and  that  the  hard  face  should  be 
obtained  entirely  by  a  process  of  tempering.  Ordinary  carbon  steel  in 
large  masses  cannot  be  tempered  satisfactorily,  but  when  alloyed  with 
suitable  proportions  of  nickel,  cobalt  or  manganese  it  is  possible  to 
obtain  the  metal  in  a  hard  state  by  heating  it  up  to  a  bright  red  and 
allowing  it  to  cool  in  the  air;  whereas,  if  heated  only  to  a  dull  red  and 
cooled,  the  metal  will  be  malleable  and  comparatively  soft.  The  steel 
used  by  M.  Werth  is  open-hearth  metal,  free  from  sulphur  and  phos- 
phorus. It  contains  from  5  to  15  per  cent,  of  nickel  or  cobalt,  and  from 
2  to  12  per  cent,  of  manganese;  while  within  certain  limits  silicon, 
chromium  or  tungsten  may  be  present  without  interfering  with  the  pro- 
cess of  tempering.  In  its  soft  state  such  a  steel  has  a  tensile  strength  of 
110,000  to  140,000  pounds  per  square  inch,  and  a  strip  i^  inches  thick 
can  be  bent  without  cracking  round  a  radius  equal  to  its  thickness.  After 
the  plate  is  completed  it  is  tempered  by  making  it  part  of  the  side  or 
bottom  of  a  furnace.  The  face  next  the  fire  thus  becomes  heated  to  a 
bright  red,  while  by  means  of  water  or  air  the  temperature  of  the  back 
face  is  kept  down  to  800  or  900  degrees  F.  To  insure  good  results  the 
heating  is  effected  very  gradually,  the  plate  being  put  into  a  cold  furnace; 
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and  by  preference  gas  fuel  is  employed  in  the  latter.  Another  method  of 
effecting  the  heating,  which  is,  however,  only  applicable  to  flat  plates,  is 
to  immerse  their  front  faces  in  a  bath  of  red-hot  lead,  the  temperature 
of  which  is  maintained  very  uniform.  When  ready  the  plate  is  removed 
from  the  furnace  and  cooled  at  the  back,  until  the  front  face  has  sunk 
down  to  a  temperature  of  800  to  900  degrees  F.,  when  no  further  atten- 
tion is  required,  though  if  warped  it  can  now  be  straightened  before  the 
cooling  is  finished. — Iron  Age. 


CONTRABAND  OF  WAR. 

Washington,  D.  C,  June  28,  1898. — ^The  Navy  Department,  in  con- 
junction with  the  State  Department,  has  issued  a  long  expected  order 
defining  contraband  of  war,  which  is  embraced  in  a  series  of  "  Instruc- 
tions to  blockading  vessels  and  cruisers."  These  instructions  embrace 
many  matters  of  only  special  interest  to  the  commanders  of  vessels  block- 
ading Spanish  ports,  but  the  provisions  relating  to  contraband  of  war  are 
contained  in  the  following  sections: 

"  The  term  contraband  of  war  comprehends  only  articles  having  a 
belligerent  destination,  as  to  an  enemy's  port  or  fleet.  With  this  explana- 
tion the  following  articles  are,  for  the  present,  to  be  treated  as  contra- 
band: 

** Absolutely  Contraband. — Ordnance,  machine  guns,  and  their  appliances, 
and  the  parts  thereof;  armor  plate,  and  whatever  pertains  to  the  offensive 
and  defensive  armament  of  naval  vessels;  arms  and  instruments  of  arms, 
steel,  brass  or  copper,  or  of  any  other  material,  such  arms  and  instru- 
ments being  specially  adapted  for  use  in  war  by  land  or  sea;  torpedoes 
and  their  appurtenances;  cases  of  mines,  of  whatever  material;  engineer- 
ing and  transport  materials,  such  as  gun  carriages,  caissons,  cartridge 
boxes,  campaigning  forges,  canteens,  pontoons;  ordnance  stores,  port- 
able range-finders,  signal  flags  destined  for  naval  use,  ammunition  and 
explosives  of  all  kinds;  machinery  for  the  manufacture  of  arms  and  muni- 
tions of  war;  saltpeter;  military  accoutrements  and  equipments  of  all 
sorts;  horses. 

"Conditionally  Contraband. — Coal,  when  destined  for  a  naval  station,  a 
port  of  call,  or  a  ship  or  ships  of  the  enemy;  materials  for  the  construc- 
tion of  railways  or  telegraphs,  and  money,  when  such  materials  or  money 
are  destined  for  the  enemy's  forces;  provisions,  when  destined  for  an 
enemy's  ship  or  ships,  or  for  a  place  that  is  besieged." 

It  will  be  seen  that  the  list  of  contraband  articles  is  restricted  to  those 
plainly  intended  for  use  in  war,  and  does  not  embrace  raw  material 
unless  its  ultimate  use  for  the  purpose  of  carrying  on  war  is  clearly  evi- 
dent. Thus,  there  is  no  embargo  upon  ores,  metals,  tools,  machinery,  etc., 
except  as  clearly  defined  in  the  section  quoted  when  intended  for  the 
manufacture  of  appliances  or  munitions  of  war. — W.  L.  C. 


THE  RADDATZ  SUBMARINE  BOAT. 

A   Milwaukee   press   dispatch   states   that   on   the  21st   inst   a  public 
test  of  the  Raddatz  submarine  boat  was  made  in  the  presence  of  a  large 
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party,  which  included  a  number  of  engineering  experts,  among  whom 
were  Superintendent  Reynolds  of  the  E.  P.  Allis  Works  and  City  Engi- 
neer Benzenberg.  The  test  was  continued  for  several  hours.  Mr.  Rad- 
datz  and  his  engineer  went  down  in  the  boat,  and  after  a  short  delay 
caused  by  a  foul  anchor  the  boat  dropped  out  of  sight  and  remained 
under  water  cruising  around  for  half  an  hour,  its  presence  under  the  water 
being  indicated  by  a  float  of  wood,  which  was  made  fast  to  the  turret. 
Mr.  Raddatz  then  brought  the  boat  to  the  surface  with  the  body  just 
under  the  water  and  took  short  runs  around  the  bay. 

Once  more  he  disappeared  and  remained  down  this  time  for  20  minutes 
and  again  came  to  the  surface,  and  threw  off  the  top  of  the  turret. 

The  boat  drops  gradually  and  on  a  level  keel  and  comes  up  the  same 
way.  The  disappearance  under  water  and  the  reappearance  on  the  surface 
are  apparently  regulated  by  the  water  ballast,  as  the  boat  is  so  sensitive 
that  any  extra  weight  inside  renders  it  necessary  for  the  inventor  to  re- 
adjust his  apparatus.  The  air  is  supplied  by  chemicals,  which  are  con- 
tained in  a  box  that  is  securely  locked.  These  chemicals  furnish  air 
enough,  the  inventor  says,  to  supply  one  man  under  the  water  for  24 
hours. 

The  boat  is  operated  under  some  difficulties,  as  she  is  not  large  enough 
to  install  the  power  that  is  necessary.  It  is  probable  that  a  new  boat  will 
be  built  having  a  diameter  of  7  feet  instead  of  4,  which  is  the  diameter 
of  the  present  boat. — Iron  Age, 


A  NEW  QUICK-FIRE  NAVAL  GUN. 

British  naval  ordnance  experts  have  developed  a  gun  which  for  rapidity 
of  fire  is  said  to  excel  any  of  its  type  and  class  so  far  known.  The  rifle 
is  of  6-inch  calibre,  wire  wound  and  capable  of  tremendous  penetration, 
velocity  and  quickness  of  fire.  Reports  of  experiments  recently  con- 
ducted with  it  at  Portsmouth,  England,  received  by  the  Naval  Intelligence 
Office  at  Washington,  show  that  the  piece  weighs  only  a  little  more  than 
7  tons  and  is  far  lighter  and  stronger  than  the  old  type.  Compared  with 
the  old  pattern  6-inch  rifles  such  as  are  now  mounted  on  the  Philadelphia 
and  some  of  the  first  ships  of  the  navy,  one  of  the  new  guns  is  equal  in 
effectiveness  to  two  of  them  on  account  of  the  improved  breech  mechan- 
ism, which  admits  of  remarkable  rapidity  of  firing.  A  single  motion 
opens  and  closes  the  breech.  An  automatic  attachment  is  fitted  for 
working  the  primer  so  that  when  the  breech  is  closed  a  slide  automatically 
covers  the  tube  until  the  plug  is  locked,  and  when  the  plug  is  opened  the 
empty  primer  is  automatically  ejected. 

In  the  recent  trials  a  velocity  was  obtained  of  2780  feet  a  second,  the 
pressure  being  15.9  tons.  The  striking  energy  was  5374  foot-tons,  as 
compared  with  the  3356  foot-tons  for  the  ordinary  gun.  Aiming  at  a 
target  3000  yards  away,  the  gun  was  fired  at  a  rate  of  one  round  in  ten 
seconds.  In  all  no  rounds  were  fired,  the  breech  mechanism  working 
quickly  and  easily  in  every  case.  The  large  and  heavy  metallic  cartridge 
cases  have  been  done  away  with,  effecting  a  saving  in  weight  and  space 
in  the  magazines,  simplifying  the  operations  of  loading  and  rendering 
unnecessary  a  cartridge  case  ejector  in  the  breech  mechanism. 

Another  trial  of  the  gun  and  mount  took  place  later  for  the  purpose 
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of  testing  the  accuracy  of  the  gun  after  200  rounds  had  been  fired  from  it, 
and  to  submit  it  to  a  test  for  rapidity  of  fire  under  service  conditiont. 
In  the  accuracy  test  ten  shots  were  fired  and  the  gun  showed  no  deteriora- 
tion in  that  respect,  in  spite  of  the  large  number  of  rounds  previously 
fired.  The  test  for  rapidity  was  made  with  a  crew  of  trained  seamen  in 
charge  of  an  officer  from  the  gunnery  ship  Excellent.  Thirty-six  rounds 
were  fired  in  4  minutes  and  47  seconds,  including  the  time  lost  in  taking 
temperatures  of  the  breech-plug  head,  making  the  rate  of  fire  one  shot 
in  8  seconds  approximately. — Iron  Age. 


A  Parliamentary  paper  was  issued  in  July  containing  a  return  showing 
the  fleets  of  Great  Britain,  France,  Russia,  Germany,  Italy,  the  United 
States  of  America  and  Japan,  distinguishing  the  various  types  of  vessels 
built  and  building.  The  return  shows  the  date  of  launch,  displacement 
and  armaments  reduced  to  one  common  scale.  It  will  be  observed  that 
this  year  the  return  includes  for  the  first  time  the  fleet  of  Japan.  The  last 
time  the  return  was  issued  was  in  November,  1896.  Vessels  which  ap- 
peared on  March  31st,  1898,  in  the  official  list  of  each  navy  as  built  or 
building  are  enumerated,  including  under  the  latter  head  those  for  which 
on  that  date  money  had  been  appropriated  and  which  were  shortly  to  be 
laid  down.  The  following  tables  exhibit  the  total  number  of  vessels  in 
each  class  belonging  to  each  nation: 

VESSELS  BUILT. 

B  «  fC 

2:*c        C         s 

Battle-ships    52  27  12 

Cruisers,  armored  18  9  10 

protected 95  30  3 

unprotected  16  16  3 

Coast-defense  vessels,  armored.  15  14  15 

Special  vessels 3  i  5 

Torpedo  vessels  35  13  17 

Torpedo-boat  destroyers 50  . .  i 

Torpedo-boats  98  211  174      113      142       8      44 

VESSELS  BUILDING. 

Battle-ships    12         8  6  5         a       8       3 

Cruisers,  armored  8        10  i  2         2      ..        6 

protected   24       10  3  8         3       i       6 

unprotected I 

Coast-defense  vessels,  armored i        

.special  vessels  .•..*••..••.....       ••         ••  ••  ••         ••       ••       ■■ 

Torpedo  vessels 2  ..        ..        

Torpedo-boat  destroyers 46         8  28  i         lao       8 

Torpedo-boats 38  . .  9         2      22      12 

The  return  is,  to  a  certain  extent,  misleading,  as  there  is  no  attempt  at 
classification,  a  third-class  battle-ship  like  the  Neptune,  for  instance*  being 
placed  in  the  same  list  with  the  Majestic;  while  the  supplemental  pro- 
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gramme  proposed  by  Mr.  Goschen  in  July,  and  approved  by  the  House  of 
Commons,  adding  4  battle-ships,  4  cruisers  and  12  torpedo-boat  destroyers 
to  the  building  programme,  is  of  course  not  included. 

In  the  subjoined  table  we  give  the  number  of  ships  of  the  principal 
classes  built,  building  and  proposed  to  be  laid  down  during  the  present 
financial  year  (our  own  supplemental  programme  being  included)  com- 
pared with  those  of  France  and  Russia: 

First-class  battle-ships —  to  b«  laid 

Built.  down.  Total. 

Great  Britain ap  16  45 

France    15  5  20 

Russia  7  11  18 

Great  Britain  has  therefore  45  first-class  battle-ships  built,  building  and 
to  be  laid  down,  as  against  38  for  France  and  Russia. 

Second-class  battle-ships —  ^obTfafd 

Boilt.  down.  Toul. 

Great  Britain 10  o  10 

France    10  i  11 

Russia  6  o  6 

Great  Britain  has  therefore  10  second-class  battle-ships  as  against  17  of 
France  and  Russia. 

First-class  armored  cruisers  (effective) —  tobefaid 

Built.  down.  Total. 

Great  Britain  9  12  21 

France    6  10  16 

Russia  6  4  10 

Giving  Great  Britain  21  to  26  of  France  and  Russia  of  this  class. 

First-class  protected  cruisers —         Built.  Bnildiag.  Total. 

Great  Britain 13  8  21 

France    4  4  8 

Russia  o  o  o 

Giving  Great  Britain  21  to  8  of  France  and  Russia  of  this  class. 

Second-class  cruisers —  Built.  Building.  Total. 

Great  Britain 49  5  54 

France    16  2  18 

Russia  3  6  9 

Giving  Great  Britain  54  to  27  of  France  and  Russia  of  this  class. 

Third-class  cruisers—  Built.  Building.  TotnL 

Great  BriUin  36  10  46 

France 10  3  13 

Russia  13  o  13 

Giving  Great  Britain  46  to  26  of  France  and  Russia,  and  a  grand  total  of 
cruisers  of  all  classes  of  142  to  87  of  France  and  Russia. 

Torpedo-boat  destroyers—      ,  BuUt.  Bunding.  Total. 

Great  Britain 81  27  109 

France    o  8  8 

Russia  I  28  29 

Giving  Great  Britain  109  torpedo-boat  destroyers  as  against  37  of  France 
and  Russia.— /(Wfnoi  of  the  Royal  UniUd  Sirvia  InttihtHatt. 
37 
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THE  INCREASE  IN  THE  WORUXS  PRINCIPAI. 

NAVIES. 

Among  the  late  reports  of  the  Office  of  Nsial  IstdE^BKB^  m  tbe  Ul  SL 
'SzTf  Department,  is  one  bj  lieiit-Conunancler  W.  H.  Driggs^  UL  S  K^ 
on  ''The  Increase  in  Naval  Strength"  of  Fjitfiiwf,  Fnnce^ 
Russia  and  Japan.  At  a  time  when  ad<fitions  to  oar  own  Navy 
looked  opon  with  especial  £iTor  it  is  interesting  to 
nations  are  doing  in  this  direction,  and  for  dds  raaoa 
abstract  of  the  paper  of  Liest-Commander  Driggi^ 

England,  as  always  in  naval  matters,  is  br  in  die 
▼oted  for  1807-98  amounts  to  abont  |i07/xxvooo^  proiidiig  far 
sion  in  all  branches  of  the  navj.  The  nnmhrr  of 
been  increased  from  88^50  in  1895  to  100x90  in  1899;  h 
figures  the  coast  guard.  The  total  of  ships  under  umatiiiLlioa  aad  I0  be 
buih  during  the  fiscal  year  of  i8s^-98  is  108,  inrliiding  14  timtlr  rtipg^  8 
first-class  cruisers,  9  second-class  cruisers,  10  thhrd-claas  rruiwrt  mmd  S* 
torpedo-boat  destroyers. 

Russia  is  not  only  adding  to  her  naval  strength,  but  is  tiao  iAin|f 
engaged  in  opening  up  harbors  and  diannds  for  **'***gM^< 
establi^tng  naval  bases  in  foreign  countries.    The  naval  piugiaM 
was  mapped  out  in  1896  involves  an  expenditure  of  SjiBjffKM— K 
the  exact  ntunber  of  ships  contemplated  is  not  ipfcilifd  by 
mander  Driggs. 

France  in  her  budget  for  1898  asks  for  $55,108^000  for  aaval 
allotting  nearly  $20,000,000  of  this  for  new  shipSL    Her  pciieni 
programme  extends  over  a  period  of  eight  year%  and  inicifes  an 
ture  of  about  $144,500,000.    Like  Russia,  die  is  providing  foe 
bors  and  channels  at  home,  and  is  creating  bases  for  sopply 
foreign  waters.    Admiral  Besnard,  the  French  Minister  ol 
especial  attention  to  the  need  of  bst  cruisers  in  modem  naval 
and  to  emphasize  his  demand  for  additional  ships  of  diat  dbu  la  tiie 
French  navy  he  presents  two  tables  showing  certain  naval 
May,  1897,  as  follows: 

A.   . 

AVAILABLE.  J        ^< 

First-class  cruisers  24  3  5  8 

Second-class  cruisers  61  a6  7  xa 

Dispatch  boats  50  19  ao  13 

Torpedo-boats  and  torpedo-boat  destroyers.  •  51  3B  9  13 

ToUl 195     86     41      46 

UNDER  CONSTRUCTION. 

First-class  cruisers la  10  6  5 

Second-class  cruisers  6  3  I  7 

Dispatch  boats  10  5  O  I 

Torpedo-boats  and  torpedo-boat  destroyers. .  14  x  x  3 

Total 43      19       8      16 


Total  anthorlMd. 

ATailabla. 

19 
8 

12 
8 

12 

10 

30 

23 
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In  addition  to  the  above  France  had  in  1897  10  battle-ships  and  7 
armored  cruisers  under  construction,  and,  counting  all  classes,  she  had 
63  warships  under  construction  in  that  year. 

Germany  in  now  putting  into  execution  a  naval  programme  laid  down 
in  1873  and  deferred  until  the  present  time  for  lack  of  funds.  This  pro- 
gramme calls  for  an  active  fleet  of  17  battle-ships,  8  armored  coast-defense 
ships,  9  large  cruisers  and  26  small  cruisers.  In  addition,  she  proposes 
a  reserve  fleet  of  2  battle-ships,  3  large  cruisers  and  4  small  cruisers. 
The  total  proposed  and  those  classed  as  available  by  the  German  govern- 
ment are  shown  in  the  following  table: 

Battle-ships    

Armored  coast-defense 

Large  cruisers 

Small  cruisers  

Germany  recog^nizes  the  fact  that  to  maintain  a  modem  fleet  she  must 
provide  for  the  replacement  of  old-type  ships.  To  this  end  she  fixes  the 
period  of  efficiency  of  battle-ships  and  armored  coast-defense  ships  at  25 
years,  of  large  cruisers  at  20  years  and  of  small  cruisers  at  15  years;  after 
these  periods  of  service  they  would  have  to  be  replaced  by  others  of  the 
newest  type.  The  personnel  of  the  German  navy  is  to  be  raised  from 
18,138,  its  present  strength,  to  26,637  in  1904. 

Japan  has  a  naval  programme  to  be  completed  in  1906,  and  during  this 
period  she  proposes  to  spend  $192,396,546.  This  programme  calls  for  the 
addition  to  her  navy  of  the  following  vessels:  4  battle-ships  of  15,000  tons, 
4  armored  cruisers  of  9500  tons,  3  second-class  protected  cruisers  of  4800 
tons,  2  third-class  protected  cruisers  of  3200  tons,  3  torpedo  gunboats  of 
1200  tons,  II  torpedo-boat  destroyers  and  89  torpedo-boats.  Prior  to  her 
war  with  China,  Japan  only  had  18  cruisers  ranging  from  1500  to  4000  tons. 
When  those  authorized  are  completed  she  will  have  a  navy  of  65  ships  of 
war,  II  torpedo-boat  destroyers  and  115  torpedo-boats.  Japan  now  has 
1725  officers  in  her  navy  exclusive  of  midshipmen  and  sub-lieutenants. 

In  the  above  lists  the  total  proposed  expenditure  for  naval  purposes, 
according  to  adopted  programmes,  amounts  to  $1,001,690,000,  all  to  be 
expended  before  1906  by  five  nations  only. — Engineering  News  and  Ameri- 
can Railway  Journal. 


According  to  a  report  issued  by  the  Ministry  of  Marine,  the  officers' 
list  of  the  Imperial  German  navy  is  constituted  as  follows:  The  Secretary 
of  State  for  the  Navy,  2  admirals,  3  vice-admirals,  9  rear-admirals,  47 
captains,  82  commanders,  220  lieutenant-commanders,  254  lieutenants,  173 
sub-lieutenants,  i  colonel  and  39  officers  of  marine  infantry,  115  engineers, 
132  surgeons,  39  torpedo  officers  and  engineers,  55  ordnance  officers,  96 
paymasters,  and  25  pensioned  officers,  making  a  total  of  1299  officers  of  all 
ranks,  in  addition  to  whom  there  are  267  midshipmen  and  naval  cadets. 
The  personnel  of  the  men  consists  of  979  warrant  officers,  4382  petty 
officers,  16.679  seamen,  659  bandsmen  and  artificers,  etc.,  and  750  boys 
including  their  instructors,  making  a  grand  total  of  23,449  ^tn.  The 
men  are  divided  as  follows:  Two  seamen's  divisions,  each  with  two  sub- 
divisions and  one  subdivision  of  boys,  10,722  men;  two  dockyard  divisions 
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of  five  companies  each,  6305  men;  two  torpedo  subdivisions,  2563  men; 
four  seamen-gunner  subdivisions,  2202  men;  two  marine  battalions  of  four 
companies  each,  1201  men;  the  gunnery  staff,  no  men;  torpedo  and  sub- 
marine  mining  staff,  165  men;  surveying  staff,  14  men;  and  clothing  de- 
partment, 167  men;  making  a  total  as  given  above  of  23,449  men. — 
Royal  United  Service. 


THE  NEW  BATTLE-SHIPS. 

Washington,  D.  C,  September  6,  1898. — ^The  anticipation  of  the  Navy 
Department  experts,  who  have  predicted  that  the  contractors  proposing 
to  build  the  battle-ships  Nos.  10,  11  and  12  would  be  able  to  guarantee 
the  highest  speed  yet  secured  in  an  American  vessel  of  this  class,  were 
realized  when  the  bids  for  these  vessels  were  opened  on  the  ist  inst. 
At  this  writing  it  seems  altogether  probable  that  the  Government  will 
award  one  vessel  each  to  the  firm  of  Wm.  Cramp  Sons  of  Philadelphia, 
the  Union  Iron  Works  of  San  Francisco,  and  the  Newport  News  Ship 
Building  and  Dry  Dock  Company.  This  result  is  especially  gratifying  in 
view  of  the  fact  that  the  Department's  original  plans  provided  only  for 
the  construction  of  vessels  capable  of  making  16  knots.  These  plans  were 
opposed  with  much  vigor  by  Chief  Engineer  Melville,  who  insisted  that 
for  the  amount  available  vessels  of  18  and  19  knots  could  be  constructed 
having  greater  radius  of  action  and  an  adequate  coal  capacity.  Chief 
Melville's  representations  were  urged  upon  the  Department  with  so  much 
energy  that  an  informal  notice  was  finally  sent  to  all  probable  bidders  to 
the  effect  that,  other  things  being  equal,  speed  would  be  an  important 
consideration  in  the  awarding  of  contracts.  The  builders  promptly 
responded  to  this  suggestion,  and  it  is  exceedingly  gratifying  to  the 
Department  to  know  that  all  of  the  vessels  to  be  contracted  for  will  have 
a  speed  at  least  2  knots  higher  than  the  original  specifications  called  for. 
Following  is  the  official  summary  of  the  bids  opened: 

J.  H.  Dialogue  &  Co.,  of  Camden,  N.  J. — One  ship  on  Department's 
plans,  speed  16  knots,  delivered  in  ^  months,  price  $2,84o,ooa 

Newport  News  Ship  Building  Company — One  ship  on  Department's 
plans,  speed  16  knots,  delivered  in  31  months,  price  $2,580,000;  one  ship 
on  contractors'  plans,  speed  17  knots,  delivered  in  32  months,  price 
$2,680,000;  one  ship  of  12,850  tons  on  Department's  plans  modified  by 
details  of  Bureau  of  Steam  Engineering,  speed  18  knots,  delivered  in  32 
months,  price  $2,880,000. 

Wm.  Cramp  Ship  Building  Company,  Philadelphia — One  ship  on  De- 
partment's original  plans,  speed  16  knots,  delivered  in  ap  months,  price 
$2,650,000;  two  ships  of  the  same  class  for  $2,625,000  each;  one  ship  of 
11,500  tons  on  contractors'  plans,  speed  17  knots,  delivered  in  33  months, 
price  $2,725,000,  or  two  of  the  same  class  for  $2,700,000  each;  and  cme 
ship  of  12,150  tons  on  contractors'  plans  with  modified  details  of  Bureau 
of  Steam  Engineering,  delivered  in  32  months,  price  $2,885,000,  or  two  o£ 
the  same  class  for  $2,870,000  each.  ^ 

Union  Iron  Works  of  San  Francisco — One  ship  on  Department's  orig- 
inal plans,  speed  16  knots,  delivered  in  31  months,  price  $2,674,000;  one 
ship  on  contractors'  plans,  speed  17  knots,  delivered  in  31  months,  price 
$2,725,000;  one  ship  of  12,200  tons  on  contractors'  plans  with  modified 
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details  of  Bureau  of  Steam  Engineering,  speed  i8  knots,  delivered  in  33 
months,  price  $2,899,000. 

Although  three  of  the  contractors  offered  to  build  battle-ships  of  18 
knots  speed,  all  their  bids  ranged  under  the  maximum  price  fixed  by 
Congress  in  the  last  annual  appropriation  bill  authorizing  these  vessels, 
and  the  Department,  therefore,  need  only  consider  the  proposals  for  the 
highest  rate  of  speed.  As  the  Department  is  always  anxious  to  distribute 
its  contracts  as  widely  as  possible  among  responsible  bidders  in  order  to 
secure  the  earliest  possible  delivery,  and  also  to  keep  the  maximum 
number  of  shipbuilders  in  the  field  for  Government  work,  the  officials 
were  much  gratified  to  find  that,  while  the  bid  of  the  Union  Iron  Works 
was  the  highest  submitted,  yet  it  does  not  exceed  by  over  4  per  cent, 
(the  limit  fixed  by  law  as  a  concession  to  Pacific  Coast  builders)  the  bid 
of  the  Cramps,  hence  one  of  the  vessels  may  be  awarded  to  the  company 
who  have  added  so  much  to  their  reputation  by  the  wonderful  perform- 
ances of  the  Oregon  in  the  late  war.  As  the  Newport  News  Ship  Build- 
ing Company  only  bid  on  one  vessel,  leaving  the  competition  for  the 
other  two  between  the  Union  Iron  Works  and  the  Cramp  Company,  the 
4  per  cent,  provision  comes  in  opportunely  to  enable  the  Department  to 
award  one  vessel  to  each  firm.  There  is  a  possible,  though  not  a  prob- 
able, contingency  that  the  proposition  of  the  Newport  News  Company 
may  be  rejected  because  of  the  unwillingness  of  the  Department  to  adopt 
the  plan  submitted,  which  is  original  with  them,  although  incorporating 
certain  of  the  high  speed  suggestions  of  the  Bureau  of  Steam  Engineering. 
In  case  this  design  is  disapproved  the  Cramp  Company  will  probably  be 
awarded  contracts  for  two  vessels. 

The  new  battle-ships  will  be  at  least  1000  tons  larger  than  the  Illinois 
class,  upon  which  the  original  specifications  were  based.  In  the  original 
design  the  general  characteristics  were  stated  as  follows:  Length  at  normal 
displacement,  368  feet;  molded  breadth  at  water-line,  72  feet;  mean  draft 
at  normal  displacement,  22.5  feet;  normal  displacement,  11,500  tons;  coal 
capacity,  loose  stowage,  1200  tons.  The  Cramp  design  involves  the 
lengthening  of  the  ships  about  15  feet,  which  gives  sufficient  room  for  the 
introduction  of  machinery  with  Niclausse  water-tube  boilers  for  a  speed 
of  18  knots.  It  is  also  believed  that  greater  coal  capacity  will  be  devel- 
oped, and  should  it  prove  practicable  to  decrease  the  thickness  of  the 
armor  plates,  as  a  result  of  the  test  of  Krupp  plates  now  in  progress,  a 
very  material  increase  in  steaming  radius  would  be  secured. 

The  Newport  News  Company  also  propose  to  lengthen  the  Depart- 
ment's designs  nearly  20  feet,  increasing  the  displacement  to  about  12,500 
tons.     Cylindrical  boilers  will  be  used  with  Powden  forced  draft. 

The  Union  Iron  Works  adopted  the  suggestion  of  the  Bureau  of  Steam 
Engineering  as  to  the  lengthening  of  the  hull,  and  will  employ  Ward 
water-tube  boilers,  which  they  originally  placed  in  the  coast-defense 
vessel  Monterey,  which  was  built  by  this  firm  at  San  Francisco  in  1890. 
These  boilers  have  given  excellent  satisfaction,  the  reports  showing 
economy  of  fuel  in  addition  to  ability  to  get  up  steam  in  the  shortest 
possible  space  of  time.  The  experience  of  Admiral  Sampson's  fleet  in 
destroying  the  Spanish  squadron  off  Santiago  has  demonstrated  the  im- 
portance of  being  able  to  make  steam  rapidly  from  cold  water,  and  the 
water-tube  boiler,  which  has  been  strongly  advocated  for  battle-ships  by 
Chief  Engineer  Melville  for  more  than  a  decade,  has  received  a  decided 
impetus. — Iron  Age, 
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SHIPS  OF  WAR. 

[Argentine.] 
The  Argentine  Cruiser  General  San  Martin. 

This  vessel  was  constructed  and  completely  finished  by  Messrs.  Orlando 
Brothers  in  their  dockyard  at  Leghorn.  Her  principal  dimensions  are  as 
follow:  Length  between  perpendiculars,  lOO  metres  (328  feet);  beam,  18.71 
metres  (61  feet  10  inches);  depth  moulded,  12.19  metres  (40  feet);  mean 
normal  draught,  7.10  metres  (23  feet  35^  inches);  displacement,  6882  tons. 
The  hull  is  of  Siemens-Martin  steel  with  a  double  cellular  bottom,  divided 
by  numerous  water-tight  compartments  and  by  numerous  water-tight 
transverse  bulkheads  into  fifteen  main  water-tight  compartments. 

The  protection  consists  of  an  armored  belt  2.75  metres  (9  feet)  in  depth, 
of  a  maximum  thickness  of  150  millimetres  (5.90  inches),  extending  right 
fore  and  aft,  and  6  feet  below  the  load  water-line.  In  the  central  part  of 
the  ship  this  side  armor  is  increased  up  to  the  upper  deck,  forming  a 
redoubt  which  is  closed  in  at  the  two  ends  by  armored  bulkheads  120 
millimetres  (4.72  inches)  in  thickness,  and  extending  from  the  lower  to 
the  upper  deck.  The  turrets  of  the  large  guns  are  within  the  redoubt 
thus  formed,  as  well  as  the  broadside  quick-firers.  An  armored  deck  of 
turtle-back  form,  and  of  the  mean  thickness  of  37  millimetres  (146  inches), 
runs  from  stem  to  stern.  The  upper  deck,  within  the  redoubt,  is  also 
covered  with  a  plate  40  millimetres  (1.58  inch)  thick,  while  the  lower 
deck  outside  the  redoubt  has  one  plate  20  millimetres  (0.79  inch)  thick. 
For  the  length  of  the  engine  and  boiler-rooms  the  double-bottom  con- 
struction extends  up  the  side  of  the  ship  to  the  underside  of  the  armored 
deck,  and  from  this  point  to  the  gun  deck  there  is  a  cofferdam  at  each 
side.  The  nickel-steel  plates  used  for  armor  were  manufactured  by  the 
Societa  degli  Alti  Fomi  Fonderie  e  Acciaierie  at  Temi,  with  a  special 
process  of  cementation  similar  to  Harvey's. 

The  armament  of  the  General  San  Martin  is  as  follows:  Four'gons  of 
203  millimetres  (8  inches)  calibre,  situated  in  pairs  on  two  revolving 
armored  turrets,  102  millimetres  (4  inches)  thick,  at  the  end  of  the  redoubt, 
with  the  very  wide  angle  of  training  of  274  degrees;  ten  guns  of  15a 
millimetres  (6  inches)  arranged  in  battery  on  the  redoubt,  with  an  arc  of 
no  degrees,  the  fore  and  aft  guns  being  able  to  fire  in  the  line  of  keel; 
six  guns  120  millimetres  (4  feet  7  inches)  on  the  upper  deck,  the  central 
weapons  having  an  arc  of  130  degrees,  the  bow  and  stem  guns  155  de- 
grees, and  firing  in  the  line  of  keel.  Twelve  guns  of  57  millimetres,  ten 
Maxim  machine  guns  of  37  millimetres,  two  landing  guns  75  millimetres, 
two  landing  mitralleuses  of  rifle  calibre,  and  four  torpedo  tubes  on  the 
broadside  on  the  lower  deck  for  discharging  18-inch  torpedoes.  Most  of 
the  artillery  was  furnished  by  Messrs.  Armstrong,  of  Pozzuoli,  and  is  all 
according  to  the  latest  models,  wire  construction,  single  movement  ped- 
estal mounting  with  quick  double  electric  or  percussion  firing.  White- 
head, of  Fiume,  furnished  the  torpedo-launching  tubes  for  firing  with 
cordite. 

The  magazines  are  very  large,  the  various  kinds  of  projectiles  and 
charges  and  cartridges  being  arranged  in  separate  rooms.  The  ammuni- 
tion service,  studied  by  Messrs.  Orlando  with  the  greatest  care,  together 


PROFESSIONAL   NOTES.  543 

with  the  arrangement  and  distribution  of  the  projectiles,  is  performed  by 
i6  vertical  and  inclined  elevators  of  a  special  type,  constructed  according 
to  the  designs  of  Messrs.  Orlando,  and  furnished,  along  with  their  hand 
and  electric  motors,  by  the  Societa  Nazionale  delle  Officine  di  Savigliano, 
of  Turin. 

Electric  motors  for  the  service  of  the  turrets,  combined  with  hand  and 
speed-regulating  gears,  insures  rapidity  in  working  and  instant  stopping. 

The  crew  consists  of  500  men  and  40  officers.  The  admiral's  apartment 
includes  a  stateroom  and  a  dining-room.  The  officers*  messroom  is  in 
carved  wood  and  inlaid  in  the  Italian  style.  The  ventilation  of  all  the 
rooms  is  by  a  distribution  of  ventilating  tubes  and  other  mechanical 
apparatus. 

The  electric  plant  for  illumination  and  transmission  of  energy  for  the 
service  of  the  artillery  and  projectors  consists  of  five  compound-wound 
dynamos  of  300  amperes  and  80  volts,  coupled  to  vertical  compound 
tandem  engines  furnished  by  Franco  Tosi,  of  Legnano.  Two  are  arranged 
over  and  two  under  the  armored  deck.  The  dynamos  are  interchangeable. 
There  are  700  lamps  and  four  reflectors  of  16  lamps  for  overboard 
illumination  during  coaling;  five  projectors  of  Schuckert's  type  with 
parabolic  mirrors  arranged  as  follows:  One  on  the  mast  of  750  milli- 
metres (29.5  inches)  with  360  degrees  range  of  view;  four  of  600  milli- 
metres (23.62  inches)  in  the  battery  with  180  degrees  range.  The  foretop 
searchlight  is  to  be  operated  from  a  distance  by  electric  motors. 

The  propelling  machinery,  furnished  by  the  Societi  Industriale  Napole- 
tana  Hawthorn  Guppy,  of  Naples,  consists  of  two  sets  of  triple-expansion 
vertical  engines  with  three  inverted  cylinders  of  1.04  metres  (42  inches), 
1. 610  metres  (63.38  inches),  and  2.360  metres  (82.91  inches)  diameter  and 
1. 17  metres  (46  inches)  stroke.  The  high-pressure  cylinder  has  a  piston 
valve,  the  others  ordinary  slide  valves,  and  Joy's  assistant  cylinders.  The 
cylinders  are  all  steam-jacketed.  The  slide  motion  is  with  double  bar 
links  on  the  Stephenson  system,  and  the  starting  motion  includes  steam 
and  hand  independent  apparatus.  The  two  main  condensers,  of  gun  metal, 
have  a  cooling  surface  of  16,000  square  feet.  The  circulation  water  is 
provided  by  two  centrifugal  pumps  of  1.22  metres  (48  inches)  diameter, 
driven  by  independent  compound  engines.  They  have  each  of  them  an 
auxiliary  air  pump.  The  two  single-acting  main  air  pumps,  with  cylinders 
686  millimetres  (27  inches)  in  diameter  by  533  millimetres  (21.78  inches) 
stroke,  are  driven  by  side  levers  from  the  intermediate  cylinder  crosshead. 
Two  main  Worth ington  feed  pumps  draw  from  hot  wells  or  from  the 
compartments  of  the  double  bottom  fitted  as  fresh  water  tanks.  Two 
centrifugal  ventilators  of  1.22  metres  (48  inches)  diameter  are  fitted  for 
ventilating  the  engine-rooms. 

The  two  propellers  are  of  gun-metal,  each  with  four  blades,  and  have  a 
diameter  of  4876  metres  (16  feet)  and  a  pitch  of  7.190  metres  (23  feet  7 
inches). 

Steam  is  provided  by  two  groups  of  four  boilers  situated  abaft  and 
forward  of  the  engines.  The  communication  is  through  a  tunnel  fitted 
with  water-tight  doors.  As  in  the  engine  compartment,  there  is  a  centre 
line  longitudinal  water-tight  bulkhead,  so  that  each  pair  of  boilers  are  in 
a  separate  compartment.  All  the  boilers  are  single-ended,  the  four  for- 
ward boilers  and  the  first  two  abaft  the  engines  having  a  diameter  of 
4.74  metres  (15  feet  65/2  inches)  with  four  Fox's  furnaces  1.019  metres 
(39  inches)  diameter.    The  total  grate  surface  is  72  square  metres  (775 
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square  feet),  and  the  heating  surface  1997  square  metres  (21,427  square 
feet).  The  steam  pressure  is  155  lbs.  to  the  square  inch.  For  the  forced 
draught  every  boiler  is  provided  with  an  under-grate  blowing  centrihigal 
ventilator,  while  steam  elevators  and  hydraulic  ejectors  perform  the  ash 
service.  The  two  funnels  have  a  diameter  of  2.438  metres  (8  feet),  with 
a  height  of  22.90  metres  (75  feet)  from  the  grate  level. 

Four  Worthington  auxiliary  feed  pumps  of  127  millimetres  (4.99  inches) 
diameter  are  placed  in  the  boiler-rooms,  and  two  of  similar  size  for  the 
bilge,  and  two  of  178  millimetres  (7  inches)  diameter  for  the  fire  service. 

There  is  an  auxiliary  boiler,  2.43  metres  (8  feet)  in  diameter,  arranged 
on  the  armored  deck;  it  has  two  furnaces  with  a  grate  surface  of  25  square 
feet,  while  it  has  a  heating  surface  of  629  square  feet,  and  works  at  155 
lbs.  pressure. 

The  bunkers  are  arranged  on  and  beneath  the  armored  deck,  and  have 
a  respective  capacity  of  673.2  and  638.4  metres,  in  all  131 1.66  metres  (about 
46,300  cubic  feet). 

Amongst  the  auxiliary  machinery  on  board  is  a  380-millimetre  (15-inch) 
Worthington  steam  exhaust  pump,  two  Yaryon  distillers,  each  with  a 
capacity  of  30  tons  of  water  per  24  hours;  several  Dawton  service  and  fire 
pumps;  a  vertical  double-cylinder  engine,  300  millimetres  (11. 18  inches) 
in  diameter,  for  the  anchor  service,  acting  independently;  three  large 
windlass  heads  and  a  central  capstan;  a  double  independent  service  of 
steam-steering  engines,  arranged  under  the  armored  deck  in  two  com- 
partments, a  two-cylinder  mooring  winch  with  228-millimetre  (9-inch) 
cylinders,  and  a  large  workshop  for  repairs,  the  machinery  being  driven 
by  electric  engines.  We  may  also  note  the  landing  gear  for  152-milli- 
metre guns,  those  for  the  torpedo  manoeuvring,  the  electric  gear  for 
transmission  of  the  orders  to  the  artillery,  the  electric  gear  (Molinari's 
system),  showing  the  engine  revolutions,  all  of  them  arranged  on  the 
conning  bridge  and  in  the  armored  turret. 

The  General  San  Martin  has  10  boats,  of  which  two  are  steam  cutters 
and  four  lifeboats,  all  to  be  worked  by  steam  derricks  and  davits.  There 
is  a  mooring  winch  provided  with  suitable  drums  for  wire  cable.  All  the 
gear  was  submitted  by  Messrs.  Orlando  to  severe  tests,  under  the  survey 
of  a  commission  of  Argentine  officers  presided  over  by  the  Commander 
Sir  Manuel  Jose  Garcia,  and  before  by  the  Comodoro  Martin  Rivadavia, 
who  signed  the  contract  of  this  ship. 

The  trials  of  the  artillery  took  place  on  February  2,  3,  4  and  5  at  Spezia, 
under  the  control  of  the  Royal  Italian  navy,  and  with  the  assistance  of 
Argentine  officers,  and  the  results  proved  most  satisfactory.  Neither  the 
ship  nor  the  inside  fittings  underwent  the  slightest  damage  during  the 
firing  of  the  powerful  artillery,  and  the  solidity  of  the  construction,  as 
well  as  the  great  military  value  of  the  ship,  was  thereby  well  tested. 
Equally  satisfactory  proved  the  trials  of  illumination,  of  the  firing  of 
torpedoes,  and  the  working  of  the  projectors,  as  well  as  those  of  the 
electric  firing  of  the  guns,  which  executed  a  simultaneous  firing  of  eight 
guns,  say  five  guns  of  152  millimetres  and  three  guns  of  120  millimetres 
from  the  same  side,  without  causing  the  least  damage  to  any  part  of  the 
ship. 

Three  speed  and  engine  trials  were  carried  out  under  the  direction  of 
the  naval  architects  and  mechanical  engineers,  Messrs.  Giuseppe  and 
Salvatore  Orlando,  as  representatives  of  their  firm,  and  of  Mr.  Fowley, 
representing   the   firm   Hawthorn   Guppy.    The   ship   was   entrusted   to 
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Commander  Cap.  Chiodo,  under  the  control  of  the  Argentine  Commission, 
presided  over  by  Commander  Manuel  Jose  Garcia,  who,  owing  to  the 
excellent  results  obtained,  considered  these  three  preliminary  trials  as 
definite  and  conclusive. 

The  first  six  hours*  natural-draught  trial  took  place  on  February  8,  on 
the  following  course,  viz.  Scoglio  Ferale-Torre  Guardiola,  2.20  nautical 
miles  of  the  beautiful  Gulf  of  Spezia.  The  medium  draught  of  the  ship 
was  7.155  metres,  somewhat  in  excess  of  the  normal. 

The  sea  was  "  agitated,"  there  being  a  strong  north  wind  blowing.  The 
result  was  as  follows,  viz.:  Mean  speed,  18.071  knots;  maximum  speed, 
18.439  knots;  mean  revolutions,  93.87;  maximum  revolutions,  95.5;  mean 
indicated  horse-power,  8285.8;  maximum  indicated  horse-power,  8832; 
slip  of  propeller,  17  per  cent. ;  coal  consumption  per  indicated  horse-power, 
0.083  kg.  (1.77  lbs.);  mean  pressure  in  the  boilers,  144.2  lbs.;  mean  pres- 
sure at  the  valve  chests,  139.86  lbs. 

The  second  trial  at  progressive  speeds,  from  10  to  18  knots,  took  place 
on  the  course  Scuola-Tino  (1.005  nautical  miles),  oflF  the  Gulf  of  Spezia, 
on  February  16,  and  served  to  trace  the  real  speed  curve  and  to  ascertain 
the  slip  of  the  screws.  The  mean  draught  of  7. 131  metres  was  also  in  that 
instance  in  excess  of  the  normal  one,  while  a  slight  west-southwest  wind 
kept  the  sea  rather  rough.  The  depth  of  water,  which  is  shallow,  evi- 
dently influenced  the  speed  adversely.  The  results  obtained  were  from 
10.021  knots  up  to  18.17  knots;  48.3  revolutions  up  to  92.84  revolutions; 
1124.47  I-  H.  P.  up  to  8285  indicated  horse-power;  slip,  10  to  17  per  cent. 

In  the  two  hours*  forced-draught  trial  of  March  22  on  the  original 
course  of  2.2  miles — with  a  mean  draught  of  7.12  metres — the  mean  speed 
of  19.68  knots  and  the  maximum  speed  of  20.06  knots  was  obtained  with 
104  revolutions  and  12,436.5  indicated  horse-power.  The  air  pressure  was 
on  the  average  25.6  millimetres  (i  inch)  of  water,  while  the  contract  per- 
mitted 40  millimetres  (1.6  inch).  Not  the  slightest  damage  occurred  either 
to  the  engines  or  the  boilers,  which  maintained  the  almost  constant  pres- 
sure of  148  lbs.  It  is  noteworthy  that  during  the  trial  the  regulating 
valve  maintained  the  same  opening,  and  that  among  the  steam  jackets 
only  the  high-pressure  one  was  supplied  with  steam.  There  was  no 
serious  vibration,  and  all  went  on,  as  in  the  preceding  trials,  with  the 
greatest  regularity.  In  consequence  of  such  good  results,  the  Argentine 
Commission  expressed  to  Messrs.  Orlando  their  highest  satisfaction. 
The  designs  of  the  hull  are  by  Mr.  Masdea,  inspector  of  the  Royal  Italian 
navy.  The  modifications  relating  to  the  armament  were  studied  and  exe- 
cuted by  Messrs.  Orlando,  agreeably  to  the  wishes  expressed  by  Como- 
doro  Martin  Rivadavia,  of  the  Argentine  navy.  In  the  same  dockyard 
at  Leghorn  is  now  in  an  advanced  stage  of  armament  another  armored 
cruiser,  the  General  Belgrano,  also  for  the  Argentine  government. — 
Engineering. 

[Austria.] 
The  Austro-Hungarian  Torpedo-boat  Boa. 

The  Boa,  sister  ship  to  the  Viper,  and  one  of  four  vessels  ordered  by  the 
Austro-Hungarian  government  in  consequence  of  the  results  obtained 
with  the  latter,  made  an  unofficial  trial,  or  rather  pleasure  trip,  from 
Greenwich  Pier  round  the  Nore  lightship  and  back  on  Tuesday  last. 

The  Boa  differs  but  little  from  the  Viper.    She  is,  however,  some  5 


546  PROFESSIONAL   NOTES. 

feet  longer  and  6  inches  wider,  being  152  feet  6  inches  long,  with  15  feet 
3  inches  in  beam.  She  is  propelled  by  a  single  screw  driven  by  a  three- 
cylinder  triple-expansion  engine,  with  diameters  18  inches,  26  inches  and 
39H  inches  by  18  inches  stroke.  The  engines  are  nominally  of  2000 
horse-power,  and  make  at  full  speed  some  340  revolutions  per  minute. 
Carrying  a  load  of  44  tons,  which  brings  her  down  to  maximum  service 
draught,  she  made  on  her  three  hours'  official  trial  a  speed  of  24.265 
knots,  the  steam  pressure  being  180  lbs.  and  the  air  pressure  only  ^  inch. 
This  figure  is  particularly  noteworthy;  the  ease  with  which  the  boilers 
make  steam  is  quite  remarkable.  When  running  at  some  15  to  16  knots 
at  natural  draught  on  Tuesday  we  found  the  firemen  lolling  and  the  fire- 
doors  half  open.  The  boilers  are  placed  face  to  face.  A  description 
which  we  believe  is  practically  correct  for  the  present  case  will  be  found 
in  the  issue  of  The  Engineer  above  referred  to.  We  note  from  that  that 
the  heating  surface  is  1868  square  feet  in  each  boiler,  and  the  grate  area 
35  square  feet  in  each.  The  boilers  are,  of  course,  of  the  Yarrow  type, 
and  have  two  fire-doors  and  a  common  grate  each.  The  pressure  fan  is 
placed  horizontally  in  the  raised  "  roof "  of  the  stokehold,  and  is  driven 
by  means  of  a  vertical  shaft  by  a  small  single  engine  placed  on  the  floor 
of  the  hold.  The  bunkers  on  each  side  of  the  hold  carry  sufficient  coal 
to  give  a  radius  of  action  of  1500  knots  at  lo-knots  speed.  Her  arma- 
ment consists  of  three  18-inch  swivel  torpedo  tubes — two  placed  on  each 
side  of  the  bow  some  distance  behind  the  turtle-back  and  one  at  the  stem; 
and  two  3-pounder  quick-firing  guns  mounted  on  pedestals  almost  touch- 
ing the  conning  tower  on  either  side,  and  consequently  just  behind  the 
turtle-back.  Rails  for  the  transport  of  the  torpedoes  run  all  around  the 
deck. 

The  vessel  is  constructed  throughout  of  mild  steel,  about  Ji  inch  thick, 
the  plates  for  the  hull  proper  being  galvanized.  It  will  probably  be 
noticed  by  our  readers  who  turn  up  the  description  of  the  Viper's  trials 
that  she  reached  a  maximum  speed  of  26.786  knots,  making  386.46  revolu- 
tions per  minute.  They  must  not,  however,  overlook  the  fact  that  the 
Viper  carried  then  only  26  tons,  whereas  the  Boa,  as  we  have  already  said, 
carried  44  tons.  There  can  be  no  question  that  the  latter  vessel  with  a 
decreased  load  could  attain  approximately  the  same  speed  as  her  sister, 
although  her  horse-power  is  no  greater  and  her  length  and  beam  are 
increased. 

The  vessel  ran  for  the  greater  part  of  the  time  at  a  nominal  half-speed, 
or  thereabouts,  between  12  and  15  knots,  and  at  that  speed  there  was 
absolutely  no  vibration,  and  even  on  the  short  spurts  at  higher  speeds, 
which  were  made  when  more  open  water  was  reached,  only-  a  slight 
tremor  was  appreciable.  This  result  has,  we  believe  we  are  correct  in 
saying,  been  attained  without  the  introduction  of  any  special  balancing 
arrangements  other  than  those  secured  by  a  careful  proportioning  of  tke 
weights  of  reciprocating  parts. — The  Engineer,  Sept.  23,  1898. 

[Brazil.] 

On  the  i8th  June  the  new  battle-ship  Marechal  Deodoro  was  launched 
from  the  Chantiers  de  la  Seyne,  near  Toulon,  for  this  government  The 
Deodora  and  her  sister  ship  the  Floriano  are  small  ironclads  of  only  3162 
tons  displacement,  but  in  their  way  they  are  formidable  little  vessels. 
Their  dimensions  are  as  follows:  Length,  267  feet  6  inches;  beam»  48  feet; 
draught,   13  feet  2  inches.    The  engines  are  to  develop  3400  I.  H.  P., 
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giving  a  speed  of  14  knots  under  natural  draught  and  15  knots  under 
modified  forced  draught;  the  boilers  will  be  water-tube,  on  the  Lagrafel 
and  D'Allest  system.  Protection  is  afforded  by  a  complete  water-line  belt 
of  Harveyized  steel,  5  feet  deep,  of  which  2  feet  is  above  the  water  at 
ordinary  draught;  the  thickness  of  the  upper  part  of  this  belt  amidships 
is  14  inches,  and  of  the  lower  part  6  inches,  while  the  whole  belt  tapers 
at  the  extremities  to  4  inches;  there  is  also  a  1.5-inch  armored  deck,  ex- 
tending the  whole  length  of  the  ship.  The  two  turrets  are  protected  by 
^.2-inch  plates  of  hardened  steel,  and  work  inside  a  barbette  protected  by 
7-inch  steel,  into  which  lead  the  armored  ammunition  tubes,  etc.  The 
armament  consists  of  two  24-centimetre  (9.4-inch)  Armstrongs,  mounted 
in  the  turrets,  one  forward  and  one  aft,  with  an  arc  of  training  of  250 
degrees;  the  turrets  can  be  worked  either  by  hand  or  electricity,  while 
the  ammunition  hoists  are  also  worked  by  electricity;  there  are  four  4.7- 
inch  Q.  F.  guns  in  small  casemates,  protected  by  2.9-inch  armor — one  on 
€ach  beam  immediately  abaft  the  fore  turret  and  one  on  each  beam  im- 
mediately before  the  after  turret,  with  two  6-inch  howitzers,  mounted  one 
forward  and  one  aft  on  the  spar  deck,  and  six  6-pounders  and  i-pounder 
Q.  F.  guns,  with  two  submerged  torpedo-tubes.  The  conning  tower  is 
protected  by  4-inch  armor,  as  are  also  all  the  combings  of  the  openings 
through  the  armored  deck. 

The  torpedo  cruiser  Tamoyo,  of  1000  tons  displacement,  7000  I.  H.  P. 
and  23  knots'  speed,  was  launched  from  the  Germania  Yard  at  Kiel  on  the 
26th  May.  She  is  269  feet  long,  with  a  beam  of  28  feet  10  inches,  and  her 
armament  will  consist  of  two  3.9-inch,  six  2.2-inch,  two  14-inch  guns 
(all  Q.  F.),  with  two  machine  guns. — Le  Yacht, 

[China.] 

A  35.2-Knot  Torpedo-boat. 

A  cable  dispatch  says  that  the  extraordinary  record  40.8  miles  an  hour 
was  made  at  the  second  trials  of  the  torpedo-boat  destroyer  Hai  Lung, 
just  built  at  Elbing,  Germany,  by  the  Schichau  works  for  the  Chinese 
government.  The  runs  were  made  in  the  open  sea  between  the  light- 
houses at  Pillau  and  Briisterort,  which  are  19  knots  apart.  The  wind 
was  fresh  (five  by  the  scale)  and  there  was  considerable  sea  on.  The  Hai 
Lung,  according  to  the  Kolnische  Zeitung,  traversed  the  course  several 
times,  the  average  time  for  the  runs  being  32  minutes  28  seconds,  which 
gave  a  speed  of  35.2  knots,  or  68  kilometers,  or  40.8  statute  miles.  This 
exceeds  by  far  any  speed  heretofore  made  on  the  water,  surpassing  even 
the  best  performance  of  the  Turbinia. — Scientific  American, 

[England.] 

Launch  of  H.  M.  S.  Ocean. 

The  Ocean,  battle-ship,  was  launched  at  Devonport  on  July  Sth  by 
Princess  Louise,  Marchioness  of  Lome,  in  the  presence  of  enormous 
crowds  of  spectators.  Great  interest  was  taken  in  the  event  at  Devonport 
and  throughout  the  neighborhood,  and  excursion  trains  were  run  by  the 
railway  companies  from  various  parts  of  Devon  and  Cornwall.  Twenty- 
five  thousand  persons  are  officially  estimated  to  have  entered  the  dockyard. 

The  naming  ceremony  was  successfully  performed  by  the  Princess,  and 
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she  was  then  presented  by  Rear-Admiral  Carr  with  a  mallet  and  chisel 
enclosed  in  a  handsomely  carved  box  which  had  been  made  in  the  dock- 
yard. Then  came  a  weary  and  anxious  period  of  waiting.  According  to 
the  programme  the  launch  should  have  taken  place  at  5.50,  but  it  was 
not  effected  until  twenty  minutes  past  six.  The  delay  was  due  to  the 
fact  that  earlier  in  the  day  the  vessel  had  begun  to  slide  down.  It  was 
found  at  two  o'clock  that  she  had  moved  ^  inch,  and  it  was  then  decided 
to  replace  the  blocks  which  had  been  removed  in  readiness  for  the  laundi. 
The  ship  then  settled  down  upon  the  blocks,  and  when  the  time  came 
for  launching  her  it  was  found  necessary  to  split  them  up.  Owing  to  the 
rising  tide  two  or  three  blocks  became  submerged  and  could  not  be 
removed,  and  the  Ocean  cut  these  up  as  she  passed  over  them  into  the 
water.  The  cord  holding  the  weights  by  which  the  dogshores  were  to  be 
knocked  away  was  severed  by  Princess  Louise  at  twenty  minutes  past  six, 
just  as  the  tide  was  at  its  height,  and  the  vessel  at  once  slid  gracefully 
into  the  water  amid  the  cheers  of  the  thousands  of  spectators. — Tk$ 
Engineer, 

H.  M.  S.  Amphitrite. 

The  Amphitrite  is  435  feet  in  length  between  perpendiculars,  but  the 
overhanging  stern  and  the  projecting  ram  make  the  leng^  over  all  463 
feet.  Her  beam  over  the  sheathing  is  69  feet,  and  her  moulded  depth 
to  the  upper  deck  is  39  feet  9  inches.  The  mean  load  draught  of  the  vessel 
is  25  feet  3  inches,  at  which  draught  the  displacement  is  11,000  tons.  The 
hull  of  the  vessel  is  constructed  of  Siemens-Martin  steel,  the  heavy  ex- 
ternal framing  of  the  bow  and  stern  as  well  as  the  propeller  brackets  and 
the  rudder  frame  being  phosphor-bronze  castings.  The  rudder  is  of  the 
balanced  type,  and  the  stern  curved  outwards  under  the  water,  so  as  to 
form  a  formidable  ram;  up  to  a  height  of  about  9  feet  above  the  water 
line  the  steel  shell  of  the  vessel  is  sheathed  with  teak  planking  and  cop- 
pered. Two  long  bilge  keels  to  prevent  rolling  are  also  fitted.  The 
vessel's  bottom,  amidships,  is  constructed  on  the  cellular  principle,  the 
inner  skin  being  carried  from  the  protective  deck  at  one  side  down  and 
up  to  the  protective  deck  at  the  other  side.  The  double  bottom  is  minutely 
sub-divided  into  water-tight  compartments.  By  water-tight  bulkheads 
and  water-tight  flats  the  vessel  is  thoroughly  closely  subdivided.  The 
protection  consists  of  a  curved  armored  deck  of  steel  plating  4  indies 
thick  at  the  crown,  which  extends  the  whole  length  of  the  vessel.  Under 
this  deck,  which  is  raised  in  way  of  the  engines,  are  also  placed  the 
steering  engines  and  gear,  the  capstan  engines,  the  air-compressing  ma- 
chinery, and  all  the  magazines,  shell-rooms  and  torpedo-rooms.  The  coal 
bunkers,  which  have  a  capacity  of  over  2000  tons  of  coal,  are  arranged 
along  the  sides  of  the  boiler-rooms  and  along  the  sides  of  the  vessel  on 
the  protective  deck  above  the  engines  and  boilers. 

The  armament  of  the  vessel,  as  will  be  seen  from  the  statement,  is  of  a 
most  powerful  description.  There  are  sixteen  6-inch  quick-firing  guns, 
twelve  i2-pounder  quick-firing  guns,  three  3-pounder  quick-firing  guns, 
two  i2-pounder  boat  and  field  guns,  and  eight  045-inch  Maxim  machine 
guns.  The  6-inch  guns  are  mounted  as  follows:  Two  on  the  forecastle 
head,  two  on  the  upper  deck  aft,  the  remaining  twelve  being  mounted  on 
the  broadside  in  armored  casemates  constructed  of  Harveyed  steel  armor, 
6  inches  thick.  Of  these  twelve  casemates,  eight  are  on  the  main  deck 
level  and  four  on  the  upper  deck  level.    The  12-pounder  guns  are  mounted 
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four  on  each  broadside  on  the  upper  deck,  two  on  the  upper  deck  under 
the  forecastle  and  two  right  aft  on  the  main  deck.  The  3-pounder  guns 
are  mounted  on  the  boat  platform  deck.  The  Amphitrite  is  fitted  with 
two  under-watcr  broadside  torpedo  tubes,  placed  under  the  protective  deck 
in  a  special  compartment  forward.  The  6-inch  guns  and  12-pounder  guns 
will  be  supplied  with  ammunition  through  armored  tubes,  extending  from 
the  protective  deck  to  the  deck  on  which  the  guns  are  worked.  An 
ammunition  passage  is  arranged  on  each  side  of  the  ship,  extending  for 
the  whole  length  of  the  machinery  space  below  the  protective  deck.  The 
passage  is  completely  protected  by  coal  on  top,  sides  and  bottom,  so 
that  the  ammunition  need  never  be  exposed  to  gun-fire  in  its  course  from 
the  magazines  to  the  guns. 

The  conning  tower  is  placed  forward  and  is  built  of  Harveyed  steel 
armor  12  inches  thick.  From  it  are  led  voice  pipes,  telegraphs,  etc.,  down 
through  a  forged  steel  tube  7  inches  thick  to  the  protective  deck,  and  for- 
ward and  aft  underneath  this  deck  to  the  engine-room,  torpedo-rooms  and 
steering  positions.  Above  the  conning  tower  is  a  navigating  bridge  with 
chart-room,  steering  standard,  telegraphs,  etc.,  required  in  the  ordinary 
navigating  of  the  ship.  The  vessel  is  fitted  with  two  steel  masts.  Unlike 
her  larger  sister  ship,  the  Powerful,  these  are  not  fitted  with  fighting  tops, 
but  on  the  top  of  the  mainmast  pole  is  fitted  large  semaphore  signalling 
apparatus.  There  are  five  steam  steering  positions,  one  on  the  forward 
navigating  bridge,  one  on  the  aft  bridge,  one  in  the  conning  tower,  and 
two  under  the  protective  deck.  Efficient  hand  gear  is  also  fitted  aft  under 
the  protective  deck. 

The  vessel  is  lighted  throughout  with  electricity,  there  being  three 
dynamos  supplying  six  powerful  searchlights  and  the  incandescent  lights, 
which  number  about  85a  The  searchlights  are  placed  one  in  special  top 
on  each  mast  and  two  on  each  bridge.  The  ventilation,  both  natural  and 
artificial,  is  most  complete;  there  are  four  large  ventilating  steam  fans  for 
ventilating  the  main  spaces  of  the  ship,  and  one  electric  fan  for  cabin 
ventilation.  On  the  deck  are  arranged  two  boat-hoisting  engines  and  two 
coal-hoisting  engines,  heavy  derricks  being  also  fitted  for  hoisting  the 
boats  inboard  and  over  the  side.  The  boats,  which  are  fourteen  in  num- 
ber, include  a  56-foot  steam  pinnace  and  two  steam  launches,  which  are 
stowed  on  a  steel  boat  deck,  extending  from  the  forecastle  to  the  after 
bridge.  The  total  complement  of  the  vessel,  including  the  admiral's 
retinue,  will  be  718  men,  for  whose  comfort  every  provision  is  made.  The 
officers'  quarters,  which  include  a  spacious  suite  for  the  admiral,  are 
arranged  mostly  on  the  main  deck  abaft  the  machinery,  the  crew  and  petty 
officers  being  accommodated. — The  Engineer,  July  15,  1898. 

H.  M.  S.  Albion. 

The  battle-ship  Albion,  the  launch  of  which  lately  was  attended  by  a 
terrible  catastrophe,  is  a  vessel  of  the  Canopus  class  which  has  been 
built  by  the  Thames  Iron  Works  and  Shipbuilding  Company,  at  Black- 
wall,  to  the  order  of  the  government.  Like  others  of  her  class,  she  is 
2go  feet  long  between  perpendiculars,  74  feet  wide,  and  will  have  a  draught 
of  water  26  feet,  at  which  her  calculated  displacement  is  nearly  13,000  tons. 
The  order  for  the  Albion  and  her  sister  vessels  was  given  out  in  July, 
1896.  The  other  ships  of  the  class  originally  ordered  are  the  Canopus, 
built  at  Portsmouth,  the  Goliath  at  Chatham,  the  Ocean  at  Devonport, 
and  the  Glory  at  Laird's,  Birkenhead.    A  sixth  ship,  the  Vengeance,  was 
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added  to  the  class  after  the  navy  estimates  for  1897  had  been  first  put 
forward,  the  cost  of  her  construction  for  the  year  being  included  in  an 
additional  half-million  asked  for  when  the  shipbuilding  vote  came  on  in 
the  House  somewhat  late  in  the  session.  The  last-named  vessel  has  been 
put  out  to  contract  with  Messrs.  Vickers,  Sons  and  Maxim,  at  their  newly- 
acquired  yard,  once  the  property  of  the  Barrow  Shipbuilding  Company. 

According  to  the  official  programme  the  Albion  was  not  to  have  been 
launched  before  July,  but  circumstances  which  have  been  considered  of 
sufficient  importance  by  the  Admiralty  have  hastened  the  event.  As  a 
consequence  the  ship  is  in  a  very  unfinished  state.  Little  of  the  armor 
is  in  place,  and  the  casemates  are  mostly  not  in  position.  The  belt  armor 
is  of  6-inch  Harveyed  steel  and  extends  over  a  length  of  196  feet,  protect- 
ing the  side  for  5  feet  below  and  9  feet  above  the  water-line.  It  is  backed 
by  4  inches  of  teak  and  has  also  two  thicknesses  of  ^-inch  plating.  At 
the  ends  of  this  protected  length  are  athwartship  bulkheads,  also  of 
Harveyed  steel  plates,  12  inches,  10  inches  and  8  inches  in  thickness. 
These  join  the  two  sides  of  the  belt  and  connect  also  with  the  two  bar- 
bettes which  form  positions  for  the  principal  armament.  The  arrange- 
ment of  the  armored  deck  is  similar  to  that  now  adopted  by  the  Admiralty 
for  battle-ships,  the  deck  being  joined  at  its  outer  edges  to  the  bottom  of 
the  belt,  but  having  transversely  sufficient  rise  to  bring  the  central  part  2 
feet  6  inches  above  the  water-line.  The  main  and  middle  decks  are  also 
protected  by  plates  ^  inch  and  i  inch  thick.  The  6-inch  guns  are 
mounted  in  casemates  in  the  way  now  usual  for  guns  of  this  nature,  hav- 
ing 6-inch  armor  at  the  sides;  whilst  inboard  they  are  partitioned  off  by 
a  double  thickness  of  i-inch  plating.  The  forward  and  after  casemates 
are  sponsoned  out  sufficiently  to  allow  a  line  of  fire  directly  ahead  in  the 
case  of  the  forward  guns  and  directly  astern  in  the  case  of  the  after  guns» 
the  angle  commanded  in  both  instances  being  120  degrees.  The  barbettes 
are  armored  on  the  upper  parts  with  12-inch  Harveyed  steel  plates,  the 
lower  tiers  of  plates,  which  are  behind  other  armor,  being  6  inches  thick. 
For  protection  of  the  guns  in  the  barbettes  there  are  8-inch  Harvejred 
steel  shields.  The  ends  of  the  ships  of  this  design  are  partially  protected 
by  2-inch  nickel-steel  plates  being  worked  outside  the  skin  plating  from 
the  forward  bulkhead  to  the  stem,  and  from  the  after  bulkhead  to  the 
stern.  This  forms  what  is  practically  a  continuation  of  the  belt  of  ex- 
tended area. 

The  main  armament  consists  of  four  12-inch  wire-wound  guns  of  46 
tons  each.  These  will  be  mounted  in  pairs  in  the  barbettes  upon  ttim- 
tables,  and  have  the  now  usual  "  all-round  "  loading  arrangements.  There 
are  twelve  6-inch  quick-firing  guns  placed  each  in  a  separate  casemate, 
eight  being  on  the  main  deck  and  four  on  the  upper  deck.  There  are  ten 
i2-pounders,  six  being  on  the  upper  deck  amidships  and  between  the  two 
6-inch  guns  on  each  broadside,  whilst  four  are  placed  on  the  main  deck, 
two  right  forward  and  two  right  aft.  There  are  also  six  3-pounder  Hotch- 
kiss  guns,  these  being  distributed  between  the  two  military  tops  on  each 
of  the  two  masts.  There  are  also  two  12-pounder  guns  for  boat  and 
landing  purposes,  eight  0.45-inch  Maxim  automatic  guns  and  six  howit- 
zers. The  torpedo  tubes  are  submerged  and  are  four  in  number,  two 
being  well  forward  and  two  aft.  They  are  for  18-inch  torpedoes,  of 
which  14  will  be  carried  for  firing  from  the  ship,  whilst  fiyt  14-inch  tor- 
pedoes will  be  supplied  to  be  launched  from  the  dropping  gear  fixed  to  the 
steam  pinnaces. 

The  machinery  is  being  made  by  Messrs.  Maudslay,  Sons  and  Field,  of 
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Lambeth.  The  twin-screw  engines  are  of  the  usual  triple-expansion 
type,  the  cylinders  being  50  inches,  49  inches  and  50  inches  in  diameter, 
the  stroke  being  4  feet  3  inches.  At  108  revolutions  per  minute,  the 
horse-power  developed  is  estimated  to  be  13,500,  which  corresponds  to 
a  speed  of  185^  knots.  The  high  and  intermediate  pressure  cylinders  have 
piston  valves,  the  low-pressure  cylinder  having  flat  slide  valves.  All  are 
driven  by  double  eccentrics  and  double  bar  links.  Each  cylinder  is  sup- 
ported by  four  columns  of  H-section  standing  on  cast-steel  main  bearing 
frames.  The  same  contractors  are  supplying  a  good  deal  of  the  auxiliary 
machinery,  including  feed  pumps,  compressing  machinery  for  supplying 
air  jets  to  the  furnaces  and  compressed  air  for  other  purposes,  hot- well 
pumps,  fire  and  bilge  pumps,  fans,  air  compressors,  electric-light  engines, 
steering  engines,  etc.  The  boilers  are  of  the  Belleville  type,  having 
economizers,  as  in  the  Diadem's  boilers.  It  may  be  remarked  that  these 
are  the  first  British  battle-ships  in  which  it  has  been  decided  to  put 
Belleville  boilers.  There  are  20  of  these  boilers,  but  only  two  chimneys. 
The  boilers  are  arranged  in  three  groups  and  are  fired  fore  and  aft.  The 
boiler  pressure  is  to  be  300  lbs.  per  square  inch,  but  this  will  be  reduced 
to  250  lbs.  at  the  engines  by  the  reducing  valves  usual  with  Belleville 
boilers.  The  total  heating  surface  will  be  24,155  sqtiare  feet  for  the 
large  tubes  of  the  boilers  proper  and  11,560  square  feet  for  the  smaller 
tubes  in  the  economizers.  The  total  weight  of  main  and  of  auxiliary 
with  water  in  boilers,  etc.,  is  estimated  at  1290  tons. 

It  will  be  seen  from  the  above  that  the  Albion  is  not  so  powerful  a  ship 
on  paper  as  the  vessels  of  the  preceding  class,  of  which  the  Magnificent 
was  the  first  launched.  In  the  first  place,  she  is  about  2000  tons  less 
displacement,  and  her  armored  belt  is  not  so  thick  by  3  inches,  is  over 
100  feet  shorter,  and  i  foot  less  depth.  It  is  said,  however,  that  improve- 
ments in  the  manufacture  of  armor  plating  have  resulted  in  giving  an 
equal  resistance  for  the  modern  6-inch  belt  as  was  possessed  by  the 
9-inch  armor  of  the  Magnificent,  although,  it  must  be  remembered,  the 
latter  was  of  Harveyed  steel.  The  new  ship  has,  however,  the  additional 
protection  at  the  ends,  which  will  be  good  at  anything  like  close  range 
against  light  projectiles  only.  The  barbettes  of  the  Canopus  class  have 
also  12-inch  armor  in  place  of  the  14-inch  of  the  Magnificent  If  we 
compare  the  thickness  of  armor  with  that  of  the  Royal  Sovereign  we 
find  a  still  greater  disparity,  for  the  latter  ship  had  an  18-inch  belt,  but 
that  was  not  Harveyed  steel  plating.  The  four  guns  of  the  main  arma- 
ment are  of  the  same  weight  in  both  the  Magnificent  class  and  the 
Canopus  class,  a  fact  which  must  be  put  to  the  credit  of  a  smaller  ship; 
and  the  same  thing  may  be  said  of  the  6-inch  quick-firers  and  their  case- 
mates, of  which  12  are  provided  in  each  design;  but  the  lighter  guns  are 
more  numerous  in  the  older  design,  there  being  sixteen  12-pounders. 

The  mounting  of  the  6-inch  guns  at  either  end  of  the  battery,  to  which 
reference  has  already  been  made,  gives  the  Canopus  class  a  very  powerful 
bow  or  stern  attack.  The  two  46-ton  guns  in  each  barbette  have  been 
estimated  to  discharge,  within  the  space  of  five  minutes,  eight  rounds,  the 
energy  of  which  would  be  264,160  foot-tons.  The  four  6-inch  quick- 
firers  at  the  ends  of  the  battery,  on  the  upper  and  main  decks — which,  as 
stated,  can  be  trained  in  a  line  parallel  to  the  keel — would  fire  25  rounds 
each  in  the  same  time,  and  that  would  add  a  striking  energy  of  335,600 
foot-tons  to  the  total,  so  that  two  6-inch  guns  are  more  than  equal  in 
this  respect  to  the  guns  of  the  main  armament.  The  two  12-potuider 
quick-firers  which  could  be  brought  to  bear  right  ahead  or  astern  would 
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fire  about  75  rounds  each  in  the  five  minutes,  and  that  would  add  another 
63,450  foot-tons.  This  would  bring  the  total  energy  of  fire  right  ahead 
or  right  astern  to  663,210  foot-tons,  which  is  considerably  in  excess  of  the 
Magnificent's  power  of  attack  in  the  same  direct  lines.  Naturally,  the 
broadside  fire  would  not  show  the  same  preponderance  for  the  later  de- 
sign, as  the  advantage  is  obtained  only  in  the  line  of  fire  directly  ahead 
or  astern  by  the  sponsoned  mounting  of  the  four  6-inch  guns  at  each 
end  of  the  battery.  The  weight  of  the  12-inch  projectile  is  850  lbs.  and 
that  of  the  6-inch  projectile  is  100  lbs. 

In  regard  to  engine  power,  the  Canopus  class  have  the  advantage,  their 
estimated  power  being  13,500  indicated  horse-power,  which  should  be 
compared  with  the  originally  estimated  12,000  power  with  forced  draught 
of  the  Magnificent,  the  computed  speed  of  the  latter  having  been  17]^ 
knots.  The  Canopus  class  are  therefore  put  down  at  a  knot  faster,  and 
we  believe  1000  extra  horse-power  was  added  to  the  legend  when,  after 
the  original  designs  were  got  out,  it  was  decided  to  compound  the  Belle- 
ville boilers,  or  fit  them  with  what  are  known  as  economizers.  The  full 
coal  capacity  of  the  Magnificent  is  1800  tons,  or  100  tons  less  than  that 
of  the  new  ships. 

Naturally  it  is  not  possible  to  make  an  accurate  comparison  of  different 
designs  without  having  knowledge  of  all  the  elements,  and  this  complete 
information  is  known  only  at  the  Admiralty.  We  may,  perhaps,  safely 
conclude  that  no  great  sacrifice  has  been  made  of  essential  military 
features  to  secure  the  advantages  that  the  new  ships  undoubtedly  possess. 
Sir  William  White,  therefore,  appears  to  have  even  surpassed  his  former 
efforts,  and  Sir  John  Durston  is  likewise  to  be  congratulated,  for  the 
additional  power  attained  is  one  of  the  conspicuous  features  of  the  dass^ 

There  is  one  other  feature  of  design  to  which  reference  may  be  made. 
Profiting  by  a  melancholy  experience,  the  style  of  ram  bow  applied  to 
recent  vessels  has  been  framed  on  new  lines.  It  is  brought  nearer  the 
surface  than  was  usual  formerly,  and  is  altogether  of  a  more  substantial 
nature,  having  more  the  appearance  of  the  fore  end  of  a  bottle-nosed 
whale  than  the  '*  spur  "  of  the  earlier  ironclads.  Being  near  the  surface 
and  of  such  substantial  proportions  would  lead,  one  would  think,  to  an 
appreciable  addition  to  the  wave-making  resistance;  but,  on  the  other 
hand,  the  hole  that  it  would  make  in  an  adversary  would  put  the  matter 
of  further  combat  beyond  the  pale  of  reckoning.  This  massive  ram  has 
additional  support  to  that  formerly  given  in  designs  by  the  2-inch  bow 
armor  of  nickel  steel,  web  frames,  the  armored  deck,  and  a  platform  deck 
associated  with  a  stiffening  of  steel  2  inches  thick. 

It  is  an  interesting  fact,  which  has  been  brought  to  our  notice  by  Mr. 
J.  M.  Macrow,  the  naval  architect  who  has  for  so  many  years  been  the 
chief  professional  officer  at  the  Thames  Iron  Works,  that  on  the  slip 
from  which  the  Albion  was  launched  last  Tuesday,  the  first  iron  war 
vessel  built  for  the  Royal  navy  was  constructed  50  years  ago.  This  was 
the  Vulcan,  a  sister  ship  to  the  Simoon  and  the  Megaera.  She  was  de- 
signed as  a  steam  frigate,  but  when  well  advanced  it  was  determined  that 
iron  was  not  a  suitable  material  to  withstand  shot  and  shell,  so  the 
Vulcan  was  transformed  into  a  trooper.  In  the  present  day  engineera 
may  be  apt  to  question  the  wisdom  of  the  committee  of  naval  offioera 
who  arrived  at  this  decision,  but  it  must  be  remembered  that  there  ia  a 
vast  difference  between  the  iron  skins  of  those  days  and  the  HarveSFcd 
plates  of  the  Canopus  class,  or  even  the  ordinary  steel  plates  of  to-day. 
As  between  the  wood  and  iron  construction  of  that  era  the  naval  oflicera 
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had  common  sense  on  their  side.  The  Vulcan  was  originally  engined 
by  Kennies,  having  four-cylinder  engines  49^  inches  in  diameter,  the 
boiler  pressure  being  8  lbs.  per  square  inch  and  the  horse-power  793,  the 
speed  being  g]^  knots.  These  engines  were  replaced  by  a  pair  of  two- 
cylinder  engines  by  Maudslay,  the  diameter  of  each  being  64  inches, 
the  steam  pressure  10  lbs.,  and  the  horse-power  857,  but  the  speed  re- 
mained much  as  before,  in  spite  of  these  advances. 

We  do  not  propose  referring  at  any  length  to  the  sad  accident  by  which 
so  many  lives  were  lost  through  the  washing  away  of  a  bridge  or  raised 
gangway,  caused  by  the  wave  from  the  launch.  At  the  time  of  writing 
full  details  are  not  to  hand,  but  these  will  be  found  in  due  course  in  the 
daily  press.  At  present  it  would  seem  that  the  only  persons  to  blame 
were  the  unfortunate  people  who  put  themselves,  in  spite  of  warning,  in 
so  dangerous  a  position. — Engineering. 

H.  M.  S.  Salamander. 

Her  Majesty's  cruiser  Salamander  has  just  completed  a  series  of  ofHcial 
steam  trials  in  the  English  Channel,  off  Plymouth  harbor,  to  test  the 
efficiency  of  her  new  water-tube  boilers.  In  addition  to  the  boilers,  a 
complete  set  of  auxiliary  machinery  has  been  fitted,  consisting  of  four 
forced-draught  fans,  6  feet  diameter,  driven  by  specially  designed  engines; 
two  main  feed  pumps  and  two  auxiliary  pumps,  with  steam  cylinders  9 
inches  diameter,  pumps  6^  inches  diameter,  with  a  stroke  of  9  inches, 
of  the  vertical  duplex  type — Mumford  and  Anthony  patent — and  four 
specially  designed  feed-water  regulators,  for  the  purpose  of  automatically 
insuring  a  constant  and  regular  supply  of  feed-water  to  the  boilers,  also 
the  joint  patent  of  Mr.  Mumford  and  Mr.  Anthony.  These  we  have  fully 
described  in  the  impression  referred  to  above.  The  boilers,  of  which  there 
are  four,  have  each  2000  square  feet  of  heating  surface  and  45  square  feet 
of  grate  surface.  They  were  designed  to  develop  collectively  3500  horse- 
power under  forced  draught.  The  trials  passed  off  in  a  most  satisfactory 
manner,  not  a  hitch  occurring.  On  the  eight  hours'  trial  under  natural 
draught  the  indicated  horse-power  developed  was  2575.  On  the  full- 
power  run  of  three  hours'  duration  the  horse-power  developed  was  41 14 — 
far  in  excess  of  the  specified  amount;  this  was  obtained  with  an  air  pres- 
sure in  the  stokeholds  of  2.6  inches.  The  vessel  atiained  a  speed  of 
twenty  knots. — The  Engineer,  July  15,  1898. 

The  Steam  Trials  of  H.  M.  S.  Europa. 

We  gave  in  our  issue  of  June  10  an  illustration,  with  complete  descrip- 
tion, of  the  machinery  of  the  first-class  cruiser  Europa,  built  and  engined 
by  the  Clydebank  Engineering  and  Shipbuilding  Company,  Limited, 
Clydebank,  and  supplementing  that  description  we  now  give  in  tabular 
form  an  analysis  of  the  important  series  of  trials  which  the  cruiser  has 
just  passed  through.  There  were,  in  addition  to  the  usual  contract  trials, 
tests  to  determine  the  full  capabilities  of  the  Belleville  boiler  under  a 
moderate  system  of  forcing.  There  were  thus  five  trials,  three  of  them  of 
30  hours'  duration;  and  yet  the  series  of  steaming  trials,  which  also  in- 
cluded independent  speed  runs,  were  made  within  the  minimum  possible 
time,  which  is  the  best  suggestion  that  everything  went  well.  Indeed,  no 
warship  has  ever  gone  through  such  a  programme  in  such  a  short  time 
with  results  so  satisfactory,  and  Sir  John  Durston,  K.  C.  B.,  the  engineer- 
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in-chief  of  the  navy,  and  Mr.  John  G.  Dunlop,  the  engineering  director  at 
Gydebank,  are  to  be  congratulated. 

The  Europa,  it  may  be  said,  is  a  first-class  cruiser  435  feet  long,  69  feet 
6  inches  extreme  breadth,  and  at  25  feet  3  inches  draught  displaces  11,000 
tons.  She  has  a  protective  deck  4  inches  thick  right  fore  and  aft,  and  her 
guns  are  either  in  casemates,  or  have  nickel-steel  shields.  Her  armament 
consists  of  sixteen  6-inch  quick-firing  guns,  fourteen  la-pounder  qni^- 
firing  guns,  three  3-pounders,  and  eight  Maxims,  with  two  submerged 
torpedo-launching  tubes.  The  engines  are  of  the  triple-expansion  type, 
with  four  cylinders  arranged  in  couples  for  balancing,  the  disuneters  bebig 
34  inches,  555^  inches,  64  inches  and  64  inches  respectively,  with  a  4-fiooC 
stroke.  The  cooling  surface  is  17,500  square  feet  There  are  30  boilers 
of  the  Belleville  type,  with  economizers.  The  grate  area  is  1450  square 
feet,  the  heating  suriace  in  the  generators  29,620  square  feet,  and  in  the 
economizers  10,980  square  feet,  making  a  total  of  40,600  square  feet.  These 
particulars  will  assist  the  reader  in  following  the  results  given  in  the  taUe. 
The  ship  belongs  to  the  same  class  as  the  Diadem,  whose  trials  we  fully 
reported  in  January  and  February. 
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The  coal  used  was  very  inferior  owing  to  the  coal  strike,  and  had  been  expoacd  to  the  veath«r  without 
dockyard  for  a  long  period.    The  coal  consumption  would  otherwise  have  ' 


It  will  be  seen  that  the  first  trial  was  at  one-fifth  full  power,  when  10 
boilers  were  in  use,  and  here  3302  indicated  horse-power  was  got  for 
65.4  revolutions,  while  the  coal  consumption  was  2.24  lbs.  per  horse- 
power hour,  which  is  satisfactory  for  this  low  power,  especially  in  view  of 
the  fact  that  the  coal  used  throughout  the  trial  was  very  inferior,  owing 
to  the  Welsh  coal  strike,  a  fact  which  should  be  carefully  noted  when 
comparing  results.  The  second  trial,  also  of  30  hours'  duration,  was  at 
about  75  per  cent,  of  the  full  power,  with  all  the  boilers  in  use,  while 
the  third  was  the  full-power  trial,  of  eight  hours'  duration,  both  of  which 
gave  satisfactory  results  alike  in  respect  of  power  and  consumption. 
The  more  important  trials,  however,  are  those  given  in  the  fourth  and 
fifth  columns  of  the  table,  when  only  24  out  of  the  30  boilers  were  in  use. 
These  were  extra  trials  undertaken  at  the  request  of  the  Admiralty 
authorities.  In  the  one  case  the  engines  were  required  to  develop  75 
cent,  of  the  full  power,  and  in  the  other  the  full  power,  or  as  much 
possible.     In  the  former  case  the  power  was  got  with  only  007  inch  of 
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air  pressure  in  the  stokeholds,  and  with  a  consumption  of  2.02  lbs.  of 
inferior  coal.  On  the  four  hours*  trial  the  boilers,  with  what  used  to  be 
regarded  as  natural-draught  conditions — an  air  pressure  less  than  J^  inch — 
gave  14.25  indicated  horse-power  per  square  foot  of  grate,  and  yet  only 
consumed  1.91  lb.  per  horse-power  hour,  although  the  rate  of  consump- 
tion was  27.23  lbs.  per  square  foot  of  grate  per  hour.  This  result  will  be 
regarded  as  very  favorable,  indicating,  as  it  does,  that  the  ships  of  this 
class  have  that  reserve  of  boiler  power  for  full  speed  which  does  not 
characterize  all  the  ships  of  the  navy.  It  shows  that  two  or  three  of  the 
boilers  may  be  placed  hors  de  combat  without  affecting  the  speed  of  the 
ship. 

The  vessel  also  ran  a  series  of  trials  at  progressive  speeds  on  the 
measured  mile  at  Stokes  Bay  and  over  the  deep-sea  course  from  Dodman 
to  Rame  Head.  The  full  speed  of  20^  knots  was  easily  got  with  the 
ship  at  full  draught.  On  the  trial  of  June  13  also  the  speed  was  tested 
by  two  runs  over  a  24-mile  course,  and  showed  a  speed  of  20.8  knots. 
The  results  confirmed  those  got  with  the  Diadem,  and  added  one  more  to 
the  long  list  of  successes  by  Sir  William  White,  the  Director  of  Naval 
Construction.  In  this  connection  reference  may  be  made  to  the  appoint- 
ment of  Mr.  W.  J.  Luke,  for  several  years  an  activfe  member  of  Sir 
William's  staff,  as  naval  architect  for  the  Clydebank  Company.  Mr. 
Luke,  who  was  a  distinguished  student  of  the  Naval  College  at  Green- 
wich and,  later,  lecturer  on  naval  architecture,  has  been,  as  an  assistant 
constructor,  closely  identified  with  the  design  of  first-class  cruisers  and 
the  Queen's  yacht,  and  there  is  a  certain  appropriateness  in  the  last  ship 
passed  through  his  hands  being  the  production  of  the  company,  of  whose 
staff  he  is  now  an  important  member, — Engineering, 

The  Steam  Trials  of  H.  M.  S.  Niobe. 

The  accompanying  table  gives  an  abstract  of  the  results  of  the  official 
contract  trials  of  H.  M.  S.  Niobe,  built  and  engined  at  the  Naval  Con- 
struction Works  of  Messrs.  Vickers,  Sons  and  Maxim,  Limited,  at 
Barrow-in-Furness.  The  Niobe  belongs  to  a  class  of  which  eight  have 
been  ordered,  and  the  Amphitrite,  launched  lately  from  the  same  works,  is 
also  one  of  the  eight.  The  Diadem  and  Europa,  which  have  also  passed 
through  their  trials,  are  also  of  the  same  class.  There  is  no  need  to  de- 
scribe the  ship,  which  is  of  11,000  tons  displacement;  but  it  may  be  said 
that  the  engines  are  of  the  triple-expansion  type  with  two  low-pressure 
cylinders,  and  with  four  cranks.  The  high-pressure  cylinder  is  34  inches; 
the  intermediate,  55^  inches;  and  the  two  low-pressures  each  64  inches; 
with  a  stroke  of  48  inches.  There  are  30  Belleville  boilers,  and  the  de- 
signed full  power  was  16,500  indicated  horse-power.  The  contract  con- 
ditions, which  were  easily  excelled,  were  a  trial  of  30  hours*  duration  at 
one-fifth  full  power,  a  30  hours*  trial  at  75  per  cent,  of  the  full  power,  and 
an  eight  hours*  full-power  run.  The  results  of  all  three  trials  are 
appended; 
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Results  of  thirty  hours'  coal  consumption  trial  at  3310  indicated  horse- 
power, and  12,500  indicated  horse-power,  and  eight  hours'  full-power 
trial  at  16,500  indicated  horse  power: 

3300  l.H.P.         »*9oo  I.H.P.  16.500  LH.P. 

Stbd.  Port.  StBd.    Port.  Sibd.      Port. 

Mean  steam  in  boilers 200  258  263 

Mean  steam  at  engines 147  220  23s 

Mean  vacuum  28.1    28.1  27.4    27.6  26.9    27.0 

Mean  revolutions  70.2    70.0  107.4  107.6  118.0  117.0 

{H.  P 30.8    37.8  88.0    86.9  106.6  106.S 

LP 14.6    12.8  354    36.5  27-7    3P-3 

L.  P.* 5.4      5.5  ".8    13-3  16.8    16.4 

L.P.' 5.1      5.0  12.2    12.8  16.0    15.9 

(H.P 477      583  2078    2065  2771    274a 

Indicated          J  ^-  ^ ^3      5^5  2233    2303  2614    ^7^ 

horse-power         ]  L.  P.^ 299      299  1073    1114  1556    1501 

(^  L.  P.* 280     27s  1024    1071  1473    1456 

Total  indicated  horse-power 1659    1682  6408    6553  8414    84» 

Gross  total  indicated  horse-power.      3341  I2»96i  i6334 

Coal  per  indicated  horse-power...      1.77  1.55  Z.66 

Speed  by  log   12.3  19.33 

Speed  over  measured  course 19*27  so. 507 

The  coal  consumption  comes  out  most  satisfactory  in  all  three  trials, 
and  particularly  in  the  trial  at  75  per  cent  full  power,  which  is  supposed 
to  be  the  most  economical  rate  of  steaming  for  the  design  of  engine 
adopted.  This  1.55  lbs.  per  horse-power  hour,  of  course,  includes  the 
consumption  for  all  the  auxiliary  machinery  on  board,  without  rating  the 
power  of  these  engines,  which  are  usually  very  expensive  in  fuel.  The 
engines  ran  during  this  trial,  as  with  the  others,  with  remarkable  steadi- 
ness. The  variations  in  the  total  power  were  confined  within  almost  the 
limits  of  error,  and  during  the  night  and  morning  watches  the  variations 
were  between  12,997  and  13,170  inclicated  horse-power.  The  revolutions 
continued  very  steady  between  107  and  108.  Indeed,  the  whole  machinery 
worked  with  all  the  steadiness  and  with  the  little  attention  which  char- 
acterizes the  tramp  steamer  rather  than  the  warship.  The  weather  was 
exceptionally  fine  and  the  trials  followed  each  other  as  soon  as  the  coaling 
arrangements  permitted.  The  speed  on  the  12,500  indicated  horse-power 
and  full-power  trials  were  taken  on  the  measured  distance  between  Rame 
Head  and  Dodman  Point. — Engineering,  July  9,  1898. 

[France.] 

The  Fast  Cruiser  Chateaurenault. 

This  fine  vessel  was  launched  on  the  12th  May  last;  she  was  constructed 
by  the  Forges  et  Chantiers  de  la  Seyne,  and  has  a  displacement  of  8018 
tons.  From  the  first  the  intention  has  been  to  avoid  giving  the  ship  the 
man-of-war  appearance  so  prominent  in  the  American  cruisers  Columbia 
and  Minneapolis,  particularly  in  the  form  of  the  bow  and  stem.  The 
profile  adopted  (it  is  easily  understood  to  what  end)  is  strictly  that  of  the 
mail  steamer.  The  straight  stem,  long  run,  overhanging  stem  and  pde 
masts  all  combine  to  give  the  ship  the  pacific  aspect  of  a  large  Athintic 
greyhound.    As  regards  sea-going  qualities,  the  straight  stem  sligfa^j 
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inclined  inboard,  in  the  opinion  of  seamen,  is  an  advantage  for  a  ship 
destined  to  maintain  a  high  speed,  if  necessary,  against  a  head  sea.  The 
disadvantage  which  the  form  of  bow  has  in  limiting  the  depression  of  the 
bow  gun  has  been  overcome,  to  a  certain  extent,  by  lowering  the  upper 
deck  forward  on  the  Chateaurenault.  This  allows  of  the  gun  being 
placed  far  enough  aft  to  obtain  a  solid  base  without  compromising  the 
strength  of  the  structure  forward  by  the  reactions  of  firing  under  a  de- 
pression of  about  5  degrees,  which  is  considered  sufficient  The  rudi- 
mentary pole  masts  are  fitted  with  the  necessary  signal  apparatus,  and 
two  fixed  platforms  at  their  lower  parts  for  electric  light  projectors. 
There  are  4  funnels  as  on  the  Columbia;  the  casings  do  not  extend 
higher  than  within  about  5  metres  of  their  tops,  thus  saving  useless  top 
weights  and  gaining  stability.  In  her  cross  sections  the  upper  works 
"  fall  home "  somewhat.  The  ship  has  a  forecastle  and  poop  invisible 
from  the  exterior,  the  lines  of  the  bulwarks  being  carried  in  an  unbroken 
line  fore  and  aft.  During  her  construction  the  Marine  Board  decided  to 
cover  in  the  space  between  the  forecastle  and  poop  by  a  shelter  deck,  very 
light  and  completely  free,  which  should  serve  as  a  roof  to  the  upper  deck, 
permit  the  crew  to  sleep  under  it,  and  at  the  same  time  form  a  promenade 
deck,  altogether  a  very  elegant  and  relatively  peaceful  arrangement,  very 
appropriate  to  the  special  mission  the  Chateaurenault  is  designed  to  fulfil 
in  time  of  war.  The  dimensions  of  the  Chateaurenault,  as  compared  with 
the  Minneapolis,  are  as  follows: 


Length  over  all 

Length  between 

perpendiculars. . 

Beam 

Draught  of  water  aft. 
Displacement 

Full     speed,     forced 
draught 

Coal  banker  capacity 


Armament 


Cmatbaukbmault. 


139.45  m.  {^$2  it.) 

135       "    (44'  f^  10  ^n.) 
17        ••    Us  ft.  9  in.) 

7.40  *'    (24  ft.  6  in.) 

8,018  tons 

23iOOO 

23  knots  (estimated) 
2,100  tons 


2 — 164.7  mm.  (6.4  In.)  Q.  F. 

6-138.7    "      (S-Sin-W-I^ 

10-  47       "      (3-P<ir-)  Q-  F 


MlWNBArOUS. 


125.08  m.  (412  ft.) 
17.72  "    158  ft.  2  in. J 
7.10  ••    (22  ft.  6  in.) 
7iS05  ^ons  on  trials 
8ti33    *'    maximum 
21,000 


22     knots  (estimated 
on  trials 

(8in.) 
(6-ln.)  Q.  F. 

4-in.)  Q.  F. 

6-p.)  Q.  F. 

|.p.)  Q.  F. 


The  artillery  of  the  American  ship  is  therefore  superior  as  regards  the 
number  of  guns,  but  on  the  other  hand  the  Chateaurenault  is  better  pro- 
vided with  stores  and  coals.  This  would  appear  to  be  preferable  for  a 
ship  of  which  the  first  requirements  are  speed  and  radius  of  action,  and 
the  latter  in  the  case  of  the  French  ship  is  about  10,500  miles  at  12  knots. 
In  fact,  such  as  it  is,  the  artillery  of  our  fast  cruisers  appears  to  be 
sufficient  to  give  them  the  advantage  over  any  auxiliary  armed  cruiser, 
and  their  speed  to  protect  them  against  the  cruisers  of  any  enemy  superior 
in  armament  and  protection.  The  armament  of  the  Chateaurenault  is 
disposed  as  follows:  The  two  164.7-millimetre  guns  are  on  centnl  pivot 
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mountings,  one  on  the  poop  and  one  on  the  forecastle;  six  138.7-miIli- 
metre,  of  which  four  are  in  redoubts  on  the  upper  deck  forward  and  aft, 
and  two  on  sponsons  in  the  central  part  of  the  ship;  while  ten  47-centi- 
metre are  distributed  above  the  redoubts  and  at  the  ends  of  the  ship. 
All  these  Q.  F.  guns  are  served  from  magazines  placed  directly  under 
them,  the  hoists  being  worked,  as  we  shall  see  later,  either  by  hand  power 
or  electricity.  As  regards  speed,  we  know  that  the  American  cruisers 
have  not  fulfilled  the  expectations  formed  of  them  after  their  brilliant 
trial  performances.  For  reasons  which  we  have  frequently  explained  in 
this  journal,  we  are  better  secured  in  France  against  these  discrepancies 
in  trial  and  actual  service  speeds.  We  can,  therefore,  confidently  hope 
that  the  Chateaurenault  will  have  in  reality  a  speed  superior  to  that  of  any 
foreign  ship  of  the  same  class.  It  would  cause  no  surprise  either  if  the 
estimated  speed  of  23  knots  should  be  sensibly  exceeded  in  the  trials. 
The  constructors  of  Les  Chantiers  de  la  Seyne  are  thoroughly  capable, 
and  it  is  satisfactory  to  know  that  the  lines  of  the  Chateaurenault  have 
been  studied  by  M.  Lagane,  so  that  we  may  be  convinced  their  fineness 
and  perfection  will  contribute  to  the  highest  possible  success  in  the  matter 
of  speed.  The  propelling  apparatus  consists  of  three  triple-expansion 
engines,  each  with  its  own  propeller;  the  minimum  power  to  be  developed 
being  23,000  I.  H.  P.  at  about  124  revolutions  per  minute.  The  evapora- 
tive apparatus,  which  was  originally  intended  to  comprise  boilers  of  the 
Lagrafel-d'Allest  type,  will  now  be  constituted  of  fourteen  Normand- 
Sigaudy  boilers  with  small  tubes,  divided  into  four  unequal  groups,  three 
of  four  boilers  each,  and  one  of  two  right  forward.  The  engine  and 
boiler-rooms  will  occupy  about  half  the  total  length  of  the  ship;  the  total 
weight  is  about  the  same  as  that  of  the  Minneapolis,  1950  tons.  The 
marked  difference  in  the  weights  forming  the  displacement  of  these  two 
ships  lies  in  the  protection  and  coal  supply.  The  armor  protection  in  the 
Chateaurenault  is  to  that  of  the  Minneapolis  as  6  to  10;  the  coal  supply, 
on  the  other  hand,  of  the  Chateaurenault  is  nearly  double  that  of  the 
other  ship.  This  comparison  confirms  the  impression  that  the  French 
ship  is  more  truly  a  corsaire  than  cruiser  in  the  military  sense  of  the 
word  than  is  her  American  contemporary.  The  zinc  boxes  in  the  com- 
partments of  the  cofferdams  have  been  omitted  by  the  order  of  the  board, 
and  the  cofferdams  modified  in  consequence.  The  turtle-back  armor 
deck,  which  is  2.5  inches  thick,  has  its  centre  about  0.95  metre  above  the 
water-line,  sloping  at  the  sides  to  1.40  metres  below  it.  The  guns  are 
protected  by  fixed  redoubts  and  revolving  shields,  both  2  inches  thick, 
as  provided  in  the  design.  With  the  exception  of  the  boat-hoisting  gear, 
consisting  of  four  steam  winches  of  3000  kilogrammes,  everything  is 
worked  by  electricity,  or  by  hand-power  in  case  of  injury,  including 
guns,  ammunition,  steering-gear,  etc.  The  electrical  energy  is  furnished 
by  four  dynamos,  of  80  volts  600  amperes,  of  which  one  can  be  held  in 
reserve,  the  other  three  being  quite  capable  to  supply  all  services.  There 
are  twelve  electric  hoists  for  ammunition,  distributed  as  follows:  Two  for 
the  164-millimetre,  six  for  the  138.6-millimetre,  and  four  for  the  47-milli* 
metre  guns.  The  electric  stearing  gear  can  be  worked  indifferently  from 
the  bridge,  conning  tower  or  central  position.  There  are  also  three 
electrical  Rateau  ventilators,  three  Peruisse  order  transmitters  from  the 
conning  tower  to  engine-rooms,  and  six  projectors,  controllable  at  m 
distance.  These  projectors  are  arranged,  one  on  the  platform  on  each 
mast,  four  surface-sweeping  arranged  lozenge-fashion;  those  on  the  beam 
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and  the  one  forward  are  on  a  moving  carriage,  the  one  aft  and  those  on 
the  masts  of  fixed  pedestals.  The  dynamos  also  supply  the  current  for 
the  bow  and  position  lights,  lamps  and  reflectors  for  working  at  night, 
and  about  450  incandescent  lamps,  from  10  to  60  candle-power  each.  We 
see,  therefore,  that  there  is  a  very  large  application  of  electrical  power 
on  board  the  Chateaurenault.  It  is  hardly  necessary  to  add  that  in  the 
matter  of  accommodation  and  comfort  there  is  absolutely  nothing  to  be 
desired;  the  ventilation  has  been  well  studied,  and  excellent  conditions 
of  habitability  may  be  confidently  expected.  It  was  intended  that  the 
Chateaurenault  should  carry  a  rear-admiral  and  staff,  but  the  idea  has 
been  abandoned.  She  will  carry  2  superior  officers,  15  junior,  10  cadets, 
50  petty  officers,  114  stokers,  mechanics,  etc.,  and  about  500  bluejackets. 
The  ship  is  to  be  completed  by  the  8th  July,  1899,  at  Toulon,  having  been 
laid  down  on  23rd  May,  1896.  She  was  launched  with  her  protective 
deck  completed  and  her  upper  works  well  advanced.  She  will  be  com- 
pleted by  Les  Chantiers  de  la  Seyne  with  all  dispatch,  and  her  con- 
struction will  be  a  great  honor  to  the  firm. — Royal  United  Service  InstUutian. 

Engines  of  the  French  Armored  Cruiser  Chanzy. 

The  French  armored  cruiser  Chanzy  was  launched  in  1894  and  was 
completed  some  two  years  later.  She  belongs  to  the  Amiral  Chamer  type, 
and  the  group  comprises  four  ships — ^the  Charner,  Bruix,  Chanzy  and 
Latouche-Treville — the  last  named  having  been  latmched  in  1892.  The 
Chanzy  is  built  wholly  of  steel,  and  is  no  metres  long  (560  feet  10  inches), 
14  metres  beam  (45  feet  11  inches),  and  6  metres  (19  feet  8  inches)  draught 
The  displacement  is  4750  tons,  and  the  indicated  horse-power  of  the 
engines  is  8joa  There  are  two  screws,  and  the  speed  attained  is  19  knots. 
The  armored  protection  of  all  four  vessels  is  similar,  and  consist  of  a  belt 
of  95  millimetres  (3.74  inches);  turrets  protected  with  the  same  thickness; 
and  an  armored  deck  of  50  millimetres  (1.97  inch).  The  armament  is  as 
follows:  Two  19-centimetre  (7.47  inch)  guns;  six  of  14  centimetres  (5.51 
inches)  quick-firing;  four  65-millimetre  (2.56-inch),  also  quick-firing;  four 
similar  guns  of  49  millimetres  (1.85  inches),  and  six  machine  guns. 

The  main  engines,  which  were  built  by  Messrs.  Schneider  &  Co.,  of 
Creusot,  are  horizontal  three-cylinder  triple-expansion,  each  driving  a 
propeller.  The  principal  dimensions  are  the  following:  Diameter  of  high- 
pressure  cylinder,  0.800  metres  (315^  inches);  diameter  of  mean-pressure 
cylinder,  1.200  metres  (47 J4  inches);  diameter  of  low-pressure  cylinder, 
1.900  metres  (74 f}  inches);  stroke,  0.9  metre  (35 jV inches). 

Elach  engine  is  provided  with  a  condensing  installation,  consisting  of  a 
wrought-brass  tubular  condenser,  two  single-acting  vertical  air  pumps, 
and  a  centrifugal  circtilating  pump.  The  pumps  are  worked  by  a  separate 
engine. 

All  the  slide  valves  are  cylindrical;  the  liigh-preMiire  cylinder  is  fitted 
with  one,  while  the  mean  and  low-pressure  cylinders  have  each  two.  The 
steam  distribution  motion  is  on  the  Marshall  system. 

The  reversing  gear,  which  is  worked  by  hand  and  by  steam  power, 
allows  of  regulating  the  degree  of  admission  of  steam  in  the  cylinders. 
The  pistons  are  of  cast  steel  and  conical  in  shape.  The  foundation  plates 
on  which  rest  the  crankshaft  bearer-blocks  are  also  of  cast  steel;  the 
bearer-blocks  are,  moreover,  fitted  to  the  cylinders  by  forged-steel  cross- 
bars.   All  the  crankshafts,  intermediate  and  propeller  shafts  are  hollow. 
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of  forK<:fl  Htccl;  the  propellers  are  of  special  brass, 

J'^rh  cfiKinc-room  is  provided  with  a  ventilator.    The 

tUttthATuvd  hy  the  air  pumps  of  each  engine  is  collected  in  a  tank  ^woiidrf 

with  fihcrs  th rough  which  it  passes  before  going  to  the  boOcn^ 

rvaporatorH  Hcrvc  for  the  production  of  fresh  water  for  the  feed 

t)if  hoilrrH  arc  thus  fed  entirely  with  fresh  water.    There  are  i6 

of  th(!  Hcllcvtllc  type,  as  prescribed  by  the  French  nayy  for 

plarcrd  ill  two  .stokeholds  and  ending  in  two  funnels. 

17  k'lUm.  (24 1. 8  lbs.  per  square  inch);  total  grate  area,  64.50  square 

(OM-^  Nfiitarc  feet);  total  heating  surface  not  covered  by  water,  1814 

rnrtrrh  (i(),$2()  Hquare  feet). 

1'hc  boilfTH  arc  fed  by  eight  pumps  of  the  Belleville  type.  The 
holrl  vriitilntion  and  the  working  under  forced  draught  are  insnred  by 
right  vriitilatorH.  The  maximum  total  power  prescribed  was  9300  indi- 
rutrd  hofNc-powcr,  with  a  maximum  pressure  of  12  Idlogrammes  (i7Ql7 
Ibn.  pcT  H(|uarc  inch)  at  the  valve  chests.  At  the  trials  the  fdiknriBg 
rvnuUn  were  obtained: 

Duration  of  trial hours  3           2           6         24           8 

Niimbrr  of  engines  working 22222 

Number  of  boilers  working 12          16           8          16          16 

Avrrngc  revolutions  112. 4    118. 6     80.5     104.2    IIS 

Total  power  realized horse-power  7585      8765      23B6      5405      748a 

Coal  ronsumpticm  per   horse- f  kilos.  0.965    0.956    0.644    0.809    O.991 

power  per  hour (lbs...  2.18      2.06      1.42      1.76      I.75 

-^Engineerittg,  Septembor  16^  djjJB. 

[Sweden.] 
Swedish  Navy. 

We  do  not  hear  very  much  of  the  Swedish  navy,  and  are  apt  to  alto- 
gether overlook  the  steady  and  persistent  fashion  in  which  this  is  befaif 
made  into  a  homogeneous  fighting  force.  It  now  consists  of  six  batde" 
ships,  second  class,  five  of  which  are  ready  for  sea.  The  newest,  Odcn, 
Thor  and  Njord,  though  nominally  i6-knot  vessels,  will  be  nearer  17 
knots,  the  Odcn  having  done  16.8  knots  at  sea  for  six  hours.  They  are 
of  much  the  same  type  as  the  Norwegian  Elswick-buih  Harald  Haaiiigre 
and  Tordenskjold,  and,  so  far  as  appearance  goes,  differ  chiefly  only  in 
that  they  have  two  funnels  fore  and  aft  instead  of  the  big  one  of  the 
Norwegian.    A  comparison  is  as  follows: 

NORWBOIAIf.  SWBOItir. 

DiKplaceinent     3400  3400 

Dimension!!. .     274^  X  48 >i  X  i?^  279  X  49X  16^ 

Complement .  210 

r  Two  8-in.  Q,  F  EUwick  Two  9  8  Cmet 

I  Six  4.7-in.  Q.  F.  Four  4.7  Q.  F.  (six  ia  two  of 

Guns i  Six  iz-poanders  the  ships) 

Six  Impounders  Ten  6'poandera 

[  Two  submerged  torpedo  tubes  One  submerged  torpedo  tabe 

.  f  Belt  8  in.  to  4  in.  (=  16 in. to  Belt  13  in.  to  4  in.  (^15  la. 

^^^ \     8  in.  iron)  Harveyized  »tecl        to  5  in.  iron)  ateeh 

Both  ships  have  armored  gun-houses  and  armored  bases  to  them.    Tfac. 
gun-houses  of  the  Haarfagre  are  8-inch  Harvey.    There  is  some 
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tainty  as  to  the  thickness  of  those  in  the  Oden  type;  probably  they  do 
not  exceed  8  inches,  and  may  be  less.  They  are  apparently  not  of  hard- 
ened steel.  The  smaller  guns  of  the  Haarfagre  are  all  behind  shields, 
while  those  of  the  Oden  type  are  in  a  5-inch  armored  battery.  As  regards 
speed,  the  Haarfagre  has  a  continuous  sea  speed  of  about  14  knots; 
according  to  her  officers  her  trial  speed  was  17.2  with  natural  draught 
She  may  therefore  be  set  down  as  a  swifter  vessel.  Her  coal 
supply  is  200  tons,  that  of  the  Swede  300  tons.  Both,  of  course, 
are  low  freeboard  ships.  It  is  difficult  to  decide  between  the  vessels  as 
to  which  is  the  better.  It  has  already  been  stated  in  The  Engineer  that 
officers  of  the  Haarfagre  told  ours  that  the  Elswick  design  gave  the  ship 
four  4.7*5  only,  and  that  two  extra  guns  were  added  by  request  of  the 
Norwegian  Admiralty.  The  crews  of  these  extra  guns  practically  work 
underneath  the  men  at  the  12-poanders,  unless  their  guns  are  trained 
directly  on  the  broadside.  It  is  possible  to  conceive  of  grave  inconven- 
ience from  this.  The  battery  of  the  Njord,  sister  to  the  Oden,  must 
have  her  guns  very  crowded  indeed.  However,  the  new  4.7*3  as  mounted 
on  top  of  our  Alexandra's  battery  are  more  crowded  together  still, 
though  that  ship  has  the  advantage  of  a  larger  beam.  There  is  no  doubt 
that  a  single  shell  would  clean  out  the  Njord's  battery;  that  of  the 
Haarfagre,  being  in  the  open  air,  would  be  less  likely  to  suffer  so  heavily 
from  a  solitary  shell. 

Turning  to  other  Swedish  ships,  the  Svea  has  had  her  6-inch  breech- 
loaders replaced  by  4.7  quick-firers.  The  old  monitor  John  Ericsson  has 
been  reconstructed,  the  old  turret  being  converted  into  a  barbette  by 
opening  the  top.  Inside  this  two  6-inch  guns  are  mounted  behind  a 
thick  shield.  The  old  armored  gunboats  are  mostly  in  hand  for  recon- 
struction, the  Ulf  and  Berserk  being  already  completed.  The  old  gun 
has  been  replaced  by  a  4.7  quick-firer.  With  their  light  draught  these 
little  ships  might  be  exceedingly  useful.  There  is  from  14  inches  to  17 
inches  of  laminated  iron  armor  over  this  gun;  it  is  probably  fadrly  safe 
against  anything  less  than  a  lo-inch  gun.  The  catchers  Omen,  Jacob, 
Bagge,  Gas  Horn  and  Gas  Uggla  are  either  ready  for  sea  or  nearly  so. — 
The  Engineer. 

[United  States.] 
Launch  of  thb  Illinois. 

In  the  launch  of  the  battle-ship  Illinois  at  Newport  News,  October  4, 
the  Navy  has  the  beginning  of  an  important  addition  to  its  strength. 
The  launch  was  successful  in  every  way,  Miss  Leiter  saying  in  a  clear  and 
ringing  voice,  **  I  christen  thee  Illinois,"  as  she  swung  a  bottle  of  cham- 
paign against  the  battle-ship.  The  Illinois  has  a  length  on  load  water- 
line  of  368  feet;  beam,  extreme,  72  feet  2^  inches;  draught  on  normal 
displacement  of  11,525  tons,  23  feet  6  inches;  maximum  displacement, 
12,325  tons;  maximum  indicated  horse-power  (estimated),  10,000;  probable 
speed.  i6y2  knots;  normal  coal  supply,  800  tons;  full  bunker  capacity, 
1400  to  1500  tons;  complement  of  officers,  40;  seamen,  marines,  etc.,  449. 
These  data  show  that  the  necessity  for  speed  which  the  experience  of  this 
war  has  forced  upon  us  was  not  appreciated  fully  when  the  Illinois  was 
designed.  She  represents  the  highest  development  of  what  even  now 
must  be  considered  the  old  Ameridin  notions. 

In  armament  she  is  strikingly  powerful    Four  13-inch  guns  in  two 
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turrets,  placed  in  the  centre  line;  fourteen  6-inch  R.  F.  guns,  sixteen  6- 
pounder,  four  i -pounder,  two  Colt  and  two  field  guns,  make  a  heavy 
battery.  She  will  carry  four  torpedo  tubes.  The  13-inch  guns  have  an 
arc  of  fire  of  270  degrees  and  the  6-inch  an  arc  of  90  degrees  on  the 
broadside,  and  those  on  the  upper  deck  have  a  direct  fire  ahead  and 
astern. 

The  armor  belt,  which  extends  from  the  stem  to  abaft  the  after  turret, 
is  to  be  i6}i  inches  thick  at  the  top  and  9^  inches  thick  at  the  bottom, 
tapering  to  four  inches  at  the  stem.  The  diagonal  armor  is  12  inches 
thick.  The  protective  deck  is  carefully  designed,  being  2^  inches  on 
the  flat,  3  inches  on  the  slope  forward  and  4  inches  abaft  the  turrets. 
The  turret  armor  is  17  inches  front  and  15  inches  back  and  sides.  The 
barbettes  for  the  turrets  will  be  15  inches  on  the  front  and  10  inches  on 
the  rear  and  sides,  and  the  casemates  will  have  5^-inch  armor.  Two 
conning  towers  are  provided,  one  7  by  11  feet,  10  inches  thick,  and  one 
6  feet  diameter  and  6  inches  thick. 

The  height  of  freeboard  forward  is  20  feet  and  at  the  stem  13^  feet 
The  floor  of  the  pilot  house  is  44  feet  high.  The  sight  holes  in  the  con- 
ning tower  are  34^  feet  above  the  water.  The  forward  13-inch  guns  will 
have  an  elevation  of  26^  feet,  the  after  guns  19  feet,  the  6-inch  guns 
from  15  to  22^  feet,  and  the  6-pounders  from  30  to  40^  feet  above 
water.  Smaller  guns  are  mounted  in  the  military  tops  at  heights  of  from 
59  to  79  feet.  All  these  dimensions  indicate  both  seaworthiness  and 
great  fighting  range.    Four  searchlights  are  provided. 

There  will  be  two  sets  of  triple-expansion,  twin-screw  engines,  in 
separate  water-tight  compartments.  The  indicated  horse-power  will  be 
about  10,000,  with  120  revolutions  per  minute;  stroke,  4  feet  There  are 
eight  single-ended  cylindrical  boilers,  each  155^  feet  in  diameter  by  9 
feet  11^  inches  long,  having  a  total  gprate  surface  of  685  square  feet,  with 
21,200  square  feet  of  heating  surface;  pressure,  180  pounds.  These  boilers 
are  placed,  two  each,  in  four  separate  water-tight  compartments.  The 
smoke  pipes  are  two,  and  stand  abreast  of  each  other. 

The  first  keel  plate  of  this  vessel  was  laid  February  10,  1897,  not  quite 
twenty  months  ago,  and  the  work  completed  to  date  is  between  53  and 
54  per  cent  The  price  was  $2,595,000,  and  the  date  of  completion  is 
announced  as  October  5,  1899.  Her  sister  ship,  the  Wisconsin,  will  be 
launched  from  the  Cramps'  shipyard  next  month,  and  another,  the  Ala- 
bama, will  follow  from  the  Union  Iron  Works,  San  Francisco. — Army 
and  Navy  Journal,  Oct  8,  1898. 
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HERMAN  G.  DRESEL. 


It  seems  fitting  that  the  pages  of  the  Naval  InsiihUe  should 
render  some  tribute  to  the  memory  of  one  who  for  a  number  of 
years  gave  thoughtful  and  conscientious  attention  to  its  issues. 
It  seems  further  fitting  that  this  tribute  should  be  more  than  a 
mere  recount  of  routine  services,  for  in  the  death  of  Lieutenant 
Herman  G.  Dresel  the  Navy  of  the  United  States  has  not  only 
lost  a  sound-thinking  man,  but  also  a  man  of  action,  one  who  only 
lacked  the  opportunity  to  prove  himself  both  brave  and  daring. 

It  was  the  good  fortune  of  the  writer  to  have  been  thrown 
with  the  deceased  for  nearly  two  whole  cruises  and  a  year  or  so 
of  shore  duty.  Intercourse  only  served  to  increase  a  love  for  him 
as  a  man  and  an  admiration  for  his  intellect  Accomplishments 
so  varied  and  withal  so  modestly  hidden  are  rarely  found  in  any 
one  individual.  Be  the  subject  art,  science,  sport  or  technical 
knowledge  of  his  profession,  he  was  equally  at  home. 

He  had  a  conservative  of  approaching  a  subject  which  quite 
deceived  the  listener  as  to  the  degree  of  his  familiarity  with  it 
Should  his  listener  prove  well  found,  however,  he  jumped  quickly 
from  an  attitude  of  inquiry  to  one  of  mastery  of  the  subject  and 
defined  his  position  in  strong  and  concise  arguments.  His  man- 
ner on  these  occasions  was  vigorous,  aggressive,  but  withal  con- 
siderate, and  no  one  could  engage  in  a  serious  discussion  with 
him  without  becoming  better  informed  or  forced  to  admire  the 
fence  of  his  antagonist. 

As  a  musician  he  quite  outclassed  the  skilled  amateur;  as  a 
natural  scientist,  he  was  an  acute  observer  and  a  well-equipped 
collector;  as  a  linguist,  he  spoke  two  foreign  languages  well  and 
was  conversant  with  two  others;  as  an  instructor  in  mathematics, 
he  was  noted  for  his  thoroughness  and  intense  interest  in  his 


work;  as  a  sportsman  he  was  both  skillful  and  enthusiastic,  while 
his  conspicuous  activity  in  athletic  matters  brought  him  close  to 
those  who  have  followed  the  career  of  the  Navy  in  such  matters; 
his  association  with  the  Naval  Institute  covered  one  of  the  most 
successful  periods  of  its  career;  his  reputation  as  an  officer  was 
of  the  best. 

He  was  ambitious  for  service  where  his  courage  could  be 
proven;  he  was  restless  under  restraint;  he  never  could  tolerate 
a  conservative  spirit  in  such  matters.  He  was  chivalric,  hig^ 
toned,  generous,  and  his  untimely  death  must  be  attributed  to 
that  fierce  war  which  the  elements  of  high-strung  natures  fre- 
quently wage  with  one  another,  especially  at  times  when  ambi- 
tion and  high  hopes  seemed  to  have  failed  of  recognition. 

No  profession  can  afford  to  lose  so  versatile  a  man,  especially 
when  the  essentials  of  that  profession  are  so  well  met,  and  when 
death  called  upon  us,  among  the  living,  to  erase  the  name  of 
Herman  Dresel  from  the  Navy  rolls,  we  silently  registered  in  onr 
minds  the  name  of  another  victim  to  that  stagnation  in  naval 

matters  which  has  so  often  subordinated  the  strong  to  the  weak, 
the  sensitive  to  the  indifferent,  the  genius  to  the  commonplace. 

Affections  are  not  altogether  out  of  place  even  in  a  warlike 
profession,  and  a  man  who  can  arouse  real  affection,  even  among 
a  few  of  his  associates,  must  be  regarded  with  that  consideratioo 
which  is  due  to  men  of  mental  power,  and  in  rendering  this  in- 
complete and  necessarily  hasty  tribute  to  the  memory  of  a  dear 
friend  and  shipmate,  I  confess  my  thorough  love  for  him  as 
friend  and  companion,  my  admiration  for  him  as  an  officer,  gen- 
tleman and  scholar. 

C.  H.  Harlow,  Lieutenant,  U.  S.  Navy. 
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po  \er;  but  its  quality  must  be  good,  and  it  must 
be  (.arefully  prepared.    It  is  bigblf  nourishing 
an  1  easily  digested  and  is  fitted  to  repair  wasted 
strtiigth,  preserve  health,  and  prolong  life.   It 
ij,recs  with  dry  temperaments,  and  convalea- 
rcna;  with  mothers  who  nurae  theirchildren; 
th  those  whose  occupations  oblige  thera  to 
iilergo   severe  mental  strains;    with  pub- 
lic speakers,  and  with  all  those  who  give 
to  work  a  portion  of  the  time  needed  for 
sleep.  It  soothes  both  stomach  and  brain, 
^  andforthisreason,aswella9  fwothers,  it 
is  tlie  best  friend  of  those  engaged  in  lit- 
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"  Walter  Baker  &  Company,  of  Dorchester,  Mass.,  U.  S.  A.,  have 
given  years  of  study  to  the  skUful  preparation  of  cocoa  and  chocolate, 
and  have  devised  machinery  and  systems  peculiar  to  their  methods 
of  treatment,  whereby  the  purity,  palatability,  and  highest  nutrient 
characteristics  are  retained.  Their  preparations  are  known  the  world 
over  and  have  received  the  highest  endorsements  from  the  medical 
practitioner,  the  nurse,  and  the  intelligent  housekeeper  and  caterer." — 
Dietetic  and  Hygienic  Gazette. 
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Bullets.    The  Powerful 

October  i.  The  Effect  of  the  Gun-fire  at  Santiago.  Nftval 
Discipline.     Wire-wound  Guns. 

PROCEEDINGS  OF  THE  ROYAL  ARTILLERY  INSTITUTION, 

July,  1898.  The  Advantages  and  Disadvantages  <rf  Q.  F. 
Guns  for  Artillery  in  the  Field  (Silver  Medal  Prize  Essay).  The 
Advantages  and  Disadvantages  of  Q.  F.  Guns  for  Artillery  in  the 
Field  (Silver  Medal  Prize  Essay,  1898). 

August.  The  Services  of  Lieut.-Colonel  Francis  Dawnman^ 
R.  A.,  in  France,  North  America  and  the  West  Indies,  between 
the  years  1758  and  1784.    The  Artillery  in  the  Rebellion  of  1798. 

September.  The  Services  of  Lieut-Colond  Francis  Down- 
man,  R.  A.,  in  France,  North  America  and  the  West  Indies^  be- 
tween the  years  1758  and  1784.  Quick-fire  Guns  few  Field  Ar- 
tillery. The  Development  of  Armor  during  the  years  1893-98. 
On  the  Word  "  Gonne  "  or  Gun.    Practice  Seawards. 

October.  The  Services  of  Lieut.-Colonel  Francis  Downnuui, 
R.  A.,  in  France,  North  America  and  the  West  Indies,  between 
the  years  1758  and  1784.    Morris  Tube  Practice.    The  Devdop- 
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ment  of  Armor  during  the  Years  1893-^.  Q.  F.  Artillery-fire, 
Observations  on  Mr.  Kinglake's  Narrative  oithe  Bombardment 
of  Sebastopol  in  April,  1855. 

ENGINEERING.    ' 

June  24,  1898.  The  Destruction  of  the  U.  S.  Battle-ship 
Maine.  Messrs.  Schneider  &  Co.'s  Works  at  Creusot.  Armor 
Plates.     Shipbuilding  and  Shipping  in  Japan. 

July  i.  The  Steam  Trials  of  H.  M.  S.  Europa.  The  Destruc- 
tion of  the  U.  S.  Battle-ship  Maine. 

July  8.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 
XaIV.  The  Defenses  of  Hon^  Kong.  The  Steam  Trials  of 
H.  M.  S.  Niobe.  The  Destruction  of  the  United  States  Battle- 
ship Maine.    Boiler  Explosion  at  Bradford. 

July  15.    Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No* 

XXV.  The  Argentine  Cruiser  General  San  Martin.  Electric 
Launch  for  the  Russian  Government.  Safety  at  Sea.  The  De- 
struction of  the  United  States  Battle-ship  Maine.  Criticism  of 
the  Navy.    The  Whitehead  Torpedo. 

July  22.     Messrs.  Schneider  and  Co.'s  Works  at  Creusot,  No. 

XXVI.  Naval  Machinery.     Submarine  Telegraph  Enterprise. 
July  29.     Messrs.  Schneider  and  Co/s  Works  at  Creusot,  Na 

XXVII.  The  Navy  Programme.    An  Old  Warship. 
August  5.     Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 

No.  XXVIII.     Reserves  for  the  Royal  Navy. 

August  12.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XXIX.  Submarine  Telegraph  Property.  The  Phillipine 
Islands.    The  Cost  of  Armor. 

August  igu    The  Hospital  Ship  Solace. 

August  26.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XXX. 

September  2.  Messrs.  Schneider  and  Co.'s  Works  at  Creu- 
sot, No.  XXXI.  Barbette  Carriage  for  the  U.  S.  lo-inch 
Breech-loading  Rifle.     Willard  Water-tube  Marine  Boiler. 

September  o.  Messrs.  Schneider  and  Co.'s  Works  at  Creu- 
sot, No.  XXXlI. 

September  16,  Engines  of  the  French  Protected  Cruiser 
Chanzy. 

September  2r  Messrs.  Schneider  and  Co.'s  Works  at  Creu- 
sot, No.  XXXIII.    Torpedo-boats  for  the  Austrian  Navy. 

September  30.  Messrs.  Schneider  and  Co.'s  Works  at  Creu- 
sot, No.  XXXIV.    The  Steam  Trials  of  H.  M.  S.  Terrible. 

October  7.  Messrs.  Schneider  and  Co.'s  Works  at  Creusot, 
No.  XXXV.  The  French  Naval  Manoeuvres  of  1898.  Colli- 
sions at  Sea.  Naval  Engineers  and  the  Efficiency  of  the  Navy. 
Safety  Valve  and  Gate  VaJve. 
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October  14.    Messrs.  Schneider  and  C6.'s  Wdrka  at  Cmnot. 

The  Erosion  ol  Gtin  Tubes. 

THE  ENGINEER. 

June  24,  1898.  The  Jane  Naval  War  GanK  at  the  United 
Service  Institution.  The  Launch  cS  H.  iL  Battfe-shm  Albioii. 
The  Engines  of  H.  M.  S.  Albion.  Combustion  in  Water-tnbe 
Boilers. 

July  j.  Lord  Dundonald's  Machine  Gun.  Triji^,^  ■fniwirn 
Marine  Engine.    Coifs  New  Machine  Gun. 

July  8.  The  Evolution  of  Small  Arms.  Lamich  of  H.  IL  S. 
Amphitrite.    The  Speed  of  Warships. 

July  15.  The  Largest  Storage  Battery  in  Ae  Worid.  The 
New  Graving  Dock  (A  the  Qyde  Navigation  Trust.  H.  IL  S 
Salamander.  The  Naval  Battle  at  Santiago.  Hydranlic  Rro- 
peller  Starter.    H.  M.  S.  Amphitrite. 

July  22.  Aluminum  as  a  Rival  of  Copper  and  Brass  far  Elec- 
trical Conductors.    Quick-fire  Guns  for  ArtSDcry  in  titt  Field. 

July  29.  Lord  Charles  Beresford  on  the  Russian  Naval  Pko- 
gramme.    Vickers'  Quick-fire  Field  Gun.    Propeller  9iafts. 

August  5.  High-pressure  Marine  Engines.  Trial  of  Mnm- 
ford's  Water-tube  BoUers. 

August  12.  The  French  Naval  Defense.  SUpbnilding  and 
Marine  Engineering  on  the  Thames  in  the  Victorian  Era,  Na 
XXL  The  Engines  of  H.  M.  S.  Amphitrite  Manchester  S^p 
Canal.    American  Gunnery. 

August  10.  The  Miyabara  Water-tube  Boiler.  Borchaidt 
Automatic  Repeating  Pistol.  The  Training  of  Engineers  in 
Japan. 

August  26.    Smoke  as  a  Factor  in  Naval  Action. 

September  2.  Shipbuilding  and  Marine  En|;ineerin|r  on  die 
Thames  in  the  Victorian  Era,  No.  XXII.  Higli-qiMd  Sicani 
Engines.    Trial  of  Carnegie  Krupp  Plates. 

September  9.  Water-tube  Boilers  and  the  Manning:  of  Stoloe- 
holds.    Warships  in  Action. 

September  16.  Ships  of  War  in  Action.  Shq^bnildingf  and 
Marine  Engineering  on  the  Thames  in  the  Victorian  Era.  Na 
XXIII. 

September  23.    The  Austro-Hungarian  Torpedo-boat  Boa. 

American  Electricity  Supply  Engines. 

September  30.    Shipbuilding  and  Marine  Engineering  on  tbe 

Thames  in  the  Victorian  Era,  No.  XXIV. 

THE  INSTITUTION  OF  MECHANICAL  ENGINEERS. 

November,  1897.    Experiments  upon  Propeller 
Fans,  and  upon  the  Electric  Motor  driving  them. 
Accounts  for  Engineering  Work. 

July.    High-speed  Self-lubricating  Steam 
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THE  STEAMSHIP. 

July,  1898.  Marine  Boiler  Explosions.  The  "  Universal " 
Valve  FacingMachineu  Burnett's  Patent  Generator  and  Water 
Circulator.  The  Problem  of  Combustion  in  Water-tube  Boilers. 
Transmission  of  Heat  through  Plates  from  Hot  Gases  to  Water. 
The  Value  of  the  Modem  Torpedo-boat  Destroyer.  Launch  of 
H.  M.  S.  Highflier.  The  Problem  of  Combustion  in  Water-tube 
Boilers  and  a  Means  of  its  Solution.  United  States  Gunboats. 
The  Trial  of  H.  M.  S.  Terrible. 

August.  Marine  Boiler  Explosions.  Special  Service  Vessels 
of  the  U.  S.  N^    Launch  of  British  Warships. 

September.  Electric  Lighting  on  Board  Ship.  Marine  Boiler 
Explosions.  Electrically  Controlled  Searchlights.  The  Bretel 
Boiler  Fluid.  New  Type  of  Steamer.  The  Indicator  and  its 
Uses  on  board  Ship.  The  New  Battle-ships  for  the  British  Navy. 
Re-boring  a  Steam  Cylinder.  The  British  and  French  Navies. 
High-pressure  Marine  Eneines.  The  Chemistry  of  Boiler 
Waters.  A  Chapter  in  the  History  of  War  Shipbuilding  in  Great 
Britain  and  France.    A  Ship's  Skin. 

October.  The  Indicator  and  its  Uses  on  Board  Ship.  Ship- 
building in  Japan.  To  Scrape  Ships'  Bottoms.  Speed  as  an  Ele- 
ment of  Warship  Design.  A  New  Wreck-raising  Vessel.  Di- 
versity in  British  Steam  Engine  Design.  Marine  Boiler  Ex- 
plosions.   The  Machinery  Equipment  of  a  Modem  Battle-ship. 

TRANSACTIONS  OF  THE  INSTITUTION  OF  NAVAL  ARCHI- 
TECTS. 

Vol.  XL,  1898.  Recent  Trials  of  the  Cruiser  Diadem. 
Riveting  by  Electricity.  Investigation  of  the  Nature  of  Surface 
Resistance  of  Water  and  of  Stream-line  Motion  under  certain 
Experimental  Conditions.  Horse-power  Absorbed  by  Skin  Fric- 
tion and  Wave-making  of  Different  Forms  and  Proportions  de- 
duced from  Progressive  Trials.  Experiments  on  the  Effect  of 
Direction  of  Rotation  in  Twin  Screws.  On  Resistance  to  the 
Motion  of  Solids  in  a  Fluid.  Reminiscences  of  Early  Marine 
Steam  Engine  Construction  and  Steam  Navigation  in  the  United 
States  of  America  from  1807  to  1850.  Description  of  some  Ex- 
periments with  a  Water-tube  Boilen  A  General  Theory  of  the 
Oscillations  of  a  Ship  on  Waves.  On  Stresses  Experienced  by  a 
Ship  in  a  Sea  Way.  The  Problem  of  Stabili^  in  Naval  Archi- 
tecture. The  Steering  Qualities  of  the  Yashima.  Submarine 
Torpedo-boats:  their  Influence  on  Torpedo-boat  Architecture  and 
Value  in  Warfare.  On  the  Direct  Attachment  of  Copper  Sheath- 
ing Plates  to  the  Hull  of  Vessels. 
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MINUTES    OF    PROCEEDINGS    OF    THE    INSTITUTION    OF 
CIVIL  ENGINEERS. 

Vol.  CXXXII,  1897-98.  The  Machinery  used  in  the  Manu- 
facture of  Cordite.  On  the  Thermal  Condition  of  Iron,  Steel  and 
Copper  when  acting  as  Boiler  Plate.  Corrosion  of  Iron  and 
Steel  Plates  and  Tubes.  The  Contract  Trials  of  the  United 
States  Gunboats  Vicksburg  and  Newport.  The  Spanish  Cniiser 
Cristobal  Colon.    Value  of  Artillery-fire  in  Naval  Battles. 

Vol.  CXXXIII.  Dry  Rot  and  its  Prevention.  The  Use  of 
Steel  for  Pontoons.  New  Graving  Dock,  Glasgow^  Report  of 
Committee  on  the  Thermal  Efficiency  of  Steam  Engines. 

MARINE  RUNDSCHAU. 

June,  1898.  Treaty  between  Germany  and  China  r^;ardin^ 
the  Cession  of  Kiantschou.  Strategic  View  of  the  Mediterranean 
(continuation).  A  German  Seamanship  published  in  1705.  The 
Resistance  of  Ships  in  Canals.  The  Statistical  Sanitaiy  Reports 
of  the  United  States  and  British  Navies.  The  Destruction  of  the 
Maine.  The  American-Spanish  War.  The  Turbine  Propeller 
and  Engines.  The  German  Fleet  as  viewed  from  an  Oldenburg 
Standpoint.     Naval  Notes. 

July.  Strategic  View  of  the  Mediterranean  (continuation). 
The  Preparation  and  Equipment  of  the  Boats  of  the  German 
Squadron  for  Blockade  Duty  on  the  East  Coast  of  Africa,  1888-89. 
Military  Sea  Transports.  The  German  North  Pole  Expedition 
in  the  Fishing  Steamer  Helgoland.  The  Distillation  and  Puri- 
fication of  Sea  Water.  German  Armor  Plates  and  Guns.  The 
American-Spanish  War.     Naval  Notes. 

August  and  September.  The  Distillation  and  Purification  of 
Sea  Water  (continuation).  Outlines  of  the  Sea  Policy  of  the 
German  Order  of  Knights.  Naval  Progress  in  the  Last  Decade. 
The  Organization  of  the  Brazilian  Navy.  The  American-Spanish 
War  (continuation).  The  Squadron  of  Admiral  Cervera.  Fos- 
ter's Method  of  Finding  the  Ship's  Position  by  Altitudes  of  Two 
Stars.  Strategic  Review  of  the  Mediterranean  (continuation). 
Naval  Notes. 

NORSKOI  SBORINK 

No.  3,  March,  1898.  Elements  of  the  Armed  Strenc^th  of 
Fleets.  The  Comparative  Strengths  of  the  Fleets  of  dmerent 
Powers.  Questions  in  Naval  Strategy.  Training  of  the  Engi- 
neer's Force  for  the  Navy.  The  Steamer  Cherron  of  the  Volun- 
teer Fleet.  Corrosion  and  Fouling  of  Ships.  Additions  to 
"  Compensation  of  the  Compass  at  Night  and  in  Fog." 

Notes :  Results  of  Twenty  Years*  Shipbuilding  in  Spanish  and 
other  Fleets.    Trial  of  the  Spanish  Torpedo-boat  Destroyer  Plu- 
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ton.  New  Rule  for  Promotion  of  Officers  in  the  Japanese  Navy. 
Accidents:  Premature  Explosion  of  Powder  Charge  upon  British 
Gunboat  Bouncer. 

No.  4,  April.  Homogeneity  in  the  Composition  of  the  Fleet. 
The  Role  of  Torpedoes  in  Naval  War  (translation  of  Admiral 
Colomb's  pages,  The  Future  of  the  Torpedo"  in  Royal  United 
Service  Institution).  The  French  Naval  Budget  for  1897.  Re- 
view of  Present-day  Ordnance.  New  Method  of  Manufacture  of 
Armor.     Recent  and  Present-day  Types  of  British  Marine  En- 

fines.     Method  of  Hull  Construction  with  reduced  Supports  of 
Vaming.     Navigation  Notes  and  Problems:  On  a  Mineral  De- 
posit at  the  Bottom  of  the  Sea  in  certain  Parts  of  the  Baltic. 

Notes:  The  Spanish  Cruiser  Rio  de  le  Plata. 

No.  5,  May.  Contributions  to  the  History  of  Military  Events 
in  the  Far  East,  1847-55.  Th^  Laws  of  Development  of  Naval 
Strength.  Review  of  rresent-day  Ordnance  (conclusion).  Ad- 
vances in  the  Construction  of  Ships'  Machinery.  Considerations 
upon  the  Raising  of  the  Sunken  Ironclad  Gangout 

Notes :  Wreck  of  the  Maine  in  the  Harbor  of  Havana  (transla- 
tion of  official  reports).  Composition  of  the  Naval  and  Military 
Forces  of  the  Powers  at  War. 

No.  6,  June.  The  Question  of  Privateering.  The  Compara- 
tive Strengths  of  the  Fleets  of  different  Foreim  Powers.  The 
Composition  of  the  American  Navy  in  1897.  The  Composition 
and  Distribution  of  Ships'  Artillery.  Advances  in  the  Construc- 
tion of  Ships'  Machinery  (conclusion).  Practical  Problems  in 
the  Computation  of  Sections  of  Wiring  for  Electric  Installations. 
Notes  on  Marine  Meteorology. 

Notes:  The  Spanish- American  War.  General  Position  of 
Affairs.    The  Battle  of  Manila.    Journal  of  the  War. 

No.  7,  July.  Considerations  upon  the  Question  of  the  Un- 
sinkability  of  Ships.  Strategical  Importance  of  the  Sandwich 
Islands  (extracts  from  Captain  Mahan's  book).  Sketch  of  the 
Development  of  the  Japanese  Navy*  The  Tactical  Role  of  Ships' 
Artillery.  Naphtha  Fuel  for  Warships.  Practical  Problems  in 
the  Computation  of  Sections  of  Wirine  for  Electric  Installations 
(conclusion).  Puddling  Steel  and  its  Application  to  the  Produc- 
tion of  Cast  Steel.  Extracts  from  Journal  of  Admiral  Kouz- 
netsov. 

Notes:  The  Spanish- American  War.  General  Position  of 
Affairs.    Journal  of  the  War. 

No.  8,  August.  Navigation  and  its  Influence  on  the  De- 
velopment of  the  Russian  Empire.  The  Question  of  Privateer- 
ing. The  Latest  Shipbuilding  Programme.  German  Navy. 
The  Tactical  Role  of  chips'  Artillery.    Dimensions  of  different 
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Parts  of  Steel  Ships.    The  du  Temple  Water-tube  Boilers.    Pud- 
dling Steel  and  its  Application  to  the  Production  of  Cast  SteeL 

Notes :  German  Naval  Manoeuvres,  1897.  Shipbuilding  Abroad. 

J.  B.  B. 

militAr  wochenblatt. 

No.  56. 

No.  57.  The  Influence  of  Target  Practice  in  Developiiig  the 
Fighting  Efiiciency  of  Infantry.  Russian  Military  Strenetfa  in 
Eastern  Asia.   The  Increase  of  the  English  Army.   Minor  Notes. 

No.  58.  The  Battle  near  the  Athsea  River,  Soudanu  The  Pro- 
posed Increase  of  the  Salaries  of  Russian  OfEcers.    Minor  Notes. 

No.  62.  Observations  on  the  Organization  of  the  Field  Ar- 
tillery. French  Troops  along  the  German  Frontier.  Minor 
Notes. 

Nc.  63.  Observations  on  the  Organization  of  the  Field  Ar- 
tillery (conclusion).  The  Russian  Detachment  Manoeuvres, 
Minor  Notes. 

No.  64.  Infantry  Target  Practice  Regulations.  The  Russum 
Detachment  Manoeuvres.    Minor  Notes. 

No.  65.    The  Importance  of  Rapid-fire  in  Battle. 

No.  66.  French  Views  on  Infantry  Battle  Firing.  The  Sani- 
tary Condition  of  the  English  Army.    Minor  Notes. 

No.  67.  Archduke  Charles  of  Austria.  The  Foldiiu^  Bicjrde 
and  the  Equipment  of  Bicycle  Troops.    The  Engineer  Troops  of 

Spain.    Minor  Notes. 

No.  68.  The  New  German  Military  Punishment  Ri^^uladoiis. 
Archduke  Charles  of  Austria  (conclusion).  The  Exhibition  of 
the  Military-Geographical  Society  of  Turin.    Minor  Notes. 

No.  71.  Instruction  in  Estimating  Distances.  Promotion  in 
the  French  Army.  Review  of  the  Latest  Discoveries  and  Inven- 
tions in  Military  Science.    Minor  Notes. 

No.  72;.  The  Russian  Army  Manoeuvres  of  18^  The  Hun- 
garian Landwehr  Schools  for  Officers.  Review  of  the  Latest 
Discoveries  and  Inventions  in  Military  Science.    Minor  Notes. 

No.  73.  Review  of  the  Latest  Discoveries,  etc.  What  is  most 
Important  in  the  Training  of  Cavalry  for  Field  Service.  Minor 
Notes. 

No.  75.  The  Great  Exhibition  of  Russian  Horses  in  SL  Pe- 
tersburg, 1898.    Minor  Notes. 

No.  yy.    History  of  the  Royal  Amiv  of  Hanover.    Blanket- 
ing Military  Horses.    Changes  in  the  (Organization  of  the 
Army.    Minor  Notes. 
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No.  78.  Artillery-fire  and  Infantry  Attack.  The  Storming  of 
St.  Privat.     Minor  Notes. 

No.  79.  The  Pupils  of  the  German  Military  Cadet  Corps  (a 
historical  review).    Policing  Military  Barracks.     Minor  Notes. 

No.  80.  Military  Bicycles  and  Bicycle  Troops.  The  Colonial 
Army  of  Portugal.     Minor  Notes. 

No.  81.    The  Value  of  Coast  Defenses  in  War.    Minor  Notes. 

No.  82.    War  News  from  the  United  States. 

No.  84.  The  Examination  for  Admission  to  the  German  Mili- 
tary Academy  (a  proposition).  The  Saxon  Engineer  and  Pioneer 
Corps.  The  Grand  Manoeuvres  on  Salisbury  Plain  in  England. 
Military  News  from  Sweden.     Minor  Notes. 

No.  85.  The  Examination  for  Admission  to  the  German  Mili- 
tary Academy  (conclusion).     Minor  Notes. 

MITTHEILUNGEN  AUS  DEM  GEBIETE  DES  SEEWESENS. 

Vol.  XXVI,  No.  a  The  Navy  in  the  Civil  War  of  the 
United  States,  1861-65  (continuation).  The  American-Spanish 
War,  with  Particular  Consideration  of  the  Naval  Operations. 
Smokeless  Nitroglycerine  Powders.  The  Italian  Fleet  Manoeu- 
vres of  1897.  The  Naval  Budget  of  Italy  for  the  Fiscal  Year 
1898-99.  Naval  Notes:  England,  France,  Germany,  Italy,  Rus- 
sia, Holland,  Norway,  Portugal,  United  States,  Chili  and  Japan. 
The  English  and  Russian  Fleets  in  Chinese  Waters.  The  British 
Merchant  Marine.  Comparative  Table  of  the  Naval  Strength  of 
the  Principal  Sea  Powers. 

No.  9.  The  Navy  in  the  Civil  War  of  the  United  States,  1861- 
65  (continuation).  The  American-Spanish  War,  with  Particular 
Consideration  of  the  Naval  Operations  (continuation).  Smoke- 
less Nitroglycerine  Powders  (continuation).  Session  of  the 
Mathematical  Natural  Science  Class  of  the  Vienna  Academy  of 
Sciences,  June,  1898.  The  Naval  Budget  of  Holland  for  1898. 
Naval  Notes:  England,  France,  Russia,  Italy,  Spain,  Portugal, 
United  States,  Argentine,  Brazil,  Chili,  Japan,  China,  Morocco. 
The  Burning  of  the  Austrian  Steamer  North  Eriu.  The  Coal 
Production  of  the  World. 

No.  10.  The  Navy  in  the  Civil  War  of  the  United  States, 
1861-65  (conclusion).  The  American-Spanish  War,  with  Par- 
ticular Consideration  of  the  Naval  Operations.  The  Austro- 
Hungarian  Polar  Expedition  under  Wayprecht  and  Royer,  and 
the  Nansen  North  Pole  Expedition.  Naval  Notes:  England, 
France,  Germany,  Italy,  Russia,  Portugal,  Holland,  United  States, 
Argentine,  Chili,  Japan. 
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LE  YACHT. 

June  4,  1898.    The  Protection  of  the  Colonies. 

By  a  decree  of  April  3,  1890,  the  civil  governors  of  the  colonies,  under. 
the  direction  of  the  minister  for  the  colonies,  are  charged  with  the  duties 
of  the  interior  and  exterior  defenses  of  the  distant  colonies.  Yet,  as  the 
writer  remarks,  in  case  of  a  disaster  the  navy  would  be  held  partly  re- 
sponsible for  defeat.  With  Algeria  it  is  different  There  the  general 
commanding  the  Ninth  Army  Corps,  and  the  admiral  commanding  at 
Algiers,  are  under  the  authority  of  their  respective  ministers  in  what 
concerns  the  military  and  naval  defenses  of  that  dependency,  and  the 
writer  goes  on  saying:  Would  it  be  unreasonable  to  ask  for  the  recall 
of  the  decree  of  April  3,  1890,  and  give  to  those  who  would  have  to 
protect  the  colonies  in  the  event  of  war  the  opportunity  of  preparing 
for  their  defenses  in  time  of  peace? 

One  thing  is  certain,  and  that  is  that  at  the  present  time  those  de- 
fenses are  lamentably  inadequate;  and  it  could  hardly  be  otherwise,  the 
civil  governors  being  exclusively  absorbed  by  the  economical  (?)  side  of 
their  administration.  It  is  therefore  upon  the  military  commanders  in 
the  colonies  that  should  devolve  the  duty  and  the  right  to  directly  inform 
in  advance  their  respective  authorized  heads  of  the  necessary  prepara- 
tions in  regard  to  the  land  and  sea  defenses,  supplies  of  all  kinds,  pro- 
visions and  war  materials,  as  well  as  to  the  personnel. 

The  land  defenses  should  consist,  as  at  home,  of  concrete  works  with 
armored  shelters  to  withstand  modem  guns,  as  well  as  ground  torpedoes, 
and  blockade  torpedoes,  if  advisable.  Against  such  fortifications  eren 
armored  battle-ships  with  their  high-power  guns  would  be  powerless* 
exposed  to  serious  injury,  and  would  uselessly  spend  their  ammnnition, 
depleting  their  magazines,  perhaps  on  the  eve  of  a  naval  battle,  as  in 
the  case  of  Sampson  at  San  Juan  of  Porto  Rico,  with  a  negative  monl 
effect. 

It  would  be  folly  to  depend  upon  fortifications  of  the  kind  Adiniral 
Dewey  reduced  so  easily  at  Cavite;  better  have  none  at  all,  thus  depriv- 
ing the  enemy  of  the  boast  of  an  easy  triumph.  A  simple  mortar  battery 
hidden  from  the  sea  and  invulnerable  would  make  the  anchoring  of  a 
hostile  fleet  in  roads  like  Manila  Bay  untenable. 

Let  us  now  examine  the  mobile  defenses.  In  case  of  a  conflict  with  a 
maritime  nation  some  of  our  colonies  would  be  subjected  to  a  blockade, 
and  as  they  are  not  self-supporting  in  the  way  of  subsistence,  the  blockade 
would  result  in  a  famine,  and  finally  in  surrender.  This  is  the  danger 
that  actually  threatens  the  dependencies  wrested  from  Spain,  and  what 
they  need  is  a  flotilla  of  small  coast-defense  torpedo-boats,  or  perhaps 
simple  vedettes.    This  is  the  first  requisite  element  of  mobile  defenses. 

The  Protected  Cruiser  d'Entreosteaux  of  81 14  Tons  Displace- 
ment. 

Length,  117  metres;  extreme  breadth,  7.15  metres;  maximnm  power, 
13.500:  contract  speed,  19  knots.  The  armament  includes  two  a4-cni. 
guns  in  closed  turrets,  twelve  14-cm.,  eight  of  which  are  in  armored 
barbettes  and  four  on  the  spardeck;  twelve  47-mm.  and  foor  ^7-1 
placed  on  the  bridges,  besides  six  torpedo  tubes,  two  of  which 
below  the  water-line.    The  military  masts  in  the  original  contract  have 
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been  replaced  by  signal  masts.  The  steam  apparatus  arrangements 
have  also  been  modified  to  admit  of  compound  firing.  To  that 
effect,  an  oil  tank  with  a  capacity  of  40,000  litres  has  been  built  in 
the  hold.  The  burners  will  be  fed  by  Thirion  pumps  from  special  reser- 
voirs. The  electric  installation  comprises  all  the  necessary  organs  for 
working  the  turrets,  for  the  interior  and  exterior  lights  of  all  kinds,  for 
transmitters  of  orders,  ventilators,  ash  hoists,  and  hoists  for  ammunitions 
of  all  calibres.  These  are  divided  in  two  groups,  one  forward  and  one  aft 
The  forward  group,  placed  in  the  forward  240-mm.  turret,  comprises  two 
engines,  and  the  one  in  the  after  turret  four.  The  incandescent  lighting 
in  the  interior  comprises  410  lamps  of  10  candle-power  each,  and  on  the 
exterior  56  lamps,  with  an  intensity  averaging  between  10  and  50  candles. 
There  are  six  Maugin  searchlights  fitted  with  a  distant  electric  command. 
The  electric  ventilators  are  of  the  Rateau,  Sautier  and  Harl6  system. 
Originally  the  six  ash  hoists  were  to  be  worked  by  steam,  but  are  now 
worked  by  electricity  or  by  hand.  The  electric  ammunition  hoists  are 
three  in  number  for  the  37-mm.  and  47-mm.  projectiles,  ten  for  the  guns 
of  138.6  mm.  and  two  for  the  guns  of  240.  All  the  command  apparatus  of 
these  hoists  are  of  the  Savatier,  Lagabbe,  Sautter-Harl6  system.  Each 
turret  is  provided  with  an  electric  pump  intended  to  remedy  the  leaks  of 
the  pivot-press.  The  pumps  work  automatically.  The  working  system 
of  the  240-mm.  turrets  is  similar  to  that  of  the  ''tourelle  battante";  the 
type  of  motors  is  Sautter  and  Harl6. 

Everything  has  been  done  to  make  the  habitability  of  the  cruiser  as  com- 
plete as  possible  for  officers  and  men  serving  in  tropical  seas. 

Right  aft,  on  the  between  decks,  are  the  admiral's  quarters,  with  salon, 
dining-room,  pantry,  bathroom,  etc.;  also  the  messroom  of  superior 
officers,  officers'  staterooms  and  other  necessary  rooms,  and  forward  are 
the  "  comeaux "  of  the  crew.  All  the  partitions  are  of  light-nerved 
sheet-iron,  with  the  exception  of  the  admiral's  apartments*  partitions, 
which  are  perfectly  smooth  to  allow  of  decorations.  The  various  articles 
of  furniture,  bedsteads,  bureaux,  desks,  etc.,  are  all  metallic.  The  various 
magazines,  provision-rooms,  spirit-rooms,  ammunition-rooms,  coal- 
bunkers,  etc.,  are  all  placed  under  the  protective  deck. 

June  ii.    The  Rights  of  Neutrals  and  International  Rights. 

June  i8.  Specialization  of  Cruisers:  Express  Cruiser  (Croi- 
seur  estafette). 

The  estafette  is  intended  to  establish  and  maintain  communication 
between  armored  cruisers  detached  from  a  squadron  or  a  navy- 
yard  for  the  purpose  of  discovering  and  following  the  enemy,  and  that 
squadron,  or  navy-jrard,  or  whatever  base  of  operations.  It  should  also 
keep  open  communications  between  the  metropolis  and  the  near  colonies 
in  spite  of  a  blockade,  or  the  presence  of  a  hostile  fleet  between  France, 
Algiers  and  Tunis.  Owing  to  the  nature  and  importance  of  its  role  the 
estafette  should  be  able  to  avoid  any  venture  that  might  jeopardize  its 
mission.  That  condition  fixes  its  minimum  speed,  which  can  never  be 
inferior  to  23  knots. 

Grounding  and  Floating  of  the  Victorious. 

No.  1059,  June  28.  The  Landing  of  Troops.  Launching  of 
the  Brazilian  Armored  Cruiser  Marechal  Deodoro  of  3162  tons. 
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No^  1060,  July  2.  Specialization  of  Cruisers:  Commerce  De- 
stroyers (V.  G.)« 

No.  1061,  July  9,  The  Destruction  of  the  Spanish  Squadron 
off  Santiago. 

No.  1062,  July  16.  After  the  Naval  Fight  off  Santiago  (E. 
D.).  The  Cruiser  Protet,  built  by  the  Forges  et  Chantiers  de  la 
Gironde. 

No.  1063,  July  23.  Reorganization  of  the  School  of  Higher 
Studies.     The  Mobile  Defense  of  Bizerta. 

No.  1064,  July  30.  The  New  Building  Programme  in  Eng- 
land. 

No.  1065,  August  6.  The  Double-acting  Manoeuvres  in  the 
Mediterranean  (E.  Duboc). 

No.  1066,  August  13.  The  Combined  Manoeuvres  of  the 
North  Squadron. 

No.  1067,  August  20.    The  Russian  War  Fleet. 

No.  1068,  August  27.  American  Official  Report  of  the 
Naval  Battle  of  Santiago. 

No.  1069,  September  3.  The  English  Armored  Cruisers. 
The  Protected  Cruiser  d'Assas. 

No.  1070,  September  10.  The  New  Naval  Construction 
Programme  in  the  United  States. 

No.  1071,  September  17.  Living  Conditions  on  Board  Mod- 
em Men-of-war  (continuation). 

No.  1072,  September  24.  The  Merchant  Navy  and  Ship- 
yards. 

After  deploring  the  gradual  and  constant  decline  of  the  French  mer- 
chant navy  whilst  those  of  her  neighbors  have  increased — England's,  SS 
per  cent;  Germany's,  107  per  cent;  Spain's,  50  per  cent;  Italy's,  57  per 
cent. — the  writer  points  out  a  remedy.  Create  the  commercial  navy  con- 
struction industry  and  reorganize  the  maritime  credit  are  the  two  condi- 
tions sine  qua  nan  of  the  revival  of  the  merchant  navy,  without  which  no 
nation  can  have  an  export  trade,  a  prosperous  industry  or  flourishini^ 
colonies,  or  foreign  influence,  and  history  points  out  that  peoples  that 
have  devoted  themselves  to  maritime  commerce  have  become  the  masters 
of  the  world. 

The  Armored  Battle-ship  Bouvet  of  12,200  tons,  J,  L. 

REVUE  MARITIME. 

May,  1898.  A  Guide-book  for  Naval  OfKcers  and  SaSors 
Travelling  over  French  Railways.  Lithologic  Analysis  of  Ma- 
rine Deposits  taken  from  the  Bay  of  Biscay.    The  National  Hour. 

Geographers,  astronomers  and  seafaring  people  heard  with  unditguised 
surprise  that  the  French  Chamber  voted  wiUiout  discussion  a  law  makiii|^ 
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the  Paris  meridian  less  9  minutes  25  seconds  the  national  hour  for  France. 
This,  it  will  be  noticed,  corresponds  with  the  Greenwich  time.  This  same 
bill  had  previously  been  voted  down,  being  strenuously  opposed  by  the 
ministers  of  war,  marine  and  public  instruction  respectively,  as  likely  to 
involve  regretable  consequences.  On  the  other  hand,  the  adoption  of 
the  Greenwich  meridian  had  been  rejected  in  December,  1896,  by  the 
Geographical  Society;  and  the  Astronomical  Society  adopted  a  similar 
resolution  at  about  the  same  time.  It  is  hinted  that  the  change  is  due  to 
the  railway  and  telegraph  companies;  but  these  companies  will  derive 
very  little  benefit  from  the  change  compared  with  the  great  inconvenience 
that  will  result  to  the  general  public. 

Foreign  Navies. 

June.     The  French  Oceanographers  (continuation). 

See  Revue  Maritime  of  March,  1897,  p.  443,  and  of  Sept.,  1897,  p.  542. 

Foreign  Navies.     Coast  Defenses,  translated  from  the  Italian. 
The  Fighting  Ships  of  the  Future. 

An  interesting  study  of  modem  ships  published  in  the  Marine  Rundschau 
of  July,  1897,  and  reproduced  at  length  in  the  Revue. 

July.    Gymnastics  of  the  Sailor.    Free  use  of  the  Flag  in 
Naval  Warfare.    The  Necessity  for  a  Reform.  J.  L. 
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cept  for  a  small  slit  about  four  inches  deep,  and  just  long^  enough 
to  take  in  the  two  ends  of  the  mine  field  to  be  operated.  These 
stations  contained  the  most  elaborate  electrical  appliances  for 
testing  the  circuits  and  for  firing.  A  large  table  with  testing  bat- 
tery, Wheatstone  bridge,  and  galvanometer  was  found  in  each, 
together  with  a  firing  battery,  sighting  quadrant,  and  numerous 
books  giving  full  descriptions  of  the  ships  of  our  Navy,  with 
photographs  accompanymg.  All  stations  were  in  telephonic  com- 
munication with  each  other.  After  the  surrender  it  was  dis- 
covered that  on  account  of  the  failure  of  the  three  mines  con- 
trolled by  the  Estrella  Cove  station,  that  station  was  abandoned. 
Only  parts  of  the  testing  and  firing  mechanism  were  found  there, 
other  parts  having  been  destroyed  or  carried  off.  The  stations  on 
Cay  Smith,  and  Outer  Socapa  were  also  abandoned,  as  the  inside 
station  on  the  Socapa  side  was  considered  to  be  so  advantage- 
ously located  that  it,  alone,  was  considered  sufficient  to  control 
the  remaining  mines. 

Sighting  Quadrant. 

The  means  of  determming  the  proper  moment  to  fire  the 
electrical  mines  were  a  sighting  bar  in  connection  with  a  quad- 
rant of  a  circle,  having  on  it  as  many  contact  points  as  there  were 
mines  in  the  mme  field.  The  sighting  bar  was  pivoted  at  the 
center  of  the  circle  from  which  the  arc  was  described,  and  could 
be  swung  around  so  that  its  front  end  could  be  brought  in  contact 
with  any  one  of  the  contact  points  on  the  arc. 

The  whole  arrangement  was  evidently  installed  in  the  control 
station,  and  the  mmes  planted  on  the  ranges  indicated  by  the 
line  of  sight  as  given  by  the  bar  in  its  various  positions,  that  is, 
with  its  front  end  on  the  different  contact  pomts  of  the  arc 

The  main  cable  was  made  up  of  a  number  of  small  well-insu- 
lated cables,  all  bound  together  and  covered  with  jute  braiding 
for  the  distance  from  the  control  station  out  to  the  junction  box, 
and  where  this  cable  came  into  the  control  station  it  was  made 
fast,  and  the  separate  parts  of  it  were  each  led  to  one  of  the  con- 
tact points  on  the  arc  of  the  sighting  quadrant.  These  wires,  and 
the  contact  points  were  numbered  with  the  same  numbers  that 
had  been  assigned  to  the  mines  as  they  were  planted. 

Outside  of  the  control  station  the  cable  ran  out  mto  the  water 
for  about  one  hundred  and  fifty  yards  where  it  led  into  a  junction 
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box,  from  which  branch  leads  radiated  to  each  of  the  mines 
planted.  The  mine  connection  of  each  of  these  branches  was 
as  follows:  In  the  top  of  the  mine  was  a  w-ater-tight  stuffing-box, 
through  which  the  leadnig  wire  entered  and  made  fast  to  one  pole 
of  the  detonator,  the  other  pole  being  made  fast  to  the  metal  of 
the  stuffing-box  outside  the  mine.  At  the  shore  end  of  the  cable 
one  pole  of  the  firing  battery  was  placed  in  contact  with  the  earth, 
and  the  other  connected  to  the  sighting-bar,  the  firing-key  mak- 
ing a  break  between  the  two. 

To  test  any  particular  mine,  place  the  front  end  of  the  sighting- 
bar  on  the  contact  point  of  the  arc  corresponding  to  that  mine 
and,  with  the  testing  key  and  testing  battery,  in  connection  with 
the  Whcatstone  bridge,  and  galvanometer,  the  good  or  bad  quali- 
ties of  the  circuit  were  established.  The  arrangement  was  very 
sini])le  and  at  the  same  time  very  complete. 

To  fire  a  mine  under  a  vessel  attempting  to  run  the  channel, 
connect  with  the  firing  battery,  take  the  guard  off  the  firing  key. 
and,  when  the  vessel  conies  on  your  line  of  sight,  as  indicated 
by  the  front  and  rear  sights  of  the  bar,  press  the  key. 

In  order  to  make  the  entrance  of  the  harbor  safe  for  the  pas- 
sage of  our  shi])s  the  commander-in-chief,  on  July  17th,  sent  a 
working  party  in  to  (lestnw  the  electrical  mines,  and  raise  the 
contact  mines.  ( )f  the  four  i)resuniably  good  electrical  mines  off 
Inner  Socapa,  two  failed  to  show  continuity  of  circuit,  and, 
after  re])eate(l  atteni])ts  to  detect  their  faults  and  to  fire  them,  their 
positions  were  located  and  they  were  noted  "  to  be  raised."  The 
other  two  were  successfully  fired,  but  the  column  of  water  thrown 
up  by  each  was  surprij-ingly  small.  This  may  be  accounted  for, 
in  part,  by  the  great  depth  in  which  they  were  planted. 

The  two  noted  **  to  be  raised  "  were  recovered  in  the  following 
manner  without  any  accident  whatever:  The  **  Suwanee,"  under 
tlie  command  of  Lieutenant-Commander  Delehanty,  was  sent  in 
to  assist  in  recovering  tliese  mines,  as  she  was  fitted  with  just  the 
sort  of  anclior  gear  that  was  necessary  to  use  in  lifting  them,  and 
after  tlie  chain  sling  of  the  mine  was  once  secured,  she  simply 
hooke.l  lier  fi^l  fall  in  the  ring  in  the  end  of  it,  and  with  her  steam 
wiiicli  lioisifd  tlie  nn'ne  u])  clear  of  the  water.  All  connections  at 
the  control  station  were  brcjken.  simplv  as  a  matter  of  ordinary 
j)rccantion:  the  main  cable  was  imderrun  by  a  dinghy  for  about 
one  hundred  and  fifty  yards,  where  a  junction  box  was  found.     By 
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means  of  a  wrench  the  nuts  holding  the  top  on  it  were  taken  off, 
and  the  box  was  found  to  contain  a  branch  lead  from  the  main  for 
each  mine  planted,  each  lead  having  a  tag  on  it  corresponding  to 
its  number  on  the  contact  point  on  the  sighting  quadrant.  Know- 
m^  the  numbers  of  the  two  mines  fired,  it  was  an  easy  matter  to 
take  each  of  the  other  two  in  turn  and,  leaving  the  junction  box 
in  a  boat,  underrun  its  cable  until  the  end  of  a  small  chain  was 


'^?//////////?^///^///jy///^n/7//J//J^/77777 


found  sto])ped  to  it  at  intervals.  This  chain  had  a  ring  in  its  end, 
and,  after  casting  it  adrift  from  the  cable,  the  boat  was  hauled 
over  until  it  led  up  and  down.  The  "  Suwanee  "  then  steamed 
up  and  hooked  her  fish  fall  in  the  ring  in  the  end  of  the  chain, 
hove  the  mine  up  above  the  water,  and  a  steam  launch  went  along- 
side and  received  it.  A  short  chain  sling  led  from  each  comer 
of  tlie  mine  to  a  ring  in  the  center,  and  to  this  ring  the  hoisting 
chain  made  fast.    A  vessel  like  the  **  Suwanee,'*  or  a  large  launch 
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or  tug  with  good  tackles,  is  absolutely  necessary  in  raising^  these 
mines,  as  they  weigh  close  on  to  a  ton  and,  if  the  bottom  is  soft, 
sink  into  the  mud  for  a  considerable  distance. 

The  mines  recovered  were  of  the  following  general  descriptkm: 
The  case  was  of  cast  iron,  about  three-quarters  of  an  inch  thick, 
the  top  and  body  being  cast  separately,  and,  after  the  charge  of 
gun-cotton  had  been  placed  inside,  these  were  securely  bcdted 
together,  with  a  rubber  washer  between  them.  The  whole  tfaing 
was  in  the  form  of  an  iron  box  about  thirty-six  inches  on  a  ride» 
and  about  twenty  inches  deep,  and,  as  stated  before,  the  leading 
wire  entered  through  a  central  water-tight  stuffing-box.  The 
detonating  agents  were  two  fulminate  of  mercury  detonators, 
containing  about  seventy  grains,  as  well  as  could  be  judged, 
nectcd  in  parallel,  and  embedded  in  the  heart  of  the  dry  gim- 
cotton  primer. 

To  prevent  injury  to  the  connections,  from  pulls  or  sudden 
jerks  on  the  leading  wire,  a  cuckold's  neck  was  turned  in  it,  and 
made  fast  to  a  ring  on  one  of  the  comers  of  the  mine.  As  soon 
as  the  mine  was  in  the  launch  the  stuffing-box  was  taken  off  to 
permit  of  an  examination  being  made,  and  this  should  always  be 
done  if  recovering  a  mine  that  has  failed  to  fire.  If  the  deton- 
ators have  fired,  well  and  good,  if  not,  then  remove  them  from  the 
mine  at  once  as  a  matter  of  precaution. 

The  remaining  mine  off  Inner  Socapa  and  those  off  the  EstreDa 
station  were  recovered  in  the  same  general  way  by  the  "  Suwanee." 

Contact  Mines. 

The  line  of  contact  mines,  running  from  Cay  Smith  across  to 
the  eastern  bank,  passed  just  under  the  stem  of  the  Metrimac 
and  completely  blocked  the  channel,  but  on  the  afternoon  of 
July  the  second  four  of  these  mines  were  taken  up  between  Cay 
Smith  and  the  Merrimac,  and,  on  the  morning  of  July  third  the 
(•(iniicctions  at  Inner  Socapa  were  temporarily  broken  so  that  the 
S])anisli  fleet  ])assed  out  in  perfect  safety.  After  they  had  pnsscd 
tlu-  iiiitu-  fields  the  connections  were  immediately  made  again,  and 
the  four  contact  mines  planted  in  their  original  places.    (Chart.) 

'I"1k-  operation  of  recovering  these  contact  mines  will  piobabljr 
he  better  understood  after  a  brief  explanation  of  the  method  of 
planting  them,  and  a  description  of  the  different  parts  has  been 
given.     'J'he  description,  as  here  given,  is  of  the  mine  as  it  waa 
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found  at  Santiago,  and  may  not  be  exactly  technically  < 
according  to  the  ideas  of  the  inventor,  but  is  correct  re| 
those  recovered.     The  mine  is  in  the  shape  of  a  conical  buoy 
thirty-two  inches  in  diameter  at  the  top,  and  twelve  and  one-half 


at  the  bottom,  and  stands  thirty-six  inches  high.  It  hu  a  COitral 
axial  liolc  in  it  eleven  and  three-<|uarter  inches  in  diameter  Cor 
tlic  entrance  of  a  cylinder  containing  the  charge  of  wet  gaa^ 
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cuttoii.  Tlie  bottom  of  this  hole  is  closed  by  an  iron  plate,  and 
on  ilie  outside  of  this  plate  is  secured  the  frame  of  a  reel  which 
carries  about  twenty  fathoms  of  wire  rope  for  anchoring  the 
nnne.  On  the  barrel  of  the  reel  is  a  toothed  wheel,  against  which 
a  [lawl  is  held  by  a  spring,  preventing  rotation  until  the  pawl 
is  raised, 

( >n  each  end  of  the  barrel,  outside  the  frame,  is  a  two-bladed 
fan.  the  area  of  each  blade  being  about  sixty  square  inches. 
When  the  pawl  is  lifted,  by  a  rod  running  up  alongside  the  mine. 


PL*N    OF  TOP  Of  CONTACT    MINE. 

it  releases  the  reel  and  allows  the  wire  to  unwind,  and  by  letting 
i-ii  this  rod  the  spring  holds  the  pawl  hard  against  the  toothed 
whet'l  and  stops  the  revolution  of  the  reel.  The  fans  are  to 
prevent  a  too  rapid  revolution  of  the  reel  and  a  consequent 
snarling  of  the  anchor  wire. 

Tlie  cylinder  which  fits  in  the  central  hole  in  the  mine  contains 
fiirty-fivi'  kilos,  of  gun-cotton,  and  is  secured  to  the  bottom  plate 
by  four  bolts  and  nuts,  but  does  not  reach  to  the  top  of  the  mine 
by  about  eight  inches. 
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In  the  upper  end  of  the  cylinder  is  a  conical  hole  for  the 
reception  of  a  vessel  containing  the  dry  primer  of  gfun-cotton. 
This  vessel  containing  the  dry  primer  is  secured  against  a  rubber 
washer,  on  the  bottom  of  a  small  hollow  cylindrical  buoy,  which 
fits  in  the  upper  end  of  the  same  axial  hole  as  the  large  cylinder 
containing  the  wet  charge. 

Inside  of  the  small  hollow  cylinder  are  six  plungers,  spaced  at 
equal  distances  around  the  circumference,  and  converging*  to  the 
center,  where  their  inner  ends  rest  on  a  glass  tube  filled  with 
sulphuric  acid;  their  outer  ends  being  in  contact  with  plungers 
operated  by  contact  arms  on  the  outside  of  the  mine.  The 
hole  in  the  small  buoy  where  the  outer  ends  of  the  plungers  make 
contact  with  those  operated  by  the  contact  arms  is  covered  with 
thin  sheet  lead  to  make  the  buoy  water-tight,  the  blow  from  the 
contact  arm  being  sufficient  to  rupture  this  lead  when  the  mine 
is  struck  by  a  passing  vessel. 

Around  the  tube  of  sulphuric  acid  is  a  composition  of  chlorate 
of  potash  and  sugar,  and  a  central  hole  gives  communication  be- 
tween  this  composition  and  the  dry  gun-cotton  in  the  conical 
vessel  attached.  To  the  eye,  the  only  substances  that  could  be 
absolutely  determined  were  the  chlorate  of  potash  and  the  sugar, 
but  this  alone  will  not  make,  with  sulphuric  acid,  a  detonator. 
Therefore,  there  must  have  been  some  fulminate  in  combination 
with  these  tA\'o  substances,  or  in  the  heart  of  the  dry  primer  of 
gun-cotton,  to  produce  a  detonating  effect.  I  quote  from  an 
opinion  of  the  chemist  at  the  U.  S.  Torpedo  Station,  Professor 
H.  F.  Brown.  "  The  reaction  of  sulphuric  acid,  potassium  chlor- 
ate and  sugar  will  evolve  a  large  amount  of  heat  and  will  probably 
result  in  an  explosion.  This  explosion  will  ignite  dry  gun-cotton, 
which,  consequently,  will  produce  an  explosive  effect.  It  is  my 
o])inion  that  this  explosion  will  not  be  a  true  detonation  unless 
there  inter\'enes  some  fulminate  of  mercury,  or  other  substance 
whose  ignition,  like  that  of  the  fulminate,  amounts  practically  to 
a  detonation.  I  should  not  expect  the  explosion  of  a  mass  of 
wet  gun-cotton  which  might  be  adjacent  to  the  dry  primer  (of 
gun-cottonV'  This  opinion  is  fully  substantiated  by  other 
authorities,  and  therefore,  although  no  fulminate  appeared  to  Ae 
eye  of  the  observer,  it  must  have  been  there,  or  the  mine  wotdd 
have  been  valueless.  The  detonating  agent  is.  thereforet  Ae 
material  in  the  buoy  and  the  dry  gun-cotton  primer. 
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In  planting  the  mines  the  buoy  and  dry  primer  attached  are 
placed  in  position  in  the  upper  end,  as  a  last  preparation,  and  a 
small  rod  is  run  across  the  top  of  the  mine  through  lugs,  to  hold 
it  in  place.  To  one  end  of  this  rod  a  line  is  made  fast,  and  to 
the  end  of  the  line  a  small  wooden  buoy  is  secured,  intended  to 
act  as  a  signal  buoy,  the  length  of  the  line  being  so  judgfed  that 
the  buoy  will  float  a  short  distance  under  the  water  when  the 
mine  is  planted.  The  buoy  carrying  the  dry  primer  has  a  ring 
in  its  top  to  which  a  line,  from  the  upper  end  of  the  rod  operating 
the  pawl  on  the  reel  for  the  anchor  wire,  is  made  fast. 

The  depth  of  water  is  known,  as  is  also  the  depth  below  the 
surface  it  is  intended  the  mine  shall  float.  Having  the  mine 
slung,  pull  up  on  the  rod  operating  the  pawl  on  the  reel  and 
allow  the  wire  to  run  out  to  the  depth  of  water,  minus  the  depth 
below  the  surface  the  mine  is  to  float;  let  go  the  rod  and  lower 
away  gently  on  all.  The  mine  is  pulled  down  under  the  water 
and  floats  at  the  depth  determined  upon,  while  the  small  wooden 
buoy,  acting  as  a  locating  buoy,  floats  about  one  foot  under  the 
surface.     (Sketch.) 

The  location  of  the  line  of  contact  mines  was  known,  approxi- 
mately, before  the  surrender,  and  this  knowledge  was  verified  by 
the  conmianding  officer  of  the  Spanish  gunboat  "  Alvarado  "  cap- 
tured in  the  harbor.  A  small  boat  was  used  in  raising  the  mines, 
and  the  work  was  carried  on  in  the  early  morning  on  account  of 
the  light  and  smoothness  of  the  water,  which  became  roug^h  later 
on  in  the  forenoon  and  made  it  difficult  to  locate  the  signal  buoys. 
Once  on  the  range  the  boat  was  pulled  slowly,  with  a  number  of 
watchers  on  each  side.  As  soon  as  one  of  the  small  wooden 
buoys  was  sighted  it  was  secured,  and  by  pulling  on  the  line 
steadily  the  pin  nmning  across  the  top  of  the  mine,  holding^  the 
cylindrical  buoy,  with  dry  primer  attached,  came  out,  allowing*  the 
latter  to  rise  to  the  surface  quickly.  Attached  to  the  ring  in  the 
toj)  of  the  cylindrical  buoy  is  a  line  which  has  its  lower  end 
made  fast  to  the  rod  operating  the  pawl  on  the  reel  for  the  anchor 
wire.  Pull  up  on  this  line,  lift  the  pawl,  and  allow  the  wire  to 
unrcd  until  the  mine  comes  to  the  surface. 

Lift  the  cylindrical  buoy,  with  dry  primer  attached,  in  the  boat, 
and  you  have  nothing  to  deal  with  in  the  mine  but  a  charge  of 
forty-five  kilos,  of  wet  gun-cotton.  By  pulling  up  on  the  rod 
oi)crating  the  pawl  of  the  reel,  and  reaching  down  with  a  boat 
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hook,  the  bight  of  the  anchor  wire  was  secured  and  the  anchor 
weighed.     A  Hne  was  then  made  fast  to  the  mine  and  it  was 
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towed  ashore  and  hauled  up  on  the  beach.  The  work  of  recover- 
ing eight  of  these  mines  required  less  than  a  day.  This  method 
(»f  recovering  contact  mines  presumes,  in  the  beginning  that  their 
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location  is  fairly  well  known,  as,  otherwise,  the  plan  of  sweeping 
for  them  with  two  boats  must  be  carried  out,  as  was  done  by 
the  Marblehead  and  Dolphin  at  Guantanamo. 

The  work  of  sweeping  for  the  mines  at  Guantanamo  was  done 
at  a  time  when  those  engaged  in  it  were  likely  to  be  subjected  to 
the  fire  of  Spanish  riflemen  in  pits  on  the  left  bank  of  the  channel 
leading  up  to  Caimanera.  These  pits  were  covered  by  the  guns 
of  the  two  ships  whose  boats  were  engaged,  whilst  the  pulling 
boats,  in  tow  of  the  steam  launches,  also  contained  riflemen. 
The  general  plan  was  to  sweep  with  the  chain,  and  line  between 
the  boats  as  indicated  in  the  sketch,  and  when  a  mine  was 
secured,  place  wedges  between  the  body  of  the  mine  and  the 
contact  arms,  as  a  precautionary  measure,  until  the  dry  primer 
could  be  taken  out. 

Before  leaving  the  subject  of  contact  mines  I  wish  to  say  that 
I  discovered  an  appendage  to  some  of  those  recovered  which  I 
was  at  loss  to  understand.  This  was  a  small  cylindrical  bony, 
about  five  inches  high,  and  about  eighteen  inches  in  diameter, 
and  was  attached  by  a  line  to  the  rod  operating  the  pawl  of  the 
reel  for  the  anchor  wire.  It  apparently  had  been  intended  to  act 
as  a  buoy  in  the  original  design,  but,  as  found  at  Santiago,  there 
were  holes  punched  in  its  sides,  as  though  by  a  nail,  and  the 
result  was  that  instead  of  acting  as  a  buoy,  it  had  an  appre- 
ciable weight  to  it  and  pulled  down  on  the  rod  to  which  it  was 
attached,  thus  assisting  the  spring  to  hold  the  pawl  on  the 
toothed  wheel.  On  some  of  the  mines  this  was  missing,  and  its 
office  on  those  where  it  was  found  seemed  to  be  of  very  little 
importance. 

During  the  latter  part  of  June  a  plan  for  countermining^  the 
channel  leading  into  Santiago  was  developed  and  approved  by 
the  commander-in-chief;  the  officers  who  had  volunteered  to 
carrv  out  the  scheme  reporting  everything  ready  on  the  fitvt  of 
July. 

The  destruction  of  the  fleet,  the  surrender  of  the  Span  my, 

and  other  incidents  made  it  unnecessary  to  carry  out  the  p 
developed,  but  it  is  simply  noted  here  that  the  plan  was 
the  accepted  ideas  of  all  nations,  that  is,  to  explode  i 
onsly,  a  number  of  heavy  mines,  containing  about  five  In 
pounds  of  gun-cotton  in  the  mine  field.     These  mi 
have  been  dropped  in  succession  from  a  boat,  tc      d 


THE  MINE  DEFENSE  OF  SANTIAGO  HARBOR.  6oi 

launch  or  steamer^  and  the  whole  exploded  as  the  last  mine 
reached  the  bottom.  The  explosion  of  a  countermine  of  five 
hundred  pounds  of  gun-cotton  will  destroy  all  mines  within  a 
radius  of  from  two  to  three  hundred  feet,  and  the  practical  appli- 
cation of  the  proposed  plan  had  every  chance  of  success. 

The  mine  fields  were  well  protected  by  many  rapid-fire  and 
machine  guns  secreted  on  the  Socapa  side  of  the  entrance;  the 
guns  and  carriages  being  painted  the  same  color  as  the  earth, 
and  almost  entirely  covered  with  brush.  Between  Puntilla  and 
Cay  Smith  the  Reina  Mercedes  lay  in  the  cove,  protecting  the 
line  of  contact  mines,  whilst  Punta  Gorda  battery  could  fire 
straight  down  the  harbor.  Added  to  this,  the  brush  on  each  side 
of  the  entrance  was  thick  with  concealed  riflemen. 

Nature  had  done  everything  to  assist  in  the  protection  of  the 
channel,  the  electrical  mines  were  of  the  most  approved  type,  and 
the  contact  mines,  if  properly  attended  to,  were  dangerous  to  an 
enemy.  But  the  very  best  of  tools,  if  placed  in  the  hands  of 
inexperienced  or  indifferent  workmen,  will  seldom  give  good 
results. 

The  mines  in  the  entrance  were  said  to  have  been  planted  by 
the  officers  of  Admiral  Cervera's  fleet,  and  there  were  many  evi- 
dences of  the  hurry  with  which  they  were  put  down.  Lieutenant- 
Commander  Delehanty,  who  commanded  the  ''Suwanee,"  and 
who  lifted  the  observation  mines  with  his  ship,  says:  "  None  of 
the  mines  were  recovered  intact  The  connections  were,  as  a 
rule,  broken,  the  dry  primers  drowned  out,  or  the  mines  par- 
tially exploded." 

In  many  places  the  coverings  of  the  branch  cables  were  chafed 
off,  and  some  of  the  strands  of  the  wire  bare;  the  result,  no 
doubt,  of  paying  the  cable  over  the  gunwale  of  the  boat  used  in 
planting  the  mines. 

The  maxim,  ''that  insulation  is  for  the  purpose  of  making 
electricity  go  where  we  want  it  to  go,"  had  evidently  never  oc- 
curred to  the  officers  engaged. 

In  one  electrical  mine  recovered,  there  was  evidence  of  a 
partial  explosion,  which  did  not  show  at  the  surface  of  the  water. 
The  bottom  of  the  mine  was  partially  blown  away,  leaving  about 
one-half  of  it  intact,  and  inside  the  mine  was  a  large  quantity  of 
wet  gun-cotton,  which  rolled  out  of  the  hole  in  the  bottom  as  the 
mine  was  lifted  and  lowered  into  the  launch  alongside  of  the 
"  Suwanee." 

42 
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In  firing  exercise  spar  toipedoes  at  the  torpedo  station,  the 
writer  has  seen  it  frequently  happen  that  a  leak  in  the  top  of  the 
case  would  admit  enough  water  to  prevent  a  detmiation,  but  the 
case  would  be  ruptured  and  the  torpedo,  on  recoyery,  wotdd  show 
that  the  detonator  had  gone  off,  but  that  the  diy  primer  had 
become  damp  or  wet.  A  careful  examination  of  the  mines  recov- 
ered seems  to  indicate  that  one  of  the  small,  and  almost'  insig^ 
nificant  points  connected  with  the  preparation  of  mines  had 
been  entirely  ignored.  I  refer  to  the  method  of  securing  the 
stuffing-box  to  the  top  of  the  mine.  The  &ict  that  so  many 
mines  had  the  dry  primers  drowned  out,  together  with  jqipesr- 
ance  of  the  stuffing-box,  proved  that,  instead  of  screwing*  dawn 
gradually  on  the  nuts,  securing  the  stuffing-box  to  the  mine,  so 
that  the  flange  would  take  equally  all  aromid,  one  side  was 
screwed  down  tight,  and  then  an  attempt  was  made  to  screw 
down  the  other  side.  Experience  proves  that  this  is  not  always 
possible,  and  I  believe  that  this  accounts  in  a  great  measure  for 
the  failure  of  most  of  the  mines. 

Another  point  was  that  the  mines  seemed  to  be  placed  too 
close  to  each  other.  Taking  the  length  of  channel  to  be  guarded, 
and  considering  the  fact  that  five  hundred  pound  mines  may  be 
destroyed,  if  within  three  hundred  feet  of  each  other,  it  appears 
that  these  were  too  close,  and  the  detonation  of  any  one  <rf  them 
would,  if  it  did  not  detonate  the  others  next  to  it,  at  least,  de- 
stroy their  electrical  connections  and  render  them  absohitelf 
useless.  This  did  happen  at  Estrella,  and  I  beUeve  also  at  Inner 
Socapa.  The  mines  that  were  fired  at  the  Merrimac  uttertf 
destroyed  the  connections  of  the  three  that  were  left  at  Estrella. 

To  get  the  full  effect  of  a  mine  a  ship  must  natmally  be  over  it, 
but  this  can  seldom  be  brought  about  unless  two  control 
are  occupied.  After  the  Merrimac  sank,  all  but  one  of  the 
tions  at  Santiago  were  abandoned,  and  therefore  it  would  have 
been  a  stroke  of  extremely  good  fortune  had  a  mine  been 
ated  at  the  exact  moment  when  a  ship  was  over  it 
have,  however,  been  made  to  determine  the  horizontal  distance 
at  which  an  armored  vessel  would  be  vitally  injured  by  dilleieul 
charges  of  gun-cotton  in  mines,  the  following  being  die  results: 


Mine. 

BnbiiMrgeiioe. 

nm,M 

150  lbs. 

10  to  15  feet 

4 

250  lbs. 

30  feet 

10 

500  lbs. 

60  feet 

IS 
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This  last  corresponds  nearly  with  the  conditions  existing  at  San- 
tiago, but  with  the  faults  in  the  circuits,  and  the  other  attending 
difficulties,  it  is  scarcely  likely  that  these  figures  would  have  been 
reached. 

Conclusion. 

Contact  mines  of  the  type  encountered  at  Santiago  and  Caima- 
nera  are  liable,  from  the  growth  of  barnacles,  to  become  very 
much  impaired  as  regards  the  operation  of  their  different  parts, 
especially  the  contact  arms.  This  growth  forms  so  rapidly  in  the 
warm  water  of  the  tropics  that  in  a  very  short  space  of  time  it  is 
sufficient  to  prevent  the  arms  from  driving  the  plungers  in  far 
enough  to  break  the  vial  containing  the  sulphuric  acid.  They 
therefore  require  constant  attention,  and  from  observation  it 
seems  that,  to  make  them  effective,  they  should  be  raised  and 
cleaned  about  once  in  three  weeks.  The  examples  of  the  Texas 
and  Marblehead  picking  up  on  their  screws  mines  of  this  descrip- 
tion, are  sufficient  to  illustrate  the  harmless  condition  to  which 
they  may  revert,  no  matter  how  good  they  may  be  when  planted. 

Had  due  care  been  exercised  in  planting  the  electrical  mines, 
and  a  fair  amount  of  attention  paid  to  the  contact  mines  in  San- 
tiago harbor,  no  ship  could  have  passed  the  two  fields.  But  the 
well-known  character  of  the  people  who  planted  and  attempted 
to  operate  them  accounts,  in  a  great  measure,  for  the  condition 
in  which  they  were  found. 

The  moral  effect  of  a  mined  harbor  is  tremendous,  and  the 
question  of  risking  valuable  ships  is  of  vital  importance.  What 
would  have  happened  to  a  ship  attempting  to  run  the  mine  field 
is  problematical,  but  the  chances  were  that  she  would  have  been 
sunk,  for,  notwithstanding  the  number  of  bad  mines  encoun- 
tered, enough  good  ones  were  left  to  destroy  her. 

The  electrical  mine  was  perfect  in  type  and  design,  and  had 
it  been  properly  planted  and  cared  for  the  protection  given  by  it 
to  the  entrance  would  have  been  absolute. 

The  lesson  to  be  learned  is  evident: — mines  cannot  be  planted 
hurriedly  and  carelessly,  allowed  to  remain  without  attention, 
and  then  be  expected  to  give  theoretical  results. 

Officers  of  Admiral  Cervera's  fleet  stood  watch  in  the  control 
stations  at  Santiago,  and  must,  naturally,  have  been  alert  and 
attentive  to  their  duties,  so  that  in  considering  the  matter  from 
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all  sides  the  facts  which  come  home  to  us  are  these:  The  theoreti- 
cal knowledge  of  those  who  selected  the  firing  stations,  planted 
the  mines,  and  weighed  the  question  of  properly  defending  the 
channel  was  fairly  perfect,  but  in  the  vital  point  of  a  pracHcal 
knowledge  of  how  to  prepare  and  plant  these  mines  they  were 
deficient 

It  does  not  require  much  of  an  argument  to  convince  us  all 
that  practical  education  in  this  particular  branch  of  our  profes- 
sion is  what  the  service  needs.  The  details,  at  times  so  seem- 
ingly insignificant  and  unimportant,  are  just  the  trifles  which 
make  success  or  dismal  failure.  In  a  mine  defense  one  cannot 
admit,  for  an  instant,  that  there  is  a  chance  of  failure,  for  it  must 
be  so  perfectly  installed  that  it  may  be  counted  upon  with  perfect 
confidence.  This  is  feasible  and  possible,  and  a  course  of  training 
would,  in  a  short  time,  make  the  members  of  our  service  masters 
of  the  important  details,  without  which  knowledge  no  assured 
success  can  be  expected  in  either  mine  defense  or  countermining. 
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PYRO-COLLODION  SMOKELESS  POWDER.— PART  II. 

By  Professor  D.  Mendeleef. 

(Translated  from  the  Russian  by  Lieutenant  John  B.  Bernadou,  U.  S.  N.) 


The  "  combustion  "  of  a  powder  is  the  union  of  the  carbon 
and  hydrogen  of  the  mixture  or  compotmd  with  the  oxygen  that 
it  contains,  and  with  which  it  is  in  association,  but  not  in  direct 
combination.  From  what  has  been  said  already,  it  is  evident 
that  if  the  powder  is  to  be  smokeless  and  produce  the  maximum 
volume  of  gas,  Fiooo>  ^^  must  evolve  no  other  gases  than  carbonic 
oxide,  CO,  water  vapor,  HjO,  and  nitrogen,  Nj.  If  hydrogen 
be  evolved,  without  the  formation  of  the  corresponding  quantity 
(equal  volume)  of  carbonic  acid,  free  carbon  may  result;  i.  e., 
the  powder  will  not  be  wholly  smokeless  on  accotmt  of  insuf- 
ficiency of  oxygen.  If  the  combustion,  as  indicated  by  the  equa- 
tion, reveals  carbonic  acid  or  free  oxygen  (without  the  corre- 
sponding volume  of  hydrogen),  an  excess  of  oxygen  is  evident, 
and  Fjooo  will  not  possess  its  maximum  value. 

We  have,  therefore,  in  the  case  of  a  composition  or  mixture 
C^Hg^NqOy,  the  maximum  volume  F^ooo  ioT  typical  smokeless 
combustion,  corresponding  to  two  conditions:  (i)  When  the  con- 
tent of  oxygen,  r,  is  just  sufficient  to  convert  the  carbon  into 
CO,  and  the  hydrogen  into  HjO,  i.  e.,  when  r  =  n  -j-  m;  (2)  when 
the  content  of  hydrogen  is  relatively  gjeat,  as  Fjooo  for  H^O 
equals  iiiA,  i.  e.  more  than  for  nitrogen  and  for  carbonic  oxide, 
for  which  Fjooo  =  Hi^  =  7i«4-  Moreover,  all  substances  of  the 
composition  CnHj^N^O^^m  will  develop  volumes  between  714 
and  1 1 1. 1,  if  the  decomposition  products  be  CO,  N,  and  HjO 
alone,  as  is  required  for  rendering  F^ooo  ^  maximum.  Our  prob- 
lem becomes,  therefore,  the  comparative  examination  of  those 
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bodies  rich  in  hydrogen,  for  which  Fjooo  "lay  be  greater  than  for 
pyro-cellulose  (81.5).  We  must  ask:  Are  there  not  known  sub- 
stances, or  mixtures  of  substances,  rich  in  hydrogen  suitable  for 
smokeless  powder?  To  answer  this  query,  let  us  examine  various 
definite  compounds  and  mixtures. 

Among  the  carbon  compounds  a  larg^  content  of  hydrogen  is 
characteristic  of  methane  (marsh  gas)  CH^;  among  the  nitrogen 
compounds,  of  the  ammonium  derivatives. 

Hydrocarbons  of  the  limiting  (saturated)  series  C^H,^^j|*fonn 
nitro-compounds,  and  may,  therefore,  produce  explosives.  To 
methane  itself,  CH^,  correspond  mono-nitro-methane,  QEI« 
(NO,);  di-nitro-methane,  CH2(NO,)2;  tri-nitro-methane  or  nitro- 
form  CH(NO,)8,  and  tetra-nitro-methane  QNOJ^.  These  sub- 
stances are  volatile  as  well  as  explosive,  but  all  represent  a 
deficiency  or  an  excess  of  oxygen.  As  shown  by  V.  Meyer  and 
Professor  Zalinski,  the  explosive  properties  of  mono-nitro* 
methane  are  especially  great  when  it  is  combined  with  potassinm 
or  sodium  to  form  the  metallic  salts,  CHjKNOj,  CH^aNOt» 
which  represent,  so  to  speak,  first  homologues  of  the  salts  of 
nitric  acid,  since  CH^NaNO,  —  NaNO,  equals  the  homologous 
difference  CH,.  Experiment  shows  that  this  substance  belongs 
to  the  cat^ory  of  detonating  explosives,  and  is,  therefore^  un- 
suitable for  use  in  guns  (but  suitable  for  mines). 

If  the  decomposition  proceeds  without  formation  of  free  carbon 
(although  there  be  but  little  oxygen)  it  should  be  as  follows: 

2CH3NOJJ  =  2CO  +  2H,0  +  H,  +  N, . 

If  it  be  thus,  then  Fiooo  =  98.3,  which  is  very  great  But,  as 
has  been  said,  the  substance  is  unfit  for  use  in  guns  on  account 
of  its  tendency  to  detonate.  Besides,  like  other  nitn>-methanes, 
it  is  volatile,  and  for  this  reason  is  further  unadapted. 

The  little  known,  but  doubtlessly  explosive  di-nitro-methine 
contains  an  evident  excess  of  oxygen,  developing  on  combustion, 
CO2  +  HjO  +  /^Oj  +  N„  which  corresponds  to  the  relativdy 
small  volume  F^ooo  =  ^-  ^^  ^^  evident  that  the  excess  of  nitro- 
gen and  of  oxygen  combined  with  it  in  the  NO,,  according  to  die 
known  principle,  does  not  increase  but  rather  diminishes  V* 


*  See  "  The  Principles  of  Chemistry/'  by  D.  Mendel^ei  Ed.  iQ^Ip  Loogi* 
mans,  Green  &  Co.,  London,  Vol.  I,  p.  344.    J.  B.  B. 
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The  same  is  true  for  nitroform,  CH(NO,)8  =  CHNgO^jf  and  for 
tetra-nitro-methane,  whose  discovery  is  due  to  the  skill  of  our 
eminent  savant,  L.  N.  Shishkov,  both  of  which  contain  too  much 
oxygen  to  develop  maximum  gas  volume.  A  large  value  of 
^1000  would  be  characteristic  of  mixtures  of  products  of  nitration 
and  of  hydration  (substituting  the  water  radical  for  hydrogen, 
—  H  +  OH)  derived  from  methane,  as 

4CH3NO,  +  CHgNgO^  =  5CO  +  7H,0  -»-  3Ng* 

weight  4.61  +  106  =  5.28  +  7.18     +  3.28  =  350 
volume  of  gases         5.2    4-  7.2       4-  3.2  =  30 

or 

Nltro-metbane.  Methyl  alcohol. 

4CH3NO3  +  CH^O  =  5CO  +  8HjjO  +  2N, 
weight  4.77  4-  32  =  5.28  +8.18    +  2.28  =  340 
volume  =5.2     4-8.2       4-  2.2    =  30 
^1000  =  ^^-2  f  etc. 

But  such  mixtures,  although  possible  from  the  chemical  stand- 
point, are  unsuitable  for  use  as  powder,  as  their  constituents  are 
in  part  volatile;  and  this,  apart  from  the  consideration  that  liquid 
explosives  are  liable  to  detonation,  which  is  more  to  be  dreaded 
than  formation  of  smoke,  as  detonation  destroys  the  guns. 

Among  the  closely  allied  derivatives  of  methane  as  a  hydro- 
carbon rich  in  hydrogen,  the  development  of  a  large  g^s  volume 
may  be  looked  for  from  substances  presenting  the  composition 
CNjHgO^.  Such  a  composition  is  possessed,  for  example,  by 
the  mixture  of  a  molecule  of  formic  aldehyde  (or  of  one  of  its 
numerous  polymers)  CHjO,  with  ammonium  nitrate,  NH^NO,, 
or  the  hydroxyl  derivative  of  methylamine  (i.  e.  CHgNH,  in  the 
form  CH2(OH)NH2)  in  combination  with  nitric  acid,  HNO,. 

t  As  the  typical  decomposition  of  nitroform,  we  have — 
4CHN.O.  =  4CO.  4-  70«  4-  2H,0  4-  6N, 
weight 4. 151  =4.44    4-7.324-2.18    4-6.28  =  604 
volume  4.24-7-2  4-2.2      4-6.2   =38 

*  The  mixture  7CH4  4"  3C(NOj)4  presents  such  a  composition,  etc., 
but  they  are  all  as  practically  unsuitable  for  powder  as  mixtures  of  mono- 
and  di-nitro  methane. 
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The  typical   decomposition   of  such  a  compound,   if  realized, 
would  be  expressed  by  the  equation: 

CNgH^O^  =  CO  +  3H,0  +  N, 
weight  110  =  28   +3.18    +28  =  110 
gas  volume  =2     4-  3.2      +  2   =  10 

^1000  =  90-9. 

But  such  a  compound  either  cannot  be  produced,  or  else  is 
attained  only  with  great  difficulty;  or,  as  a  mixture  of  ammonium 
nitrate  with  the  polymers  of  formic  aldehyde  (e.  g,  glucose, 
CeHijO^  =  6CH2O)  develops  undesirable  qualities,  such  as 
hygroscopicity,  a  characteristic  of  all  mixtures  containing  am- 
monium nitrate,  and  is  therefore  unsuited  for  use  as  smokeless 
powder. 

Hence,  after  searching  through  all  the  possible  combinations  of 
the  simplest  derivatives  of  methane,  we  are  unable  to  find  among 
them  (as  also  among  substances  containing  no  carbon)  any  suit- 
able for  employment  in  practice  as  smokeless  powder,  althougfa 
we  find  compounds  developing  larger  volumes  of  gas  than  pyro- 
coUodion,  which  may  prove  suitable  for  use  in  mines. 

If  we  ttun  from  substances  containing  one  atom  of  carbon  to 
those  with  two,  three,  etc.,  atoms  to  the  molecule,  we  shall  find, 
other  conditions  being  the  same,  smaller  values  of  F^ooo^  ^^ 
volume  decreasing  the  farther  the  limit  is  departed  from,  as  is 
illustrated  in  the  following  table  of  possible,  little  volatile,  com- 
pound ethers  of  nitric  acid*  and  their  hypothetical  nitro-com- 
pounds,  corresponding  to  the  series  of  alcohols,  C^Hj^(NO,)j . 

3qH,(N03),  +  2C,H,0,  Piooo=  VWf  1000  =  86.2 

C3H^(N08)2  •'   =  AV  1000  =  84.3 

C,H3(N03),-h4C,H,(NO,)(N03)3        -    =  .^Mt  1000  =  83.7 
qH,o(NO,)2  +  4qH3(NO,),(N03)3      "   =  tVA  1000  =  82.7 

etc.,  etc. 
The  possible,  yet  up  to  the  present,  hypothetical,  nitric  ethers 

of  nitro-glucol,  although  capable  of  developing  large  values  of 

*  Considered  by  themselves  these  ethers  of  diatomic  limiting  (satonted) 
alcohols  C„Hft,(NO,),  consume  into  CO  and  HiO  only  for  n  =  3.  For 
greater  values  of  n  there  is  a  deficiency  in  oxygen;  for  n  =  2,  an  excess. 
We  have  chosen  them  as  an  example  on  account  of  their  slight  volatility, 
and  because  they  approximate  in  composition  to  nitro-glycerine  and  nitro- 
mannite. 
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Fioooj  ^"d  adaptable  on  account  of  their  non-volatility,  possess 
no  advantages  over  derivatives  of  the  higher  alcohols,  such  as 
glycerine  and  mannite,  materials  that  are  readily  obtainable,  as 
they  are  widely  disseminated  throughout  nature.  We  shall  there- 
fore fix  our  attention  upon  the  latter;  first,  as  they  present  in 
their  analogues  substances  extremely  rich  in  hydrogen,  capable 
of  producing  large  values  of  Fiooo>  second,  because  they  are  easily 
reacted  upon  by  nitric  acid,  forming  the  explosive  compound 
ethers,  nitro-glycerine,  CeH5(NOg)g  =  QHjNgO^,  and  nitro-man- 
nite,  C«H8(N02)eOe  =  C^HgN^Oig.  Both  of  these  nitro-deriva- 
tives  are  easily  prepared.  The  former  was  fiirst  employed  as  an 
explosive  by  the  renowned  Russian  chemist  N.  N.  Zinin,  at  the 
time  of  the  Crimean  war,  and  subsequently  by  V.  F.  Petrushevski 
in  the  'sixties,  before  the  discovery  and  very  general  employment 
of  Nobel's  dynamite  and  other  nitro-glycerine  preparations;  the 
cause  of  their  general  use  being  the  ease  with  which  the  base 
material — glycerine — ^was  obtainable  in  nature,  while  the  reaction 
with  nitric  acid  (admixed  with  sulphuric)  was  easily  effected;  f.  ^., 
the  manufacturing  process  was  a  simple  one. 

Nitro-mannite,  isolated  and  investigated  by  N.  N.  Sokolov, 
professor  at  the  Medico-Chirurg^cal  Academy,  is  also  easily  pre- 
pared, but  not  in  its  lower  degrees  of  nitration.  This  circum- 
stance is  important  for  the  reason  that  the  readily  manufactured 
nitro-glycerine  and  nitro-mannite  are  not  themselves  available  for 
use  in  g^uns,  although  very  well  adapted  for  detonating  effects. 
They  correspond,  moreover,  to  relatively  small  values  of  Fj^ooo*  *s 
they  contain  an  excess  of  oxygen: 

C3H,(N03)3   affords  ^1^00  =  63.9 
C,lis{^0,\       "        1^1000  =  61.9. 

But  as  these  substances  contain  an  excess  of  oxygen,  they  may 
be  admixed  with  others  containing  a  deficiency  thereof,  which 
they  consume,  evolving  carbonic  oxide,  and  developing  relatively 
large  volumes,  Fiooo>  while  by  admixture  with  such  substances 
low  in  oxygen,  or  not  containing  it,  their  detonating  qualities 
may  be  caused  to  diminish,  or  made  to  vanish,  as  in  dynamite,  by 
combination  with  an  inert  base  (tripoli,  magnesia,  etc.),  whereby 
the  tendency  of  nitro-glycerine  to  detonation  through  shock  is 
diminished.  In  this  manner,  by  admixture  with  a  combustible 
substance,  nitro-glycerine  powders  are  formed.    If  we  take  Cor- 
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dite  as  an  example,  we  find  that  on  account  of  its  excess  of 
oxygen  it  produces  a  relatively  small  gas  volume;  we  may,  there- 
fore, select  a  mixture  of  nitro-glycerine  and  collodion  (assumed 
as  (C«H8(N02)205)  such  as  Ballistite  and  determine  for  it  F^ooo 
on  the  assumption  that  it  shall  develop  only  CO,  HjO  and  N^ 

2C3H5N3O3  +  /CeHgNgO,  =  48CO  +  33H,0  +  loN, 

weight  2.227  +  7.252  =  48.28  +  33.18    +  10.28  =  2218 
volume  of  gases  =  48.2    +  33.2      +  10.2   =  182 

^1000  =  82.1. 

Therefore,  if  nitro-glycerine  powders  contain  only  the  quantity 
of  nitro-glycerine  necessary  to  produce  HjO  and  CO,  then  the 
volume  of  gases  evolved  by  them  is  almost  the  same  as  that 
developed  by  pyro-collodion.  It  is  evident,  then,  that  neither 
nitro-glycerine,  nor  its  mixtures  when  employed  as  smokeless 
powder,  evolve  volumes  of  gases  greater  than  pyro-collodion, 
and  that  admixture  with  other  substances,  of  whatever  kind  they 
may  be,  although  homogeneous  from  the  mechanical  standpoint, 
are  still  far  less  homogeneous  than  any  single  substance,  and  that 
it  is  useless  to  seek  for  nitro-glycerine  powders  capable  of  exceed- 
ing pyro-collodion  powders  in  point  of  magnitude  of  Fjooo*  apart 
from  other  considerations.  This  applies  also  to  nitro-mannite, 
the  source  of  preparation  of  which  is  far  less  common  than  gly- 
cerine, and  to  many  of  the  hydrocarbons  analogous  thereto,  as 
glucose,  starch,  cellulose,  etc.  If  all  of  the  six  atoms  of  carbon 
in  mannite  are  in  the  same  combination  as  in  the  limiting  (satu- 
rated) alcohols: 

C,H„0,= 

CH,(OH)  CH(OH)  CH(OH)  CH(OH)  CH(OH)  CH,(OH), 

then  in  glucose,  C^Hj^O,,  one  atom  of  carbon  should  be  com- 
bined as  in  aldehyde, 

CeH^O.  = 

COH  CH(OH)  CH(OH)  CH(OH)  CH(OH)  CHg(OH), 

and,  therefore,  if  mannite  represents  a  hexa-nitrated  product 
(compound  ether  as  derived  from  an  alcohol)  glucose  represent! 
only  a  penta-nitrate.  Materials  such  as  cellulose,  starch  and 
the  like,  of  composition  C^H^oOs,  may  be  regarded  as  the  pt^ 
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ceding  alcohols, — anhydrous,  arranged  as  follows  with  reference  to 
the  di-alcoholic  groups, 

CHCH. 
CeHjoOg  =  COH  CH(OH)  CH(OH)  CH(OH)^ . \ 

whereby  it  appears  that  there  are  only  three  complete  alcohol 
groups  remaining  out  of  the  six  in  mannite.  Therefore,  in  the 
latter  case,  we  should  expect  to  find  only  tri-nitrated  products, 
which  is  actually  what  occurs.  If  such  a  scheme  throws  light  on 
the  matter  from  one  standpoint  (as  relates  to  the  number  of 
hydroxyl  radicals  giving  rise  to  nitric  ethers)  it  illuminates  it 
obliquely  from  another,  which  is  of  considerable  importance 
to  us.  In  all  aldehydes,  beginning  with  the  formic  and  acetic, 
a  tendency  to  polymerization  is  to  be  noted,  due,  doubtlessly,  to 
the  property  of  aldehydes  of  entering  into  various  combinations 
(with  H2,  O,  NaHSOg,  etc.);  whence  the  composition  CeHjoOg, 
containing  an  aldehyde  grouping,  should  also  possess  this  prop- 
erty, as  far  as  relates  thereto.  We  may,  therefore,  safely  assume 
that  the  molecular  composition  of  cellulose,  judging  from  its 
properties,  is  polymerized,  i.  e.  it  is  of  the  form  QnHj^^Ogn ,  where 
n  is  probably  very  great.  If  we  assume  n  =  5,  the  cellulose  be- 
comes of  composition  CjoHjoOjj,  and,  for  the  highest  degree  of 
nitration,  C8oH85(N02)i50,5.  But  pyro-cellulose  has  a  composi- 
tion C3oH88(N02)i2025;  thercforc,  the  number  of  independent 
nitro-celluloses  (nitric  ethers)  may  be  very  large. 

This  is  very  important  in  the  conception  that  the  nitration  of 
cellulose  may  be  carried  up  to  any  desired  degree,  and  for  known 
concentrations  a  mixture  of  nitric  and  sulphuric  acid  neither  dis- 
solves nor  reacts  upon  a  product  of  nitration.  Again,  cellulose 
is  the  most  widely  disseminated  in  nature  of  all  the  hydrocar- 
bons possessing  the  composition  C^HjoOg,  constituting  the  tis- 
sues of  all  plants  and  prepared  from  time  immemorial  in  gjeat 
masses  as  cotton,  flax,  paper,  etc.,  while  its  products  of  nitration 
present  an  unalterable  material  suitable  for  conversion  into 
smokeless  powder.  This  side  of  the  matter  needs  no  further 
elucidation,  but  it  must  be  remembered  that  before  the  develop- 
ment of  pyro-coUodion  it  was  stated  that  the  higher  the  nitration 
of  the  cellulose  the  higher  the  explosive  produced,  and  that  in 
manufacturing  powder  from  highly  explosive  nitro-cellulose  (of 
composition  about  C8oH8e(N02)i4025,  collodion  (of  composition 
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about  C8oH4o(N02)ioO,6)  was  added,  for  the  reason  that  higher 
nitro-celluloses  in  the  form  of  filaments  or  dust  were  easily  deto- 
nated (whence  their  employment  for  mines),  while  the  latter 
property  was  reduced  or  caused  a  disappearance  after  gelatiniza* 
tion,  of  which  collodion  was  easily  susceptible  and  for  which  pur- 
pose it  was  added.  The  introduction  of  pyro-collodion  changed 
existing  views  upon  the  subject,  showing  that  maximum  force 
for  nitro-cellulose  was  not  to  be  sought  from  the  highest  d^^rees 
of  nitration  (i.  e,  for  maximum  content  of  nitrogen  and  oxygen), 
but  that  it  obtained  for  that  mean  degree  of  nitration  present 
in  pyro-collodion.  For  the  latter  material  r^io«>  =  8i.S;  while 
for  nitro-cellulose  of  maximum  nitration,  Q^^i^O^fi^  ^i«m  = 
74.1.  The  above  represents  only  one  side  of  the  theoretical  inves- 
tigation of  materials  suitable  for  smokeless  powder;  but  other 
considerations  are  also  in  accord,  as  will  be  shown  later;  and  we 
have,  therefore,  gone  considerably  into  detail,  the  more  urgently 
since  it  has  been  necessary  to  struggle  with  prejudice,  harmful  to 
success  in  such  a  new  field  as  that  of  smokeless  powders. 

Among  the  possible  materials  proposed,  apart  from  mixtures 
of  such  different  bodies  as  ammonium  nitrate  and  various  organic 
substances  (such  mixtures  were  rejected  in  practice),  must  be 
considered  the  nitro-compounds  corresponding  to  benzol  and  its 
derivatives,  naphthalin,  etc.,  as  coal-tar  constitutes  an  abundant 
source  for  their  production  in  large  quantities,  and  they  are  easily 
nitrated.  From  the  class  of  the  so-called  "  aromatic  compounds  ** 
derived  from  benzol,  CeH^,  it  is  useless  to  expect  smokeless  ex- 
plosives developing  large  volumes  of  F^ooo*  although  many  are 
high  explosives,  beginning  with  Melinite  or  picric  acid, 
CeH3(N02)80H,  which  constitutes  a  powerful  material,  although 
far  from  the  best,  for  torpedoes  and  explosive  sheUs;  and  since 
some  of  the  first  smokeless  powders  were  mixtures  containing 
picric  acid.  The  cause  of  the  small  gas  volumes  V^^^  developed 
by  the  aromatic  compounds  is  due  to  their  composition,  as  they 
are  all  low  in  hydrogen.  This  view  may  be  illustrated  by  a  few 
examples. 

To  benzol  correspond  bodies  whose  genexal  composition  may 
be  expressed  by  the  formula  CeHe^(NO  J^.  If  a  equal  i,  a  or  3 
(these  substances  are  known  and  easily  obtained),  the  oxygen 
content  is  insufficient  to  consume  the  carbon  into  CO  and  the 
hydrogen  into  H^O,  although  explosion  occurs  with  the  formalXMi 
of  carbon  (smoke,  soot)  and  of  hydrocarbons. 
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Total  smokelessness  could  be  realized  from  mixtures  of  highly 
nitrated  products,  as 

4CeH,(N0,),  +  CeH,(NO,),  =  30CO  +  6H,0  +  9N, 

weight:  4.258  +  168  =  30.28  +  6.18    +  9.28  =  1200 
volume  of  gases  =  30.2    +  6.2      4-    9.2=  90 

If,  instead  of  such  non-existing  highly  nitrated  benzols, 
pyroxylene  be  employed  (as  in  the  American  smokeless  powders 
of  Munroe  and  other  inventors),  a  gas  volume  approaching  that 
developed  by  pyro-collodion  is  realized. 

eC^HjNOg  +  26C,H^N30u  =  192CO  +  io6H,0  +  42N, 

weight  6.123  +  26.297  =  1 92.28  +  106.18    +  42.28  =  8460 
volume  of  gases  =  192.2    +  106.2      +  42.2  =680 
weight,  1^1000  =  804- 

The  matter  assumes  a  different  aspect  if  ammonium  nitrate 
NH4NO,  be  employed  for  converting  the  carbon  and  hydrogen 
of  nitro-benzol  into  CO  and  H^O.  This  substance  contains  a 
large  amount  of  hydrogen  for  a  relatively  small  content  of  oxy- 
gen (but  for  this  result  a  large  amount  of  NH4NO,  must  enter 
into  the  mixture),  and  gjeatly  increases  the  volume  of  gas  devel- 
oped, as  is  evident  from  the  following: 

2C^H5NO,  4-  i3NH^N03  =  12CO  4-  3iH,0  +  14N, 

weight  2.123+ 13.80=  12.28  +3i«i8    +  14.28  =  1286 
volume  of  gases  =  12.2    +31.2       +  14.2   =114 

'^1000=88.7. 

But  mixtures  of  this  salt  must  always  be  avoided  if  a  satisfactory 
smokeless  powder  is  to  be  produced,  as  it  is  soluble  in  water  as 
well  as  hygroscopic,  and  produces  with  viscous  oily  materials 
only  coarse  mechanical  mixtures. 

Similar  results  are  to  be  obtained  from  other  aromatic  sub- 
stances, and  we  may  refer  by  way  of  example  to  mixtures  of 
pyroxylene  with  picric  acid,  CeH,(NO,),OH,  and  nitro-naph- 
thalin,  CioHt(N02),  as  such  compounds  have  been  recently  ex- 
perimented with  (but  abandoned  in  practice)  as  smokeless  pow- 
ders. Among  other  disadvantages,  they  develop  smaller  gas 
volumes,  V^^,  than  pyro-collodion,  on  account  of  their  relatively 
small  content  of  hydrogen. 
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After  an  examination  in  the  above  manner  of  the  composition 
and  properties  of  all  possible  material  capable  of  employment  as 
smokeless  powders,  we  arrive  at  the  following  deductions  in  rela- 
tion to  the  volume  of  gases  (measured  at  given  temperature  and 
pressure),  Fiooo»  developed  by  their  combustion: 

1.  Only  substances  containing  nitrogen,  carbon,  hydrogen  and 
oxygen  are  capable  of  entire  conversion,  as  required  for  smoke- 
less powders,  into  gases  that  do  not  react  upon  gun-metals. 
Hence  all  other  explosive  substances  {e.  g.  fulminate  of  mercury, 
chloride  of  nitrogen,  etc.)  containing  haloids,  metals,  phosphorus, 
etc.,  are  unsuitable  for  use  in  gunpowders. 

2.  When  the  combustion  of  carbon  results  in  the  formation  of 
carbonic  acid  gas,  CO,,  a  less  volume  of  gas  is  formed  than  when 
carbonic  oxide,  CO,  is  the  resultant  product,  and  as  the  former 
requires  more  oxygen  than  the  latter,  the  increase  of  oxygen  or 
nitrogen  (if,  as  is  usually  the  case,  the  oxygen  enters  into  com- 
bination with  the  aid  of  the  elements  of  nitric  add)  is  injurious, 
instead  of  useful,  although  there  exists  full  conversion  into  gases 
as  is  required  for  smokeless  powder. 

3.  The  greater  the  quantity  of  hydrogen  in  the  powder,  other 
conditions  being  equal,  the  greater  the  gas  volume,  V^^—f  corre- 
sponding to  the  combustion  of  the  powder,  and,  therefore,  sub- 
stances derived  from  the  limiting  (saturated)  series  of  hydro- 
carbons are  more  suitable  than  bodies  of  the  "  aromatic "  series 
for  smokeless  powders. 

4.  Not  any  of  those  explosive  materials  not  containing  carbon 
(as  NjH,  NH^NOj),  that  evolve  large  volumes  of  gas  V^^^  and 
decompose  upon  ignition,  are  such  that  will  not  detonate,  t.  r. 
evolve  their  gases  so  rapidly  that  they  crush  the  walls  of  guns; 
whence  it  is  useless  to  consider  them  as  materials  adsqytable  for 
conversion  into  smokeless  powders. 

5.  Some  of  the  materials  containing  but  litde  carbon  and  much 
hydrogen  may  prove  suitable  for  use  as  powders  or  powder  mix- 
tures, evolving  large  volumes  of  gas  upon  combustion;  but,  so 
far  as  known,  they  are  either  volatile  or  liable  to  decompose  spon- 
taneously and  detonate,  or  else  they  are  prepared  with  difliculty 
from  mixtures  not  widely  disseminated,  so  that  at  present  it  is 
useless  to  look  for  materials  for  smokeless  powder  from  auKMig 
them. 

6.  Nitro-glycerine   itself  develops   but  a  small  gas  Tolume 
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(Fiooo  =  63.9)  as  it  contains  an  excess  of  oxygen.  It  may  be 
employed  in  mixtures  to  form  smokeless  powder,  and  its  mix- 
tures with  nitro-cellulose,  such  as  Cordite  and  Ballistite,  which 
are  practically  homogeneous  from  a  physical  standpoint,  develop 
gas  volumes  Fiooo*  a  little  less  than  that  evolved  by  pyro-coUodion 
(although  such  mixtures  erode  guns,  as  already  stated). 

7.  Cellulose,  Cg^Hjo^O^^,  is  a  substance  widely  disseminated 
in  nature  and  of  general  industrial  employment;  by  its  non-vola- 
tility, insolubility,  durability,  etc.,  and  by  the  readiness  with  which 
it  is  nitrated  (as  it  contains  much  hydrogen),  it  constitutes  a 
superior  base  for  smokeless  powders. 

8.  Among  all  the  forms  of  nitro-cellulose  capable  of  smokeless 
combustion,  the  maximum  gas  volume  Fjooo  corresponds  to 
CgoHggNijO^j  (=  12.44  per  cent,  nitrogen),  which  is  pyro-col- 
lodion,  for  which  Fiooo  =  81.5,  and  which  is  capable  of  complete 
gelatinization  in  a  mixture  of  ether  and  alcohol,  in  which  form  it 
is  completely  free  from  any  tendency  to  detonate.  In  the  first 
place,  it  is  the  most  suitable  of  all  the  nitro-celluloses;  in  the 
second,  it  is  the  most  rational  and  readily  obtainable  form  of 
smokeless  powder,  destined  to  supplant  not  only  other  smokeless 
powders,  but  also  to  replace,  by  reason  of  its  greater  homogeneity 
and  its  combination  of  qualities,  other  pyroxylene  powders. 

Pyroxylene  powder  is  a  mixture  of  nitro-celluloses,  of  higher 
nitration,  such  as  CeH7(N02)805  and  of  lower,  as  €^11^(^02)20^; 
pyro-coUodion  is  a  definite  homogeneous  single  form  of  nitro- 
cellulose. By  changing  the  proportional  relation  of  contents  of 
the  high,  or  insoluble,  and  low,  or  soluble  nitro-cellulose,  it  is 
evidently  possible  to  make  the  p)rroxylene  approach  the  pyro- 
collodion  powders;  but  (as  has  been  shown  in  recent  years,  espec- 
ially in  cannon  powders)  the  limit  of  improvement  of  these  forms 
always  falls  short  of  pyro-coUodion.  The  latter  is  homogeneous 
and  unchangeable,  while  pyroxylene  powders  vary  according  to 
their  composition.  However,  from  its  origin  it  is  in  no  wise 
different  from  the  perfected  powder  of  Vieille  (although  consid- 
erably different  from  the  original  form  thereoO  presenting  in- 
stead of  a  mixture,  from  the  chemical  and  mechanical  standpoint, 
a  homogeneous  limiting  mass  of  the  composition  C^oH-is^ifi^^f 
which  is  required  in  order  that  the  powder  may  create  upon  com- 
bustion the  maximum  volume  of  vapor  and  gases.  It  is  certain 
that  henceforth  pyroxylene  powder  will  continue  to  approximate 
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to  the  pyro-coUodion  uctil  the  two  become  identical.  In  brief, 
pyro-coUodion  represents  the  Russian  limit  of  modification  and 
improvement  of  the  French  pyroxylene  powders,  the  development 
of  which  marked  an  epoch  in  ordnance  progress,  but  which  has 
not  hitherto  presented  an  invariable  and  constant  relation  of  the 
elements  entering  into  its  composition.  In  this  light  pyro-col- 
lodion  powder  may  well  be  styled  Franco-Russian.  Begun  in 
France,  it  has  been  completed  in  Russia. 
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(From  lectures  delivered  before  the  U.  S.  Naval  War  College — Concluded 

from  No.  86.) 


Fig.  31  is  a  correction  to  Fig.  17  which  inadvertence  in  trans- 
mission is  made  to  represent  a  C.  type  engine.  Fig.  17  properly 
represents  a  B.  type  engine  and  all  references  heretofore  made  to 
that  figure  should  be  referred  to  Fig.  31.. 

Fixtures. 

The  contemplated  changes  in  design  are  merely  those  in  smaller 
details  for  better  degree  of  water-tightness;  the  general  idea  of 
the  devices  seems  to  be  in  the  main  satisfactory. 

Portable. — The  most  troublesome  fixture,  in  so  far  as  continuity 
of  service  is  concerned,  is  the  very  convenient  and  much  used 
portable.  The  chief  disadvantage  of  Portable  No.  5,  Fig.  32, 
is  its  want  of  water-tightness,  for  which  a  globe  seems  to  be  the 
only  solution,  and  which  has  been  introduced  in  the  especial  type. 
Portable  A,  shown  in  Fig.  33.  A  third  type,  Portable  B,  shown 
in  Fig.  34,  is  now  issued  for  coal-bunker  use. 

Portable  A  is  necessarily  heavy  and  the  globe  can  easily  be 
broken.  No.  5  is  to  be  preferred  for  uses  where  water-tightness 
is  not  desired. 

Presuming  a  portable  to  be  properly  wired  up  (a  job  requiring 

much  patience  and  a  skillful  hand)  the  lack  of  water-tightness, 

particularly   for  fire-room   and  double   bottom   use,  where  the 

fixture  receives  its  hardest  usage  and  is  most  exposed  to  mois- 
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ture.  occasions  many  of  the  grounds  that  cause  the  flickering  o( 
the  ground-detector  lights  and  give  rise  to  the  remark,  so  often 
heard  in  dynamo  rooms,  that  the  ground-detector  will  generafly 
announce  the  turning  on  of  a  fire-room  portable. 

In  practice  the  lack  of  water-tightness  becomes  but  one  of 
the  e\nls  which  cause  the  grounds;  the  others  are: 

I.  The  construction  of  the  double  conductor  used. 


2.  .Mecliaiiical  injury  by  those  using  the  portable. 

Tlie  concentric  double  conductor  (hemp  portable)  heretofore 
in  use  has  never  assured  good  or  efficient  wiring;  io  fact,  its 
greater  flexibility  may  be  a  doubtful  advantage  over  its  difficult 
tnanipulation  in  overcoming  grounds.  Each  strand  was  com- 
posed of  28  number  20  B.  W.  G.  wires,  so  small  and  brittle  that 
they  easily  fringed  out  in  twisting,  and,  as  one  strand  must  be 
bared  in  order  to  wire  up  the  socket,  the  fringe  easily  grounded 
the  nieial  bas-;^.     At  the  plug  end  of  the  conductor  aaodwr 
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difficulty  presented  itself  in  that  the  wires,  when  twisted,  were  so 
bulky  as  to  prevent  the  contact  screws  from  setting  home  and  to 
tlic  extent  that  the  screw  head  had  to  be  filed  down  (in  order  to 
inter  the  collar)  and  became  too  weak  for  good  service.  This  is 
a  common  fault  with  this  work  when  done  on  board  ship. 

The  latest  construction  has  seven  No.  25  U.  &  S.  G.  wires 
laid  concentrically,  which  overcomes  the  fringing  tendency;  the 
excessive  bulk  of  the  twisted  strands  (under  the  contact  screws 
of  the  plug)  can  be  eliminated  by  splitting  the  strand  into  two 
p.irts  and   laying   the  parts   fiat   under   the   screw-head.     This 


iiicthod  is  much  lost  sight  of  when  wiring  is  done  on  ship-board 
and  is  an  inflexible  rule  for  proper  workmanship. 

( )ur  original  twin  conductor,  consisting  of  two  insulated  wires 
]»ruiccte<l  by  braiding,  is  probably  the  best  solution  of  the  con- 
struction of  double  conductor,  plain;  it  is  less  flexible  as  com- 
pared with  other  designs,  but  it  is  easy  of  manipulation,  eflicient 
and  cheap. 

-Mechanical  injurj'  by  those  who  are  using  the  portable  mani- 
fests itself  in  the  wholesale  breakage  of  attachment  plugs,  amount- 
ing in  one  ship  to  sixty,  in  a  period  of  four  months. 
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Inserting  a  plug  into  its  receptacle  demands  no  skill;  it 
simply  requires  that  the  plug  be  carefully  pushed  into  place  with 
one  hand  and  secured  by  screwing  on  the  collar  with  the  other 
hand.  As  practiced,  attempt  is  made  to  do  both  operations  with 
the  same  hand,  the  rubber  plug  is  twisted  and  broken,  which 
short-circuits  the  lamp  or  occasions  grounding  to  the  receptacle 
box.  It  has  been  suggested  that  much  of  the  breakage  men- 
tioned can  be  avoided  by  constructing  the  plug  of  oak  or  other 
hard  wood,  a  suggestion  that  is  to  be  recommended  and  should 
be  adopted.  Breakage  of  attachment  plug  occurs  as  well  wher- 
ever they  are  used  for  receptacles,  but  that  of  portable  use  is 
much  in  excess. 


A  peculiar  instance  of  t!ie  use  of  attachment  plugs  was  brought 
to  notice  in  a  complaint  that  those  furnished  the  ship  would  not 
operate,  it  was  found  that  the  portables  had  been  wired  up  to 
35~aniperc  plugs  instead  of  to  5-ampere  plugs. 

Referring  to  Fig.  35,  it  will  be  seen  that  the  25-ampere  plug  is 
not  double  pole  and,  therefore,  it  short-circuits  the  lamp  when 
inserted  in  a  5-ampcre  receptacle.  The  lamp  cannot  bum  and 
an  luuieccssary  extra  load  to  the  dynamo  is  the  result  of  the 
thoughtless  error. 

Ci-iliiig  I'ixhiris. — This  type  of  fixture  has  its  main  fault  in  Qtt 
scaling  of  the  reflecting  surface  due  to  the  heat  of  the  lamp. 
Properly  this  reflecting  surface  should  be  a  hard  e 
a  coiistniction  now  quite  c 
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The  reflecting  surfaces  can  be  kept  in  efficient  order  by  the 
occasional  use  of  enamel  paint;  this  paint  is  cheap,  is  common 
commercially  and  serves  another  good  purpose  as  a  means  of  a 
touching  up  the  outside  of  the  rings  of  silver  fixtures  when  the 
plating  becomes  worn. 

Bronze  rings,  junction  boxes,  switches,  etc.,  are  best  kept  in 
neat  order  by  the  use  of  black  varnish  or  asphaltum  applied  at 
least  once  a  quarter. 

Wires  to  ceiling  fixture  sockets  should  never  be  led  through 
holes  bored  in  the  side  of  the  socket  as  such  practice  vitiates  the 
water-tightness. 


6  Jhm»  J^lu^. 


/^OT£*«9€t^Z    MAt^€d»M. 


;yky<^  Mwi^^^mw*.^ 


FIQ.  35. 


To  insure  against  the  admission  of  moisture  care  should  be 
taken  that  the  globes  are  always  screwed  firmly  against  their 
rubber  rings.  Frequent  cases  of  corrosion  of  sockets  and  con- 
tacts occur  from  neglect  of  this  injunction. 

Stcam'tight  Fixture. — The  usual  difficulty  with  this  fixture  is 
abnormal  breakage  of  globes  due  to  want  of  provision  of  guards 
in  exposed  locations.  The  guarded  fixture  should  always  be  in- 
stalled where  there  is  the  slightest  liability  to  accident  or  mechan- 
ical injury  and  is  practically  imperative  in  boiler  and  machinery 
spaces,  their  connections,  and  where  tools  are  to  be  used.  The 
nature  of  the  use  of  this  fixture  makes  it  an  especial  case  of  a 
tight  fit  of  globes  against  their  rubber  rings. 
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Diving  Lamp. — This  device  has  usually  met  with  many  diffi- 
culties. It  is  particularly  exposed  to  short  circuit  from  breaking 
of  insulation  due  to  the  rough  handling  by  a  diver  who  is  other- 
wise much  encumbered. 


Fig.  36  shows  the  present  fixture  with  its  incandescent  lamp 
of  150  c.  p.,  and  also  a  spring  device  which  has  proved  sac- 
cessfiil  in  preventing  nips,  which  cause  the  breakage  of  insulation 
at  the  handle  of  the  lamp,  at  which  point  the  ground  or  short 
circuit  occurs. 

Btilkhi-ad  Bunker. — The  two  difficulties  met  with  are  breakmg 
of  the  glass  and  want  of  water-tightness,  the  latter  usually  the 
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n-i-nli  of  tilt  former.  The  difficiilty  has  never  been  overcome 
ini'l  can  probably  only  be  remedied  by  a  new  design.  The  expe- 
iliiiit  of  sfcuriiip  tlie  globe  flange  with  felt  and  red  lead  does  not 
ni.'iki-  a  water-tight  joint  as  the  mass  hardens  and  breaks  away 
iViim  the  glass.  It  seems  necessary  that  the  globes  should  be 
jointed  with  rubber  rings  and  to  accomplish  this  the  flanges  mnst 
be  irnly  parallel,  a  matter  almost  impracticable  with  glass-makers; 
grin<ling  the  flanges  to  parallelism  breaks  the  skin  of  the  glass 
and  introduces  a  plane  of  weakness  Just  as  breaking  the  skin  of 
a  rolled  shaft  weakens  the  shaft  at  that  point.     The  present  design 


^ 
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i>  advantageous  on  account  of  the  better  dispersion  of 

■tier  distribution  of  these  bimker  globes  will  in  the  future 
iiany  troubles  of  bad  lighting  that  have  been  complained 
L'  engineers,  especially  near  the  doors  leading  into  the 
I.  Portable  B  will  afford  much  assistance  in  this  respect, 
type  of  fixture,  shown  in  Fig.  37,  is  installed  in  the 


l>i-sk  l.if^hl. — The  present  pattern  seems  to  fidfill  a  majority  of 
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the  needed  requirements.  Present  specifications  require  that  cup 
hooks  and  a  new  hook  of  square  section  shall  be  provided  in 
convenient  places  for  hanging  the  light. 


10.  38.— DOUBLE  TRUCK  LIOHT. 


Truck  Li^ht. — Fig,  38  shows  the  present  type  in  use;  the  masts 
to  be  provided  are  mentioned  in  the  specifications. 

This  lifjht  is  a  continual  source  of  repair,  not  in  the  fbcture 
itself  but  in  Ihc  wiring  on  the  mast.     The  source  of  the  d 
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.-  be  found  in  the  connections  on  the  topmast  near 
ihi.'  liprlit,  or  in  those  of  the  receptacle  box  placed  at  the  bibbs  or 
mar  I  lie  top. 

The  leads  for  truck  lights  should  in  all  cases  be  double  con- 
iliicior,  plain  wire  led  in  conduit  to  the  receptacle  box.  The 
lupinast  lead  should  be  in  a  score  in  the  back  of  the  mast  {espec- 
ially in  those  ships  in  which  the  topmasts  do  not  house)  and 


-lioulii  be  carcfntly  covered  in.  Objection  has  been  made  to 
Mcirinj;  tuimiasts  on  account  of  the  tendency  to  weaken  the  mast, 
Inn  the  objection  cannot  be  considered  to  be  well  taken  in  this 
euruicciion  and  would  certainly  alleviate,  if  it  did  not  remove,  the 
fjri'.ii  niaj'irity  of  the  difficuhies  met  with.  The  wiring  is  other- 
«!-<■  unicli  exposed  to  weather. 
1  Mil'  i)f  the  recent  improvements  in  truck  hght  manipulation 
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has  been  the  introduction  of  a  controller,  located  on  the  bridge, 
by  which  both  the  hghts  of  both  masts  can  be  operated  from  the 
same  pedestal  by  a  single  lever.  It  is  shown  in  Fig.  39.  It  is 
practically  free  from  the  effects  of  weather  on  the  connections. 

Mechanical  Engine  Room  Telegraph.  (Annunciator.) — ^The 
method  of  lighting  with  oil  has  been  unsatisfactory,  and  many  of 
the  fixtures  have  recently  been  improved  by  leading  wires  to  a 
receptacle  on  the  pedestal  and  using  an  electric  light  which  is 
designed  to  fit  in  the  slide  provided  for  the  lamp.  The  design 
is  shown  in  Fig.  40.     The  lamp  used  in  this  fixture  is  5  c,  p.  at 


Electroliers. — Tliese  fixtures  have  been  provided  as  a  relief  to 
the  inefficient  lighting  over  ward  room  tables;  a  two-light  fore- 
atid-aft  branch  will  be  found  most  satisfactory.  Drop  lightx 
should  ordinarily  be  desk  lights:  a  two-branch  bracket  will  prove 
a  satisfactorj-  reading  light. 

liiillli-  Lanterns  ami  Deck  Lanterns. — The  difficulties  usnallsr 
complained  of  are  found  at  the  pUig  (as  explained  under  portable) 
and  gromuls  in  the  exposed  receptacle  boxes;  the  fixtaret  them- 
selves rarely  give  trouble  wiili  reasonable  wear. 

I'i^.  41  shows  the  present  type  of  liattle  lantern  on  its  bracket 
with  the  hook  tor  the  bight  of  the  conductor. 
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Sivrcli  Lights. — Tlit"  first  fault  of  search  lights  resides  in  the 
iiso  of  an  inclined  tamp. 

I.  I'rom  iho  weight  which  is  required  to  he  lifled  by  the 
"  striking  arc  "  (scries)  magnet  in  excess  of  its  real  function  of 
niLTfly  separating  the  carbons.  Any  mechanical  resistance  which 
is  introduced,  such  as  friction,  dirt  from  carbons,  etc.,  interferes 


niili  Miccessfnl  working;  the  series  magnet  is  unable  to  separate 
ilic  iMrlmiis.  and  a  prolonged  short  circuit  with  small  resistance 
ensues  which  overloads  the  dynamo  or  fuses  the  main  contacts  in 
the  peilcstal. 

2.  Tiie  fragile  lava  insulators  continually  break,  short-circuit- 
ing the  system.  While  lava  is,  perhaps,  the  cheapest  and  most 
efhcient  method  of  insulation,  the  numerous  types  of  washers 
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necessary  to  the  device  continually  break  and  are  very  trouble- 
some to  replace,  proving  a  continual  source  of  annoyance. 

3.  Fusing  of  the  contact  plungers  of  the  pedestal  whose  office 
is  to  make  connection  from  the  contact  rings  of  the  base  to  the 
main  contacts  for  the  lamp.  When  this  fusing  takes  place  the 
pedestal  becomes  locked  and  cannot  revolve.  It  ts  cotninonly 
caused  by  the  non-separation  of  the  carbons,  either  from  failure 
of  operation  of  the  mechanism  or  the  adherence  of  the  carbons 
due  to  the  formation  of  a  mushroom  on  the  negative  carbon. 

The  mushroom  appears  as  a  small  protuberance  on  the  end  of 


the  carbon  and  is  of  a  pasty  consistency.  It  can  readily  be  re- 
moved by  the  edge  of  a  file  or  screwdriver  and  ordinary  attention 
to  the  working  of  the  lamp  should  guard  against  its  formation. 
In  most  cases  the  carbons  will  adhere  if  a  mushroom  forms. 

The  remedy  for  the  fusion  of  phmgers  is  shown  in  Fig.  43,  a 
ntcthod  of  rejiair  that  lias  been  successfully  practiced  in  several 
ships.  It  consists  of  a  phosphor  bronze  spring,  A,  in  which  are 
set  brass  blocks  or  brusJies.  B,  the  springs  being  secured  to 
niicanite  insulators.  The  brushes  take  against  the  contact  rings 
in  the  base  of  the  pedestal  and  alTord  a  much  laij^  < 
surface. 
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In  ilie  latest  projectors  the  contact  rings  are  made  a  part  of 
the  pcilcstal,  the  plungers  being  placed  in  the  base;  this  relieves, 
thonjjh  it  does  not  obviate,  the  difficulty. 

The  inclined  lamp  has  been  replaced  by  a  horizontal  type, 
constructed  somewhat  on  the  Schuckert  principle.  Figs.  45  and 
44  show  two  views  of  the  latest  type  for  30-inch,  type  H,  pro- 
jectors. The  design  is  similar  for  all  projector  sizes.  Newer 
designs  show  slight  changes  in  mechanical  construction. 


The  springs.  A,  take  current  from  leads  to  the  contact  rings 
of  the  pedestal  (to  the  plungers  in  older  types),  the  path  of  the 
current  being  shown  in  Fig.  45. 

The  carbons  are  secured  in  clamps,  B,  on  supports,  C,  the 
supports  being  movable  in  guides  of  the  frame  and  controlled  by 
screw-bars.  /'  and  E.  The  larger  clamp  is  for  the  positive  carbon, 
in  which  the  crater  is  formed  and  which  will  therefore  be  the 
farther  clamp  from  the  projector  mirror.  F  is  the  automatic 
feed,  shunted  from  the  lamp  leads,  having  an  electromagnet.  G, 
which  controls  the  armature,  H,  and  which  in  turn  operates  the 
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screw-bars  D  and  E,  through  a  pawl  ratchet  and  gearing,  /,  when 
the  voltage  in  the  magnet  is  above  50  to  52  volts.    K  is  the  series 


striking  art  magnet  which  operates  only  when  the  current  U 
nnich   ill  excess  of  that  required  for  the  lamp.     A  lug  on  Us 
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armature  embraces  the  screw-bar,  Dy  between  two  collars,  the 
screw-bar  having  a  small  play  at  L,  which  is  independent  of  the 
control  of  the  automatic  feed.  Owing  to  the  gearing  the  screw- 
bar,  D,  revolves  but  one-half  as  fast  as  E,  The  screw-bar,  £,  can 
be  turned  bv  a  crank  socket-wrench,  which  is  removable  and  can 
be  fitted  on  a  square  post  at  the  rear  end  of  the  lamp.  [Figs.  43 
and  44  do  not  exactly  correspond  to  Fig.  45  owing  to  differences 
of  construction  of  the  two  constructions  represented.  J 

The  method  of  operation  is  this: 

The  carbons  are  adjusted  by  the  crank- wrench  to  a  separating 
distance  of  about  half  an  inch.  The  automatic  switch,  M,  should 
now  be  closed.  The  main  switch  is  closed  next  and,  as  no  cur- 
rent can  pass  until  the  carbons  touch,  the  voltage  across  the 
carbons  up  to  that  moment  must  be  80  volts.  The  shunt  magnet 
(called  the  feed)  commences  to  vibrate,  the  voltage  being  greater 
than  52  volts,  and  feeds  the  carbons  together  by  means  of  the 
pawl  and  the  gearwheels  of  the  screw-bars.  When  the  carbons 
touch  a  heavy  momentary  current  passes  (since  the  resistance  is 
small  and  voltage  at  80),  the  armature  of  the  striking  arc  magnet 
is  attracted,  pushes  back  the  negative  screw-bar  and  forms 
C*  strikes  ")  the  arc.  The  resistance  of  the  rheostat  causes  a 
drop  of  from  20  to  30  volts  as  soon  as  the  current  passes,  and 
should  be  adjusted  by  the  lever  to  the  voltage  necessary  for 
running  the  lamp  without  flaming  and  hissing.*  The  voltage 
recjuired  in  practice  is  usually  from  45  to  49  volts;  the  feed  will 
frc(iuently  operate  at  50  volts.  The  working  current  for  the 
lamp  varies  with  the  size  of  the  lamp  and,  incidentally,  with  the 
size  of  the  carbons;  it  is  as  great  as  75  to  90  amperes  for  the 
30-inch  projectors,  and  from  25  to  35  amperes  for  the  18-inch 
type. 

There  is  often  some  framing  of  the  carbons  which  cannot  be 
controlled  by  the  rheostat;  it  is  unimportant  except  from  the 
fact  that  it  decreases  the  intensity  of  the  light;  it  will  usually 
disappear  of  itself.  Horizontal  lamps  have  a  tendency  to  flame 
at  the  upper  tCi^^  of  the  crater,  thereby  forming  the  crater  on  the 
upper  edge  of  the  positive  carbon  and  distorting  the  reflection; 
this   tendency   is  corrected   in   our  projectors  by  a  horse-shoe 

*  The  rheostat  forms  a  dead  resistance  in  the  line,  causing  a  drop  (cur- 
rent niuhiplied  by  resistance)  equivalent  to  30  volts,  at  which  10  volts  are 
a<ljustable  by  the  rheostat  lever. 
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magnet,  attached  to  the  diaphragm  in  the  projector,  which  draws 
down  the  arc  by  magnetic  attraction. 

Some  hissing  will  occur  when  starting  up.  especially  with  new 
carbons,  and  the  lamp  will  not  quiet  down  until  a  good  crater 
has  been  formed  in  the  positive  carbon.  This  can  be  obviated  by 
reaming  out  a  crater  in  the  positive  carbon  with  a  penknife  before 
putting  it  in  the  clamp. 

Flaming  and  hissing  are  promoted  by  inferior  carbons  and 
are  much  increased  if  the  carbons  have  absorbed  oil.  Those  now 
provided  are  of  the  Schmelzer  manufacture  and  are  very  homo- 
geneous; the  positive  carbon  is  usually  bored  axially  and  cored 
with  a  soft  carbon,  which  materially  assists  in  maintaining  a  good 
crater.  Negative  carbons  are  sometimes  cored,  but  it  is  an  open 
question  whether  this  expedient  does  not  conduce  to  the  forma- 
tion of  mushrooms. 

Heretofore  the  carbons  were  furnished  in  paper-covered  pack- 
ages which  exposed  them  to  moisture  and  oil,  which  are  readily 
absorbed  by  the  porous  material;  they  are  now  packed  in  tins 
and  should  be  kept  covered  and  stowed  in  the  store-room. 

The  momentary  current  of  short  circuit,  when  the  carbons 
touch,  is  ordinarily  heavy  and  quite  sufficient  to  throw  the 
pointer  of  the  ammeter  clear  across  the  scale  and  against  the 
stops;  it  need  occasion  no  apprehension  if  it  does  not  continue;  if 
it  does,  the  switch  at  the  switchboard  should  be  quickly  opened. 
This  current  may  be  as  much  as  50  per  cent,  above  the  working 
current. 

Any  abnormal  current  of  the  searchlight  ammeter  is  usually 
traceable  to  either  a  mushroom  on  the  negative  carbon  or  care- 
less handling  of  the  socket-wrench.  In  most  cases  of  fusing  of 
the  contact  plungers  in  the  pedestal  there  has  been  direct  evi- 
dence of  an  atempt  to  regulate  the  feed  by  hand  when  the 
automatic  gear  was  switched  on.  If  the  lamp  does  not  feed  it  is 
for  the  reason  that  there  has  been  a  burn-out,  or  that  the  lamp 
itself  is  not  clean,  and  in  90  per  cent,  of  the  cases  dirt  is  the 
cause ;  any  attempt  to  remedy  matters  by  use  of  a  socket-wreoch, 
while  the  current  is  on,  is  quite  sure  to  short-circuit  the  lamp 
and  produce  overload. 

As  a  rule  it  is  better  to  set  the  carbons  before  Oj 
permit  no  use  of  the  wrench  except  in  focussing ^  no 
good  may  be  the  man  who  ordinarily  manages  the  proje 
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Other  man  is  quite  sure  to  come  along  and  do  the  mischief;  it  is 
the  other  man  who  is  so  untraceable  in  accidents.  The  auto- 
matic feed  is  a  very  desirable  expedient  and  will  give  good  report 
of  itself  if  not  impeded  by  an  impatient  use  of  the  socket-wrench. 
There  is  rarely  any  occasion  for  using  the  wrench  on  the  screw- 
bar  after  the  lamp  is  in  operation. 

The  key  to  good  search-light  operation  and  management  is 
thorough  cleanliness  in  all  the  parts  and  frequent  opportunity 
for  practice  by  those  who  are  not  ordinarily  called  upon. 

The  mirrors  will  spot  or  frost  in  time;  the  action  is  much 
hastened  on  board  ship,  by  the  practice  of  exposing  them  to  the 


rays  of  the  sun  while  drying  out  the  barrel.  There  is  nothing 
that  will  so  quickly  ruin  the  silvered  surface  of  a  mirror  as  the 
action  of  direct  sunlight. 

The  breakage  of  front  door  glasses  seems  rather  more  frequent 
than  should  be  necessary,  but,  as  a  rule,  it  is  the  result  of  acci- 
dent. The  glasses  are  now  furnished  in  strips  and  effort  is  being 
made  to  have  the  same  number  of  strips  for  all  front  doors  irre- 
spective of  diameter  of  projector,  in  order  that  they  may  be  sup- 
plied on  requisition  from  a  mere  statement  of  the  type  of  the 
projector  and  the  number  of  the  strip.  With  those  now  installed 
the  glass-makers  cannot  intelligently  carry  out  the  order  unless 
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a  diagram  of  the  whole  front,  with  the  dimensions,  is  furnished 
from  the  ship. 

Every  projector-front  should  be  fitted  with  an  extra  outside 
door  made  of  perforated  fibre  for  the  protection  of  the  front 
glasses.  They  have  been  supplied  thus  far  to  but  one  or  two 
ships  and  on  the  design  of  Fig.  46. 

Diverging  lenses  are  now  plano-convex  in  the  horizontal  plane 
only.  The  door  is  made  in  strips  similar  to  that  having  the 
plain  glass,  each  strip  being  a  plano-convex  lens. 

Parabolic  mirrors  are  now  replacing  the  Mang^n  type.  The 
Mangin  is  a  double  convex  lens  which  is  silvered  on  the  back. 
It  has  the  advantage  that  for  a  given  focal  length  the  rays  of  light 
which  it  receives  are  first  concentrated  on  the  mirrored  surface 
before  reflection.  Its  disadvantage  is  that  for  a  given  aperture 
it  throws  less  light  than  even  a  concave  mirror. 

The  disadvantage  of  the  concave  mirror  is  the  apparently 
smaller  intensity  of  beam  as  compared  with  either  the  lens  or 
parabolic  types.  As  looked  at  by  the  operator  the  intensity  of 
the  light  thrown  on  a  target  appears  greater  for  both  of  these 
latter  styles  than  for  the  concave,  and  is  greatest  for  the  para- 
bolic. When  examined  photometrically  at  the  target  it  will  be 
found  that  the  intensity  of  the  lens  mirror  is  less  than  that  of 
either  the  concave  or  parabolic,  while  the  intensity  of  the  con- 
cave and  parabolic  is  practically  equal. 

The  discrepancy,  as  viewed  by  the  operator,  is  caused  by  the 
fact  that  concave  mirrors  throw  out  a  conical  penumbra  around 
the  beam  which  interferes  with  clear  vision  at  the  projector,  and 
the  illumination  of  the  target  appears  to  be  less  than  that  of 
either  the  lens  or  parabolic  mirrors. 

The  parabolic  mirror  is  the  most  advantageous  for  searchlight 
use  for  the  great  reason  that  it  lights  up  the  foreground  better, 
and,  as  we  are  accustomed  to  outlining  objects  by  their  sur- 
roundings, the  target  is  brought  out  with  more  sharpness  and 
distinctness  of  detail.  Fig.  47  shows  the  present  style  of  pro- 
jector and  accessories. 

Xi^ht  Si^nalin^  Set. — This  device,  more  commonly  known  as 
the  ardois,  developed  an  annoying  series  of  faults  in  the  key- 
board, due  to  defective  contact  of  the  plungers.  In  later  key- 
boards, scnii-circular  in  shape  and  designed  for  the  change  faom 
five  to  four  lamps,  little  fault  has  been  found,  and,  as  a  rule,  little 
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trouble  is  occasioned  apart  from  the  slow  action  of  the  device. 
Some  difficulty,  ordinarily  short  circuit,  is  met  with  at  the  point 
where  the  cable  enters  the  gland  of  the  coupling  at  the  keyboard. 
It  is  usually  a  ground  due  to  breaking  of  the  insulation  by  a  nip 
and  is  best  remedied  by  the  spring  connection  for  the  diving 
lamp  shown  in  Fig.  36. 

.More  frequently  troubles  are  met  with  in  the  cable  couplings 


iliemselvos.  The  cables  have  been  made  in  three  sections  of  50 
feet  each,  a  lamp  section  from  which  the  wire  is  branched  to  the 
lamp  and  two  plain  sections.  Each  plain  section  is  provided 
wiili  a  male  ami  female  coupling  in  which  the  contacts  arc  made 
for  the  sejiarale  wires  of  the  cable,  a  guide  and  pin  insuring 
proper  enirance.  The  lamp  section  has  a  female  coupling  only, 
.-\lthinigli  fitted  with  secure  water-tight  gaskets  water  often 
works  inio  the  inner  chamber  of  the  coupling  and  short-circuits 
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the  contacts.  Covering  with  painted  canvas  is  only  tentative 
and  has  a  further  disadvantage  in  that  it  holds  in  the  water  when 
it  has  entered. 

There  is  no  real  necessity  for  more  than  one  coupling  on  the 
entire  cable  and  it  should  be  the  female  coupling  at  the  lower  end 
for  the  keyboard  connection.  It  will  be  found  more  satisfactory 
and  quite  as  serviceable  to  cut  off  the  two  upper  couplings  on 
all  cables  having  three  couplings,  splice  the  wires  and  tape  the 
junctions  water-tight. 

On  board  of  the  Indiana,  where  experiments  were  made  with 
the  couplings,  the  cable  was  led  to  and  inside  of  the  military  mast, 
thus  protecting  all  couplings  from  the  weather,  except  that  at 
the  keyboard.  Particular  attention  was  paid  to  making  the 
coupling  of  the  lamp  section  thoroughly  tight,  but  in  a  short 
time  it  was  again  found  to  be  full  of  water.  Investigation  showed 
that  the  water  had  gotten  inside  the  cable  through  the  joints 
where  the  lamp  wires  branch  out;  once  inside,  the  water  was 
drawn  through  the  cable  by  capillary  attraction,  and  then  into 
the  coupling;  the  amount  of  water  so  drawn  made  it  necessary  to 
bore  a  very  undesirable  hole  in  the  bight  of  the  cable  outside  of 
the  mast  to  act  as  a  drain.  As  an  emphatic  repetition  it  can  be 
said  that  one  coupling  at  the  keyboard  is  all  that  is  necessary, 
and  the  quick,  sure  remedy  for  troubles  with  other  couplings  is 
to  take  them  off. 

There  seems  to  be  no  successful  way  of  preventing  the  deterior- 
ation of  the  cable  due  to  the  heat  of  the  smokepipe;  the  only 
resort  is  a  new  piece  of  cable. 

One  or  two  cases  of  filling  the  upper  part  of  a  lamp  with  water 
have  been  noted.  This  ought  not  to  occur  if  the  gaskets  and 
lenses  are  tight.  A  simple  method  of  obviating  the  difficulty  is 
to  bore  a  small  hole  in  the  diaphragm  at  the  bottom  of  the  lamp 
and  out  near  the  edge  where  there  will  be  no  chance  of  trans- 
mission of  light.  With  this  arrangement  the  lamp  ought  to  drain 
well. 

The  keyboards  have  often  been  inconveniently  placed  and 
should  preferably  be  clamped  on  the  bridge-rail  within  easy  ac- 
cess of  the  officer  of  the  deck.  This  will  require  protection  to  the 
keyboard  by  a  hood  fitted  with  a  sliding  door,  of  which  a  nice 
device  is  shown  (attached  to  the  bridge-rail)  in  Fig.  48^  awd  is 
for  the   semi-circular  type  of  keyboard.     No  good  dcs{gii  of 
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hood  for  the  circular  keyboard  has  been  devised;  the  main  diffi- 
culty is  that  in  applying  the  design  of  Fig,  48,  the  hood  would 
be  too  tall,  cumbersome  and  unwieldy. 


The  desire  for  a  more  rapid  system  of  signaling  has  led  to  the 
introduction  of  the  telephotos,  shown  in  Fig.  49,  in  which  the 
contacts  are  made  by  a  vertical  plunger,  whose  cap  fits  over  a 
.sleeve   and   keeps   the   water  out.     Merely   pressing   down   the 
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Rheostats. — The  burning  out  of  rheostats  is  most  frequently 
caused  by  a  misapprehension  of  their  office.  It  is  popularly  said 
and  supposed  that  a  rheostat  is  for  the  purpose  of  cutting  down 
the  current  which  is  entering  the  device  with  which  it  is  con- 
nected, and  the  argument  is  bolstered  up  by  the  triangular  reason- 
ing obtainable  from  the  volt,  the  ohm  and  the  ampere  of  Ohm's 
law.  But  cutting  down  the  current  is  the  effect  ol  a  cause,  and 
that  cause  is  that  the  voltage  is  cut  down;  the  current  drops  in 
consequence.  The  resistance  produces  a  drop,  fall  of  potential, 
numerically  equal  to  that  resistance  multiplied  by  the  current 
passing. 

This  is  easily  demonstrated  in  the  case  of  the  shunt  rheostat 
used  with  the  dynamo;  a  voltmeter  will  always  show  that  the 
voltage  across  the  wires  entering  the  field  is  seldom  greater  than 
40  to  70  volts  for  an  80- volt  machine  of  any  size.  The  10  to  40 
volts  lost  in  circuit  are  mainly  due  to  the  drop  in  the  rheostat.* 

We  employ  three  types  of  rheostats: 

Controllers,  or  regulating  rheostats,  used  for  turrets,  ammuni- 
tion hoist  and  ventilating  motors  (and,  in  a  sense,  the  shunt 
rheostat)  which  regulate  by  variation  of  resistance. 

*  No  matter  what  scientists  may  say  as  to  the  strictness  of  the  analogy 
between  the  generator,  wiring  and  electricity  as  parallelled  with  the  pump, 
its  piping  and  water,  we  can  bridge  over  many  a  knotty  point  in  electrical 
questions  by  carrying  the  analogy  to  its  limit,  and  the  application  is 
various:  electromotive  force,  or  voltage,  the  force  or  pressure  which  moves 
electricity,  as  compared  with  pump  pressure;  the  effects  of  grounds  with 
leaks;  of  pipe  ramifications  with  circuits;  of  friction  with  resistance;  the 
cutting  down  of  pressure  by  large  release;  bursting  from  want  of  capacity 
with  burning-out;  rheostats,  with  pipe  expansion,  pipe  contraction  or 
valves;  all  show  the  main  point  of  the  analogy.  In  dealing  with  electricity, 
the  simple  thoroughfare  is  to  consider  it  from  the  standpoint  of  voltage, 
pressure,  alone  and  leave  out  all  question  of  current  until  we  are  brought 
face  to  face  with  problems  of  energy. 

What  is  a  volt?  An  ohm?  An  ampere?  are  questions  that  scientists 
have  not  exactly  informed  us  about  yet. 

We  can  grasp  the  fact  that  a  volt  is  a  unit  of  the  kind  of  pressure  that 
will  move  a  certain  quantity  of  electricity,  and  that  an  ampere  is  a  unit 
quantity  of  electricity.  In  most  cases,  if  we  get  the  pressure  we  will  get 
the  quantity  of  electricity  we  want  as  we  do  a  quantity  of  water  from  a 
pump  and.  in  the  end,  we  are  not  so  much  concerned  always  as  to  what 
the  amount  of  that  quantity  really  is  as  long  as  our  pipe  or  wire  has  the 
necessary  capacity.  There  are  some  exceptions,  where  current  must  be 
considered,  hut  they  can  readily  be  isolated. 
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Starting  rheostats,  used  with  motors  to  control  the"  entering 
voltage  wlien  stariing,  but  not  intended  in  any  way  for  either 
regulation  or  control  of  the  speed. 

Line  rheostats,  used  for  tapping  off  a  reduced  voltage  from  the 
dynamo  mains,  and  used  mainly  with  instruments. 

The  (hstinction  between  a  controller  and  a  starting  rheostat 
should  be  especially  remembered  as  it  is  of  great  importance  in 
motor  use. 

The  burning  out  of  line  rheostats  Js  caused  chiefly  by  grotwds 
in  the  dynamo  circuit,  and  can  be  obviated  by  inserting'  a  large 
resistance  between  the  contacts  of  the  main  line  and  those  ased 


for  the  instrument  leads.  An  ingenious  device  of  the  kind  is  used 
with  the  range-finder  and  shown  in  Fig,  50.  It  is  required  to 
taj)  off  about  6  volts  for  the  range-finder,  and  4  volts  for  the 
telephone.  A.A  are  the  binding  posts  for  the  wires  leading  to 
the  junction  box  of  a  lighting  circuit  The  total  resistance  of 
the  rheostat  wire  is  80  olims  (82.4  ohms  as  shown)  which  on  an 
80-volt  circuit  gives  a  ready  means  of  obtaining  one  volt.  B,B, 
are  the  binding  posts  for  the  instrument  wires;  C  is  the  binding 
post  for  the  telephone  whose  negative  wire  is  attached  to  that 
loading  back  through  li.  Between  A  and  C  the  rheostat  wire 
has  a  resistance  of  37.9  ohms,  between  C  and  B  of  3.7  ohms. 
Setwecn  B  and  B,  ol'  5.8  ohms,  and  between  B,  and  j4  o£  35.0 
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ohms.  Hence  3.7  volts  are  tapped  off  between  C  and  B,  5.8  volts 
between  B  and  B^^  and  there  is  a  drop  of  38  volts  between  A  and 
C,  and  of  35  volts  between  A  and  B, 

This  arrangement  of  the  large  resistances  evidently  gives  a 
great  protection  from  any  overload  in  the  main  line  as  compared 
with  any  other  place  on  the  resistance  wire  of  the  rheostats  that 
the  binding  posts  C,  B,  and  B  could  be  placed.  A  similar  ar- 
rangement should  be  followed  whenever  rheostats  are  placed  in 
a  line. 

Much  improvement  has  been  made  of  late  in  line  rheostats  and 
the  types  that  can  be  especially  recommended  are  those  of  the 
Carpenter  designs  shown  in  Fig.  51.  These  usually  have  a  rib- 
bed plate  of  cast  iron  on  the  unribbed  side  of  which  is  the  re- 
sistance wire  embedded  in  enamel.  The  wire  is  first  put  in  place, 
then  covered  with  enamel  powder  and  baked  at  a  high  temper- 
ature. The  radiating  surface  is  very  large.  The  device  has  the 
advantage  over  coil  rheostats  in  that  the  enamel  protects  the 
wire  from  burning  out  by  radiating  the  excess  of  heat  on  the 
same  principle  that  water  in  a  pan  on  a  stove  prevents  the  fusing 
of  the  solder. 

In  common  parlance  the  shunt  rheostat  is  called  "the  box," 
probably  as  a  distinction  from  other  rheostats.  Starting  rheo- 
stats are  usually  spoken  of  as  "  starting  boxes." 

The  burning  out  of  starting  rheostats  is  explained  under  the 
head  of  motors. 

Motors, — The  extension  of  motor  use  in  our  ships  will  require 
a  better  knowledge  of  that  device  on  the  part  of  dynamo  men 
than  that  which  we  usually  find.  They  seem  to  understand  the 
fact  that  a  motor  is  a  dynamo  worked  backwards,  and  that  the 
general  cycle  of  operations  is  reversed,  yet  they  will  cause  heavy 
s])arking  by  rocking  the  brushes  forward  instead  of  backward, 
and  regard  the  sparking  as  some  peculiarity  associated  with  back 
electromotive  force  or  other  hidden  trouble  inherent  in  motors 
generally. 

Motors  are  tersely  and  excellently  discussed  in  an  article, 
written  for  the  Institute  in  1893,  by  Lieutenant  J.  B.  Murdock, 
V.  S.  Xavv.     He  savs: 

''All  motors  on  shipboard  will  naturally  fall  under  the  head  of 
constant  potential  motors,  supplied  from  the  ship's  mains,  and 
either  series  or  shunt  may  be  used.     The  series  motor  is  valuable 
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for  its  great  starting  torque,*  but  has  the  disadvantage  of  an 
irregular  speed.  In  many  cases,  as  in  training  guns  or  in  other 
heavy  work,  steady  speed  is  of  no  consequence,  while  the  ability 
to  start  with  a  heavy  load  is  all  essential.  For  work  of  this  kind 
the  series  motor  is  the  best.  If  thrown  in  circuit  directly  across 
the  mains,  it  might  burn  out,  the  resistance  being  so  low  as  to 
allow  of  an  enormous  current  passing  when  the  motor  is  at  rest. 
As  soon  as  it  commences  to  move,  the  current  is  reduced  to  safe 
limits  by  the  counter  electromotive  force.  It  is  advisable,  how- 
ever, to  interpose  some  resistance  to  save  the  motor,  this  being 
generally  in  a  starting  rheostat,  the  speed  of  rotation  when  once 
in  motion  being  similarly  controlled  by  resistance.  An  objec- 
tion to  the  series  motor  is  the  fact  that  the  speed  rises  danger- 
ously high  if  the  load  is  thrown  off,  the  excitation  being  dimin- 
ished bv  the  rise  of  the  counter-electromotive  force  of  the  motor. 
The  motor  makes  the  vain  attempt  to  attain  a  speed  at  which  its 
counter-electromotive  force  equals  the  difference  of  potential  of 
the  mains,  each  increase  of  speed  diminishing  the  field  current 
and  counter-electromotive  force  and  calling  for  higher  speed  to 
attain  the  voltage  of  the  mains.  Theoretically  the  speed  of  the 
scries  motor  under  such  circumstances  is  infinite,  but  the  prac- 
tical limit  is  found  in  the  fact  that  friction  and  internal  losses 
always  make  something  of  a  load,  so  that  no  motor  ever  runs 
absolutely  light. 

"  The  shunt  motor,  when  made  with  low  armature  resistance, 
preserves  a  practically  constant  speed  with  wide  variations  of 
load.  It  possesses,  however,  the  great  defect  of  having  no 
starting  torque.  The  field  coils  and  armature  being  in  parallel, 
the  former  are  short-circuited  bv  the  latter,  and  if  the  motor  is 
suddenly  thrown  into  circuit,  the  field  would  not  receive  enough 
current  to  magnetize  it.  while  the  armature  would  probably  be 
burned  out  by  the  excess  of  current  passing.  Some  special 
starting  device  is  therefore  necessar>',  and  a  starting  rheostat  is 
commonly  provided,  by  which  a  current  is  passed  through  the 
field  c(m1s  before  the  armature  circuit  is  closed  at  all.  The  next 
stc])  is  to  send  the  current  through  the  armature  in  series  with  a 
resistance,  the  latter  being  gradually  cut  out  as  the  counter- 
clectr(Mnotive  force  rises  from  the  speed  increasing.    The  special 

*  Torque  is  most  simply  defined  as  the  mechanical  conplc,  due  to  die 

forces  on  both  sides,  tending  to  turn  the  armature. — B.  T.  W. 
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piiq)ose  for  which  the  shunt  motor  is  adapted  is,  therefore, 
starting  with  a  light  load  and  afterwards  preserving  an  approxi- 
mately constant  speed. 

'*  Tlic  apparent  paradox  that  the  speed  of  a  motor  is  increased 
by  weakening  the  field  and  consequently  the  counter-electro- 
motive force,  must  alw^ays  be  borne  in  mind  in  considering  the 
speed  of  motors.  The  fact  that  the  shunt  field  remains  excited 
when  all  load  is  thrown  off  keeps  the  speed  down  to  near  its 
normal  value.  If  the  speed  could  increase,  the  field  being  kept 
constant,  the  counter-electromotive  force  of  the  armature  would 
rise  until  it  reached  the  potential  of  the  mains.  It  could,  of 
course,  go  no  higher  without  running  the  generator  as  a  motor. 
The  actual  limit  attained  is  less  than  that  of  the  mains,  as  there 
is  always  internal  loss  and  mechanical  friction  in  the  motor, 
energy  to  overcome  which  must  be  derived  from  the  mains,  and 
the  s]K*ed  settles  at  such  a  point  as  to  allow  the  motor  to  receive 
just  this  amount  of  energy. 

"  The  foregoing  is  sufficient  to  enable  a  conclusion  to  be 
reached  as  to  the  use  of  motors  on  shipboard.  If  starting  torque 
is  essential  and  constant  speed  is  unnecessary,  the  series  motor 
is  the  best,  an  adjustable  resistance  being  inserted  as  a  protec- 
tion on  starting.  For  purposes  calling  for  constant  speed  the 
shunt  motor  is  best  adapted,  having  a  rheostat  for  use  only  in 
starting.  In  special  cases  the  compound  wound  motor,  possess- 
ing in  a  lesser  degree  the  advantages  of  each  of  the  others,  may 
he  best,  but  it  is  noticeable  that  its  complexity  is  preventing  its 
wide  use  in  commercial  practice." 

As  a  rule  the  chief  accident  to  motors  is  burning  out  the  arma- 
ture or  held  coils  from  overload  in  the  circuit,  for  which  there 
are  two  remedies: 

1.  A  careful  elimination  of  grounds  at  all  times. 

2.  A  circuit-breaking  device,  as  a  part  of  the  starting  rheostat, 
to  break  circuit  at  either  failure  of  the  line  voltage  or  oi^erload. 

The  matter  of  overload  needs  no  other  explanation  than  that 
the  excessive  current  heats  and  fuses  the  wires. 

r.urning  out  from  failure  of  the  line  voltage  is  the  result  of 
thoughtlessness  or  negligence  and  occurs  in  this  way:  The 
rheostat  resistance  is  tapped  at  a  series  of  places  to  points  or 
blocks.  In  starting  (Fig.  52)  the  rheostat  lever,  which  is  con- 
nected to  one  terminal  of  the  supply  circuit  at  A,  is  moved  slowly 
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from  point  to  point,  or  block  to  block,  gradually  decreasing  the 
resistance  in  circuit,  thus  permitting  more  voltage  to  the  arma- 
ture of  the  motor,  until  the  lever  gets  to  the  last  block,  B,  when 
all  resistance  due  to  the  rheostat  is  cut  out  and  the  current  leads 
directly  through  the  lever  to  the  armature,  giving  it  the  total 
voltage  of  the  main  line. 

There  is  usually  a  switch  in  the  circuit.  If  a  break  in  the 
main  line  occurs,  thus  shutting  off  the  motor  supply,  the  rheostat 
lever  should  be  immediately  placed  on  the  block,  C,  where  it  was 
before  starting;  otherwise  when  the  supply  is  renewed  the  motor 
suddenly  receives  the  full  voltage  of  the  line  before  it  has  had 
an  opportunity  to  start,  receives  an  overload,  as  no  back  electro- 
motive force  is  being  generated,  and  the  armature  burns  out. 

It  is  this  matter  of  back  electromotive  force  which  is  so  puzzling 
to  the  average  attendant,  but  is  readily  understood  from  a  brief 
explanation.  Inasmuch  as  the  armature  of  the  motor  revolves  in 
a  magnetic  field,  it  becomes  a  dynamo  to  the  extent  of  the 
number  of  its  coils,  the  intensity  of  its  field  and  the  number  of 
revolutions  (see  page  233),  and  of  its  own  accord  generates  an 
electromotive  force  opposing  that  coming  from  the  line;  the  cur- 
rent to  be  carried  by  the  armature  is  by  design  based  on  the  dif- 
ference between  the  electromotive  force  generated  by  the  motor, 
and  that  of  the  main  line — a  very  small  amount  by  the  way — 
from  which  it  can  be  easily  understood  why  an  armature  bums 
out  when  suddenly  subjected  to  the  full  electromotive  force  of 
the  main  line,  and  for  the  reason  that  its  wires  were  never  de- 
signed to  carry  such  high  currents. 

Men  will  generally  remember  to  open  the  switch,  but  in  most 
cases  of  burnt-out  armatures  which  have  been  investigated  it 
has  been  found  that  the  rheostat  lever  was  left  on  the  armature 
stop. 

The  burning  out  of  the  starting  rheostat  occurs  almost  invar- 
ia!)ly  from  attempts  to  use  it  as  a  speed  regulator.  The  resist- 
ance wires  are  designed  to  be  subjected  only  to  heating  effects 
for  the  short  time  necessary  for  starting,  and  it  follows  that  if 
the  lever  is  permitted  to  remain  on  any  block  but  A  or  C,  Fig.  52, 
the  resistance  wires  will  gradually  overheat  and  finally  bum  out. 

When  speed  regulation  is  desirable  a  controller  of  special  dc- 
sijLj:n  should  be  used. 

The  automatic  starting  rheostat  shown  in  Figs.  52  and  53  db- 
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viates  both  cases  of  burning  out  whether  of  armature  or  rheostat. 
There  are  a  number  of  designs,  but  the  principle  involved  is 
practically  the  same  for  all. 

It  consists.  Fig.  54,  of  a  hand  lever,  H,  and  spring  lever,  S, 
on  a  common  pivot  and  working  through  a  stiff  spring,  K.  A 
is  a  double  pole  switch  on  the  main  line,  B  is  the  lead  to  the 
shunt  field  of  the  motor  whose  armature  and  its  connections  are 
dia grammatically  represented  at  C. 

As  long  as  the  automatic  mechanism  is  not  interfered  with  this 
rheostat  can  be  relied  on  to  protect  the  motor  from  all  damage, 
under  any  conditions  of  practice,  whether  by  skilled  or  unskilled 
hands.     The  following  are  the  principal  features: 

1st.     It  automatically  opens  the  circuit  when  the  E.  M.   F. 


(not  current)  of  the  supply  circuit  fails  or  falls  greatly  below  the 
normal,  re^piircd  E.  M.  F. 

Referring  to  Fig.  54,  this  is  accomplished  by  the  fact  that, 
having  no  voltage,  the  lectro-magnet,  D,  cannot  retain  the  arma- 
ture of  the  spring  lever,  which  immediately  assumes  the  position 
of  I'iK-  53- 

2d.  It  automatically  opens  the  circuit  when  the  current 
through  the  motor  becomes  excessively  large. 

Tliis  is  accomplished  by  a  second  electro-magnet,  E,  whose 
armature  is  connected  with  a  catch  which  holds  the  spring  lever. 
When  the  overload  passes,  it  causes  the  armature  of  E  to  be 
attracted,  releasing  the  catch,  and  the  lever  assumes  the  position 
of  Fig-  53  ■ 

For  the  same  reason  the  circuit  would  be  broken  if  the  hand 
lever  was  moved  too  rapidly  over  the  blocks,  as  excessive  current 
would  be  caused  by  so  doing. 
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3d.  It  is  not  affected  under  any  conditions  when  the  E^  M.  F. 
and  current  are  kept  within  normal  limits. 

4th.  The  electro-magnet,  D,  will  not  retain  the  springy  lever 
unless  the  hand  lever  is  on  the  starting  block,  C,  Fig.  52. 

The  arc  (spark)  formed  by  breaking  automatically  when  run- 
ning is  generally  taken  up  by  carbon  blocks  that  can  be  replaced 
at  any  time. 

Compound  motors  have  never  come  into  general  use  for  the 
reason  that  the  armature  reaction  of  a  shunt  motor  will,  in  most 
cases,  compensate  for  the  falling  off  of  speed  due  to  the  heat 
drop  without  the  use  of  series  windings. 
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FIG.  54. 


FtQ.  55. 


Motor  use,  commercially,  has  of  late  been  much  influenced  by 
the  extension  of  alternate  current  work,  particularly  of  the  two- 
phase  and  three-phase  types,  in  which  induction  motors  of  simple 
construction,  without  commutator  or  brushes,  have  overshadowed 
the  constant-potential,  direct-current  designs. 

The  high  tension  and  heavy  inductions  of  alternate-current 
work  ])Iace  it  beyond  the  ])ale  of  ship  use.  Besides,  it  is  difficult 
of  regulation  and  utiecononiical  as  compared  with  directHTurrent 
for  other  tlian  long-distance  transmission:  the  minimum  of  this 
long  distance,  as  derived  from  European  economics,  appears  to 
1)0  greater  than  five  miles. 


DISEASES    OF   ELECTRICAL   INSTALLATION.  64/ 

The  use  of  series  (reversible)  motors  for  guns  and  turrets 
has  never  proved  successful  from  the  inability  to  control  the 
speed  and  regelate  the  train  as  compared  with  hydraulic,  pneu- 
matic or  steam  devices.  A  subsequent  idea  of  using  a  positive 
motion  (shunt)  motor  with  a  reversible  clutch  proved  but  a  slight 
improvement.  The  problem  has  been  solved  in  the  extremely 
sensitive  motions  of  the  Brooklyn's  turrets  by  separately  exciting 
tlie  fields  of  both  dynamo  and  motor.  The  general  principle  is 
shown  in  the  diagrammatic  representation  of  Fig.  55.  A  is  the 
dynamo  armature,  B  its  field,  excited  by  current  from  the  mains, 

C,  which  are  fed  by  another  dynamo.  In  order  to  flow  through 
the  field  coils  of  A  the  current  must  pass  through  the  controller, 

D,  which  is  located  in  the  turret  and  is  as  simple  in  its  operation 
as  that  used  by  the  motorman  of  a  trolley  car.  The  mains,  C, 
feed  also  the  field,  £,  of  the  turret  motor,  F,  maintaining  a  con- 
stant potential.  The  armatures  A  and  F  are  connected  by  direct 
wires  through  a  reversing  switch,  G, 

As  the  field  of  the  motor,  F,  is  constant,  its  speed  will  depend 
entirely  on  the  voltage  supplied  to  its  armature  by  the  dynamo, 
A,  and  the  direction  of  rotation  can  be  changed  at  will  by  the 
reversing  switch,  G. 

As  the  number  of  circuits  of  the  armature,  A,  are  fixed  by 
the  design  and  its  speed  is  constant  for  the  adjustment  of  the 
governor  of  its  engine,  it  follows  that  the  electromotive  force 
which  it  generates  will  be  proportional  to  the  intensity  of  its 
field.  This  intensity  of  field  is  regulated  by  the  controller,  which 
thus  forms  the  kev  to  the  whole  situation  and  can  be  located  in 
the  turret  in  the  ver>'  best  position  for  practical  use. 

In  order  to  prevent  the  turret  from  turning  too  far  a  tripping 
toe  is  placed  at  the  limit  of  its  swing  which  automatically  reverses 
the  motor.  Xo  difficulty  has  been  developed  in  the  design,  nor 
has  there  been  any  occasion  for  adjustment  or  repair  since  the 
war  with  Spain,  to  keep  it  up  to  the  standard  of  its  original  test. 
Gross  and  fine  train  are  accomplished  without  resort  to  any  other 
cx])C(lient. 

The  dynamos  which  are  installed  for  use  with  the  motors  are 
compound  wound,  and  have  an  especial  field  connection  for  the 
change  from  motor  to  lighting  use.     This  is  not  indicated  in 

r'i^-  55- 

Inferior  Communications, — This  part  of  the  ship's  installation  is 
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more  complained  of,  perhaps,  than  any  other  for  the  reason  that 
it  is  more  generally  brought  to  notice  and  comes  under  the 
supervision  of  so  many  officers  on  the  ships.  The  general  com- 
plaint has  been  that  the  instruments  are  too  delicate,  require  too 
many  repairs,  get  out  of  order  readily  and  are  unreliable.  The 
complaints  have  even  extended  to  the  point  of  characterizing 
them  as  laboratory  instruments.  Much  of  this  is  true,  and  efforts 
are  being  constantly  made  to  minimize  these  faults  as  fsr  as 
possible  on  the  lines  of  simplicity  in  construction,  continuity  of 
service  and  certainty  of  action.  It  is  to  this  field  that  much 
inventive  talent,  especially  in  the  service,  has  been  directed,  but 
of  the  many  designs  of  instruments  which  have  been  submitted 
fully  80  per  cent,  do  not  answer  service  requirements.  Of  these 
the  large  majority  have  been  constructed  on  the  step-by-stqp 
principle.  A  step-by-step  instrument  is  one  in  which  the  indi- 
cations are  made  successively  and  which  usually  depends  for  its 
actions  upon  a  train  of  wheels,  or  at  least  upon  a  combination 
of  cog  gearing,  which  accomplishes  the  indications  required. 
They  are  practically  inadmissible  for  the  reason  that  the  cogs 
soon  wear  in  service  or  break  out,  and  once  a  tooth  slips  or  is 
missing  the  instrument  becomes  unreliable  thereafter.  This  sort 
of  wear  is  very  much  hastened  in  instruments  which  require  that 
the  electric  current  shall  be  kept  on,  and,  in  general,  it  may  be 
said  that  it  is  desirable  in  any  instrument  that  the  current  shotdd 
be  broken  after  each  indication,  excepting  in  those  in  which  the 
indications  are  made  by  lamps. 

A  notable  example  of  the  step-by-step  instruments  were  the 
Elliott  instruments  placed  in  the  Maine.  The  commanding  offi  • 
cer  requested  that  they  be  taken  out  of  the  ship  as  they  were  of 
no  practical  utility  and  only  occupied  needed  room  on  the  bridge. 
These  instruments  have  been  installed  in  trans-Atlantic  steamers 
and  have  given  satisfaction,  but  require  the  continued  attention 
of  experts. 

Engine  Telegraph, 

Fiske  Type, — The  instrument  embodies,  as  do  all  of  LieuL 
Fiskc's  inventions,  a  large  number  of  desirable  features  for  ship's 
use,  but  it  was  found  on  two  ships  after  long  trial  to  be  unreUaUe* 
and  that  even  after  repairs  were  made  by  the  manufacturer's  ex- 
perts, it  was  impracticable  to  so  adjust  the  instrument  that  fhe 
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indications  on  the  bridge  and  in  the  engine-room  were  the  same. 
If  the  differences  in  indications  had  been  equal  over  the  range 
of  the  scale  there  would  have  been  less  objection;  the  differences 
in  indication  being  known  they  could  be  easily  applied  by  the 
operator  or  reader,  but  with  variable  differences  for  different 
readings  the  intended  order  became  too  uncertain. 

r>om  a  total  of  six  ships  in  which  the  instruments  have  been 
installed  two  have  reported  favorably  and  four  have  requested 
adjustment  or  repairs.  In  the  two  cases  above  mentioned  an 
old  design  was  installed. 

The  primary  fault  is  lack  of  water-tightness  in  the  trans- 
mitter where  contacts  and  connections  are  found  to  be  corroded 
and  oxydized. 

A  second  fault  appears  to  be  purely  electrical.  It  is  not 
altogether  clear  what  the  fault  is,  but  since  the  original  instru- 
ment has  been  constructed  the  temperature  corrector  has  been 
added  to  the  device,  showing  that  errors  of  resistance  affected 
the  readings  and,  in  late  repairs,  it  has  been  found  that  many 
faults  have  been  introduced  by  the  method  of  wiring,  the  intro- 
duction of  small  resistances  after  compensation,  and  in  loose  or 
imperfect  contacts. 

It  is  believed  that  this  instrument  can  be  made  to  operate  suc- 
cessfully by  perfecting  the  contacts  and  so  introducing  the  re- 
sistances that  there  will  be  no  variable.  Its  principles  are  good 
and  sound,  and  it  would  seem  that  a  change  in  the  device  would 
much  relieve  its  present  defects.* 

Painter-Morrison  Type, — But  one  set  has  ever  been  installed 
in  the  service  and  is  now  on  board  the  Nashville  for  trial.  The 
instrument  has  an  escapement  somewhat  on  the  stock-ticker  prin- 
ciple and  comes  under  the  head  of  step-by-step  instruments, 
though  especial  attention  has  been  paid  to  overcoming  the  usual 
objections. 

Leopold  Type, — This  combination  introduces  a  visual  manual 
by  the  use  of  lamps  in  addition  to  a  bell  signal  calling  attention. 
It  lias  never  been  tried  thus  far  and  no  information  has  been 
obtainable  as  to  its  practical  working. 

*  Ilhistrations  of  Lieut.  Fiske's  instruments  are  not  reproduced  in  this 
article  for  the  reason  that  they  are  shown  in  detail  in  his  publications  on 
the  subject,  and  to  them  the  reader  is  referred. 
45 
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Revolution  and  Direction  Indicators. 


l-'iskc  Type. — This  introduces  the  principle  of  alternating  cur- 
rent in  instrument  devices  and  is  operated  by  the  action  of  a  soft 
iron  Inductor  (placed  on  the  shaft)  revolving  in  front  of  the  poles 
of  an  electro-magnet  and  connected  with  indicators  which  are 
constnicted  on  the  principle  of  alternating- current  voltmeters. 
The  voltmeters  soon  fail  to  indicate.  In  one  case  which  has  been 
brought  to  notice  there  has  been  no  practical  use  obtained  from 
this  instrument  since  its  first  installation  except  on  original  test; 
all  efforts  to  repair  and  put  it  in  good  working  order  have 
proved  futile.  In  another  case  the  magnets  were  placed  so  low 
down  in  the  shaft  alley  as  to  bring;  it  in  frequent  contact  with 


bilge  water,  causing  burning  out.  The  magnets  were  afterwardl 
shifted  from  their  position,  but  the  indications  have  been  very 
erratic  and  unreliable. 

A  particularly  cumbersome  feature  of  the  design  is  that  thcie 
must  be  a  separate  collar  and  inductor  on  the  engine  shaft  for 
evepi-  indicator  installed.  Thi.s  could  be  avoided,  perhaps,  by 
the  use  of  separate  magnets,  installed  about  the  shaft,  each  con- 
nected to  its  own  indicator.  A  difficulty  with  the  galvanometer 
(indicator)  arises  from  the  leaking  of  the  liquid  with  which  it 
must  be  filled.  .Available  liquids  for  the  purpose  seem  to  be 
few  in  number  and  not  readily  obtained. 

The  direction  indicator  of  Lieut.  Fiske's  device  has  a 
collar  f<ir  the  magnet  which  revolves  with  the  shaft 
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which  current  is  led  to  an  indicator  self-contained  with  that  for 
the  revolutions.  As  the  pointer  merely  deflects  at  each  revolu- 
tion tliere  is  no  difficulty  in  having  the  instrument  work  properly 
at  all  times  and,  by  timing-  the  deflections,  the  revolutions  of 
the  engine  can  be  accurately  counted.  It  is,  however,  inferior 
for  the  purpose  to  Cory's  design,  inasmuch  as  the  pointer  must 
be  watched  while  timing,  while  in  the  Cory  type  the  deflections 
arc  made  audible. 

Cory  Type. — The  objection  to  the  Cory  type  of  instrument  is 
that  it  is  not  direct  reading.  Its  advantages  are  that  it  is  simple 
in  construction  and  does  not  readily  get  out  of  order.  The  wir- 
ing is  quite  simple  and  the  deflections  of  the  pointer  indicate 
without  and  difficulty  whether  the  engine  is  going  ahead  or 
astern.  In  making  these  deflections  a  clicking  noise  is  made 
from  which  the  revolutions  can  be  timed  by  sound  as  well  as  by 
watching  the  deflections  of  the  pointer.  This  particular  style 
of  indication  is  known  as  the  "tick-tack." 

I' ig.  56  shows  the  instrument  as  mounted  on  the  bridge,  and 
J'iR-  57  shows  diagrammatically  the  connections  and  general 
construction,  as  follows: 

A  cogged  eccentric,  A,  is  attached  to  the  shaft  and  revolves 
with  it.  The  cogged  wheel.  By  gears  into  this  eccentric  and  has 
an  upright,  C,  carrying  a  cross  arm,  D,  which  makes  contact 
with  springs  at  E  and  F;  this  combination  can  swing  about  a 
center  at  G,  and  in  each  revolution  the  wheel,  B,  is  dragged 
enough  in  the  direction  of  rotation  of  the  shaft  to  make  contact 
at  /:  and  F,  accordingly  as  the  engine  is  going  ahead  or  astern, 
and  always  on  the  same  spring  for  the  same  direction  of  revolu- 
tion. At  each  of  the  springs  E  and  F  are  connections  to  two 
electro-magnets  in  the  indicator,  but  three  wires  being  necessary 
as  one  wire  answers  as  a  common  return  for  both.  An  armature 
connected  to  the  pointer  of  the  dial  is  attracted  by  the  magnet, 
wliich  is  energized  and  is  arranged  with  a  sounder  to  give  an 
audible  "  tick  "  at  each  attraction  (each  revolution).  The  cur- 
rent is  tapped  off  a  lighting  circuit  through  a  line  rheostat.  It  is 
obvious  that  the  only  requirement  of  operation  is  that  there 
sliould  be  sufficient  current  in  the  line  to  energize  the  magnets  of 
the  indicator,  and  that  it  is  independent  of  variable  resistances  in 
connections,  provided  that  the  requisite  energ\'  is  supplied.  Any 
number  of  indicators  can  be  connected  in  by  simply  paralleling 
from  the  leads  from  the  transmitter  at  the  shaft. 
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This  instrument  gives  very  little  trouble;  when  troubles  do 
occur  they  are  generally  from  erosion  or  burning  out  of  the  pieces 
of  wire  at  the  contacts  of  the  iransniitler.  which  are  very  easily 
adjusted. 

Elcclro-dynamic  Tyfc. — Tliis  instninicnt  is  practically  a  small 
dynamo  which  is  geared  or  belted  to  the  shaft,  and  which  has  its 


field  separald; 
It  is  evident  fnini  this 
alley  eNciteil.  that   the 
df|)einl  entireiv  uih'h  the 
ciitnrs  TK-c.l  only  he  small 
our  iinlinary  |iurtahK'  lyi 
aclnal  .levice.     The  dvna 


■ited  from  a  ilirect  lead  to  the  dynamo  circuit. 
arrangenifnt,  since  the  fields  are  scpar- 


iltage  produced  by  the  dynamo  will 

nnnber  nf  revolutions  and  the  indi- 

iltnieters.  something  on  the  order  of 

.\n  especial  design  is  used  in  the 

I  can  lie  mounted  anywhere  conve- 


nienllv  for  its  shaft  connection,  can  he  entirely  encased   for  its 
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protection  and  needs  only  the  attention  of  trimming  or  shifting 
the  brushes. 

Tlic  indicator  is  simply  a  voltmeter  reading  both  ways  from 
a  central  zero  (similar  to  the  Weston  ground  detector,  Fig.  27), 
tlio  voltmeter  being  marked  on  one  side  for  afwad  and  on  the 
other  side  for  astern,  the  direction  of  the  pointer  indicating  the 
direction  of  revolution  of  the  shaft  and  calibrated  to  show  revo- 
lutions instead  of  volts.  Owing  to  the  fact  that  voltmeter  indi- 
cations are  not  reliable  at  small  indications  the  reading  will 
proI)al)ly  not  be  correct  below  twenty  revolutions;  but  as»  in  ordi- 
nary sliip  practice,  we  merely  wish  to  know,  at  such  low  speeds, 
the  direction  in  which  the  shaft  is  turning  and  are  not  particularly 
concerned  as  to  the  number  of  revolutions  that  the  propeller  is 
making,  this  objection  is  really  a  small  one.  An  instrument  of 
this  type  was  installed  in  the  Brooklyn  and  has  given  general 
satisfaction. 

Helm  Telegraph, 

f'iskc  Type. — As  this  instrument  consists  merely  of  a  trans- 
mitter and  voltmeter-indicators,  for  which  the  current  is  tapped 
off  a  lighting  circuit,  the  transmitter  being  a  resistance  in  the 
line,  there  is  very  little  to  get  out  of  order,  provided  contacts 
and  connections  are  looked  after.  But  one  instance  of  trouble 
with  the  helm  telegraph  has  been  brought  to  notice,  and  that  in 
a  ship  where  the  transmitters  not  in  use  were  not  zeroed  as 
called  for  by  the  directions;  the  transmitter  was  burned  out.  A 
cut-out  switch  for  each  transmitter  is  now  installed. 

Helm  Angle  Indieators, 

I'lskc  Type. — The  inventor  points  out  that  90  per  cent,  of  all 
troubles  with  this  instrument  will  be  found  in  the  contact.  The 
coiuact  of  the  arc  is  found  to  become  variable  and  imreliable, 
thus  defeating  the  utility  of  the  instrument.  This  is  occasioned 
by  wear,  vibration,  moisture  in  the  damp  compartments  in  which 
it  lias  to  be  placed  and  the  friction  of  the  plunger  on  the  wire 
ii>elf.  As  in  all  Fiske  indicators,  the  galvanometers  are  too 
sensitive:  they  are  not  sufficiently  water-tight,  inviting  the  rust 
and  corrosion  which  are  such  frequent  sources  of  repair;  their 
adjustments  are  too  delicate  and  require  too  much  care  and 
attention  for  the  character  of  the  available  personnel.     Indica- 
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tors  of  new  designs  more  in  consonance  with  required  practice 
vvnll  remedy  many  of  the  complaints  made  against  them.  It  be- 
comes a  particular  matter  in  coimection  with  the  helm  angle 
indicator  for  the  reason  that  the  action  depends  entirely  upon 
the  difference  in  voltage  in  the  two  sections  of  the  contact  wine, 
and  it  must  be  evident  that  a  very  sensitive  indicator  will  take 
up  irregularities  of  contact  and  become  spasmodic  and  jerky. 

The  principles  upon  which  this  instrument  is  founded  are 
sound,  but  from  the  nature  of  the  use  and  the  locality  in  which 
it  must  be  installed  it  cannot  be  recommended  for  ship  use. 


Painlcr-M orrison  Ty{>t-. — This  instrument  is  a  modiAcaiitm  oj 
that  spoken  of  under  engine  telegraphs,  the  motion  being-  com- 
municated to  the  transmitter  by  a  chain  and  wheel  attached  to 
the  ru<lder  head.     A  bicycle  sprocket  and  chain  are  usually  used,   j 
The  instrument  is  on  trial   in  the   N'ashville.  but   thus   fat    no  J 
complete  report  has  been  made  on  its  performance.  1 

Lamp  Type. — This  is  shown  in  Fig.  58  ready  for  mounting  on   ' 
a  pedestal  or  bulkhead.     Fig.  59  shows  the  connections  with  the 
locations  for  the  action  cut-outs,  and  Fig.  60  shows  the  arcs  t 
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which  contact  is  made  from  the  plunger  carrying  the  wires.  It 
consists  merely  of  fifteen  lamps  of  5  c.  p.  at  80  volts  placed  in 
littlt  compartments  and  shining  through  a  plate  of  green  glass 
on  one  side  and  a  plate  of  red  glass  on  the  other  side  with  u  piece 
of  white  ground  glass  for  the  zero  indication.  The  wires  are  led 
as  in  an  annunciator,  one  wire  to  each  lamp  with  a  common 
retnm.     Contact  is  made  on  the  arc  (to  which  6[teen  wires  are 


connected)  by  a  plunger  attached  either  to  the  tiller  or  to  a  mon- 
key tiller  or  a  yoke  secured  to  the  rudder  head.  The  instrument 
can  be  recommended  as  being  thoroughly  reliable  in  its  opera- 
lion,  has  been  tested  for  long  intervals  and  required  no  repair. 

The  wiring  is  done  through  interior  communication  cables 
directlj-  from  the  points  of  contact  or  between  connection  boxes. 
It  has  been  urged  against  this  instrument  that  the  indications 
are  not  in  sufficient  number  for  tactical  use,  but  the  different 
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degrees  of  helm  which  are  indicated,  as  shown  in  Fig.  58,  arc  all 
that  have  been  found  necessary  in  tactical  evolutions  and  arc 
thought  to  be  sufficient.  It  has  also  been  objected  that  tbc 
indication  is  too  dim  in  daylight  to  be  seen  at  required  dis- 
tances; in  all  cases  which  have  come  under  observation  the  ob- 
jection does  not  seem  to  be  well  founded.  It  can  be  highly 
recommended  as  simple  and  constant  in  operation  which,  at 
least,  are  two  very  vital  features  on  interior  communication  line*. 
As  a  resume  of  the  difficulties  with  instruments  for  the  uses 
mentioned  it  may  be  said  that  present  practice  indicates  tbc 
doing  away  with  types  depending  upon  changes  of  voltage  or  re- 
sistance and  substituting  devices  which  are  simpler  in  their  care 
and  connections.     These,  as  now  proposed,  are: 
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Engine  Telegraph. — Establishment  of  prescribed  speed  by 
verbal  order  or  niechanical  telegraph,  the  variation  friim  pre- 
scribed speed  to  be  signaled  as  so  many  turns  (np  to  five  usually) 
faster  or  slmver.  The  instrument  for  this  signal  is  ino<lifie<l  from 
the  design  of  the  lamp  helm  indicator,  the  transmitter  being- 
similar  to  that  of  the  mechanical  telegraph;  attention  is  called  by 
a  bell. 

Steering  Telegraph. — This  is  similar  to  that  for  the  engnic 
telegraph,  the  indicator  being  marked  for  angles  of  helm  and 
one  or  two  especial  orders,  such  as  "steady,"  etc. 

Helm  Angle  Indicator. — The  lamp  instrument  before  doeribed. 

Battle  Orj/rr.^Transmitter  and  indicator  are  of  the  lamp  type 
and  on  the  general  principle  of  the  lamp  helm  angle  indicator. 

Range  htdicalors. — Arc  similar  to  those  for  the  hatlle  order. 

Racli  type  necessarily  requires  ila  own  especial  construction. 
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though  all  are  the  same  in  general  principle.  The  apparent  dis- 
advantages of  lamp  types  is  their  bulk. 

There  is  an  objection  to  the  engine  telegraph  in  that  it  requires 
the  use  of  the  mechanical  as  well.  As  long  as  the  leads  for 
mechanical  telegraphs  are  short,  they  work  well;  but  when  com- 
plicated, as  in  large  ships,  or  where  the  leads  are  long  and  re- 
quire to  make  a  number  of  turns,  they  must  be  looked  after 
continually. 

General  Alarm. — Difficulties  have  been  reported  with  the  types 
installed: 

First,  from  giving  alarms  under  ordinary  shocks  and  vibra- 
tions in  the  ship,  especially  at  gun  practice.  This  feature  has 
been  overcome  to  a  marked  extent  by  the  introduction  of  a  catch 
similar  to  that  used  in  the  construction  of  annunciators. 

Second,  in  failure  of  operation,  which  can  be  mostly  attributed 
to  lack  of  voltage  in  the  line. 

Alarm-gongs,  as  a  rule,  will  not  operate  under  less  than  15 
volts,  and  unless  the  batteries  are  in  good  condition  and  up  to 
voltage  this  difficulty  will  generally  appear.  As  a  rule,  the  gen- 
eral alarm  system  should  be  placed  entirely  on  the  transformer 
with  a  batter}'  connection  as  a  preventer. 

There  has  been  great  difficulty  in  getting  a  satisfactory  gong. 
The  electrical  type  is  better  and  more  certain  in  operation  than 
the  electro-mechanical  types,  but  owing  to  the  large  amount  of 
repair  which  has  been  called  for  in  this  system,  the  electro- 
mechanical gong  has  practically  been  adopted.  The  gong  should 
be  12-inch  single-stroke.  All  double-stroke  gongs  soon  get  out 
of  order  and  require  replacing.  There  is  an  important  point  in 
the  installation  of  alarm  gongs  which  has  been  much  lost  sight 
of,  and  that  is  that  they  should  not  be  operated  by  an  ordinary 
push  button.  Alarms  have  frequently  been  sent  in  when  cleanmg 
the  push  buttons,  especially  in  chart  houses,  and  in  many  in- 
stances it  has  been  found  necessary  to  entirely  insulate  the  spring 
from  the  contact  by  introducing  a  wedge  of  hard  nibber.  The 
easy  way  out  of  this  difficulty  is  to  entirely  encase  any  arrange- 
ment for  ringing  alarms  which  can  be  accidentally  touched  or 
liandlcd  by  the  men.  The  uncovered  push  button  is  inadmissible 
in  any  case.  Failure  to  operate  can  frequently  be  remedied  by 
adjusting  the  tension  of  the  springs. 

Batteries  and  Transformers. — The  batteries  furnished  are  made 


6s8  DISEASES    OF    ELECTRICAL    INSTALLATION. 

up  of  the  Gonda  or  Sampson  modifications  of  the  Leclanche  cell. 
This  type  of  cell  has  a  high  electromotive  force  (about  1.43  volts) 
and  low  internal  resistance  (about  34  ohm),  giving  it  the  capacity 
of  sending  a  strong  current  comparatively. 

It  has  the  great  disadvantage  that  it  polarizes  very  rapidly  on 
closed  circuit  and  the  voltage  soon  drops  below  required  working 
limits;  it  is  only  available,  therefore,  for  uses  requiring  a  strong 
current  for  a  brief  time. 

This  fact  affords  a  solution  to  the  mysterious  failure  of  alarm 
gongs  and  bell  calls  which  occurs  from  time  to  time  on  board 
ships;  it  is  generally  due  to  an  insidious  polarization  of  the  bat- 
teries by  grounds  which  complete  and  close  the  circuit  through 
the  cells.  It  is  not  that  the  batteries  have  given  out,  but  that 
they  are  polarized  and  the  condition  will  be  evidenced  by  a 
deposit  of  bubbles  (hydrogen)  on  the  carbon  elements;  if  the  end 
battery  connections  are  broken  for  a  couple  of  hours  the  cells  will 
recover  their  normal  voltage. 

The  indication  that  the  battery  has  run  down  and  needs  re- 
charging with  sal  ammoniac  is  a  milky  color  of  the  cell  fluid.  The 
jars  should  always  be  kept  full  and  the  liquid  clear.  Dipping  the 
zincs  in  mercury  will  prolong  their  life. 

The  troublesome  feature  of  polarization  of  batteries  by  g^rounds 
is  the  great  argument  in  favor  of  transformers,  for  grounds  have 
but  slight  influence  on  the  voltage  generated  by  the  transformer 
and  appear  only  as  overload.  The  transformer  is  intended  for 
general  use  on  the  lines,  the  batteries  to  be  kept  in  reser\'c  for 
emergencies. 

The  voltages  commonly  required  are  about  6,  12  and  ao,  and 
can  be  obtained  from  any  transformer  by  fitting  two  extra 
brushes ;  it  will  be  found  to  produce  no  sparking.  As  frequendy 
installed,  a  double-throw,  double-pole  switch  is  provided  by 
which  either  the  battery  or  transformer  can  be  switched  in  as 
desired.  Tliere  is  a  disadvantage  in  this  arrangement  in  that 
lines  for  small  bells  require  only  6  or  12  volts  usually  and  the 
higher  voltage  of  the  transformer — necessary  for  the  general 
alarm  system — soon  burns  out  the  vibratory  contacts. 

It  is  better  to  fit  separate  brushes  for  tapping  off  the  required 
voltages  and  connect  the  brush  leads  to  the  individual  lines 
through  a  battery  transfer  switch,  as  shown  in  Fig.  61,  which  can 
be  expanded  for  any  number  of  circuits  desired.     This  switch  has 
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the  distinct  advantage  o(  providing  a  point  where  the  circuits  can 
be  readily  tested  out  in  detail  and  where  grounds  and  faults  may 
be  localized. 

The  slopping  out  of  the  liquid  in  batteries  on  ships  which  have 
much  motion  at  sea  points  out  the  desirabihty  of  the  use  of  dry 
cells.  There  are  several  good  forms  in  the  market,  of  which 
the  non-polarizing,  Fortosec  and  Mesco  can  be  recommended; 
the  E.  M.  F.  is  somewhat  less  than  that  of  the  Leclanche.  Dry 
cells  do  not  recover  well  when  polarized  and  unless,  therefore,  a 
transformer  is  at  hand  tor  general  use,  a  number  must  be  kept 
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in  stock  to  rejilace  those  that  tail.  If  care  is  taken  to  keep  the 
circuits  tree  of  grounds,  dry  cells  are  an  advantage;  they  are 
practically  imperative  for  use  in  torpedo-boats  and  destroyers. 

Action  Cut-outs. — ^These  are  now  placed  on  all  lines  of  com- 
munications not  protected  by  armor,  in  order  that  the  unpro- 
tected sections  may  be  entirely  cut  out  in  action  and  prevent 
grounds  or  short  circuits  on  the  Hues  in  use.  The  device  con- 
sists of  a  contact  maker  operated  by  a  thumb-nut  which  pushes 
up  the  contact  springs.  The  switch  is  a  carbon  block  of  rect- 
angular section  enclosed  in  a  brass  frame  and  connected  with 
the  thumb-nut.  It  is  merely  necessary  to  move  the  nut  a  quarter 
of  a  turn  to  throw  the  contacts  in  and  out. 
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Annunciators, — The  principal  repair  and  difficulty  with  annunci- 
ators has  been  in  the  failure  of  operation  of  the  drops.  In  many 
cases  the  troubles  arise  from  a  collection  of  dirt  and  cockroaches 
about  the  electro-magnets.  Two  have  been  sent  up  for  repair 
that  operated  perfectly  when  brushed  out  with  an  ordinary  whisk 
broom.  No  difficulty  has  been  found  with  the  new  types  of 
water-tight  devices.  Most  troubles  with  annunciators  can  be 
avoided  by  keeping  the  case  locked  and  occasionally  seeing^  to  it 
that  there  is  no  collection  of  dirt  between  the  electro-magnets. 

Cases  occur  where  the  failure  to  operate  is  due  to  a  too  stiff 
or  too  weak  spring;  the  remedy  is,  obviously,  to  correct  the 
tension. 

Testing  Out, — The  ordinary-  test  devolving  on  the  force  is 
that  for  insulation  resistance,  and  should  be  made  on  all  dynamos 
and  circuits  every  week.     For  this  purpose  the  simple  voltmeter 
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test,  SO  little  in  use,  is  amply  sufficient.  To  make  use  of  the  test 
the  ordinary  portable  voltmeter  is  used  and  connected  in,  as 
shown  in  Fig.  62.  A  and  B  are  any  two  points  of  a  switchboard 
or  lighting  circuit;  V  is  the  voltmeter  and  C  the  leading  wires. 
If  the  ends  of  the  leading  wires,  E  and  F,  are  touched  together 
we  will  get  a  deflection  in  J ',  which  we  will  call  D,  If  E  (or  F) 
is  touched  to  one  leg  of  a  circuit  and  F  (or  £)  is  connected  to 
ground  we  will  obtain  another  deflection,  d.  The  insulation 
resistance  is  then: 


Ins.  Res.  =  ^  ^  __  —  i  j  , 


in  which  R  is  the  resistance  of  the  voltmeter  V.  Evidently  if 
D  =  (/,  the  insulation  resistance  is  zero  and  the  circuit  has  a  dead 
ground. 

This  method  recjuires  but  little  time  as  compared  with  t 
of  the  Testing  Set  (Wheatstone's  bridge),  and  while  not 
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rate  as  the  latter,  the  results  are  sufficiently  so  for  all  practical 
purposes. 

A  magneto  will  ring  if  there  is  a  dead  ground  but  will  not  indi- 
cate a  low  insulation;  the  voltmeter  test  is  therefore  preferable, 
as  it  shows  the  approximate  insulation  resistance  in  each  circuit 
Each  circuit,  whether  of  dynamo  or  main  lines,  should  show  an 
insulation  resistance,  individually,  of  at  least  one  megohm 
(1,000.000  ohms),  but  it  must  be  remembered  that  dirt,  dust  and 
moisture  can  make  it  quite  possible  for  a  circuit  to  show  a  dead 
ground  when  the  actual  insulation  resistance  is  above  five 
megohms.  This  occurs  most  frequently  when  testing  dynamo 
circuits. 

Insulation  resistance  is  lowest  when  the  insulation  is  hot;  a 
current  should,  therefore,  be  allowed  to  flow  through  a  circuit 
for  awhile  before  testing.  The  insulation  resistance  of  a  dynamo 
should  always  be  taken  after  it  has  been  running  in  order  that 
the  circuits  may  drv  out;  the  shaft  end  of  the  commutator  should 
be  thoroughly  dried  with  a  cotton  rag  and  all  dust  and  dirt 
removed  from  the  armature  and  field  coils.  Moisture  and  dirt 
at  the  joints  of  the  field  frame  and  bed  plate  will  occasion  a 
grounding  of  the  frame. 

Cojichisum. — The  panacea  for  the  great  majority  of  the  diffi- 
culties with  our  electric  installations  on  board  ship  resides  in  the 
possession  of  a  competent  dynamo  force.  It  is,  perhaps,  imprac- 
ticable that  the  whole  force  can  have  the  necessary  intelligence, 
and  it  may  be  desirable  that  a  part  should  be  under  instruction, 
especially  a  number  detailed  from  the  apprentice  class;  but  there 
should  be  at  least  a  competent  head  whose  duty  it  would  be,  as 
a  "  head  dynamo  man,"  to  have  charge  of  the  entire  installation, 
to  direct  subordinates  in  its  management  and  repair  and  to 
instruct  them  in  its  mechanical  and  electrical  details. 

It  is  apparent  that  the  ships  are  not  sufficiently  self-supporting 
and  that  adjustments  and  repairs  which  should  be  well  within  the 
capacity  of  the  force  are  held  over  for  that  future  day  when  the 
ship  can  arrive  at  a  navy  yard,  and  the  work  be  required  from  the 
yard  department.  Meanwhile,  "  the  stitch  in  time,"  so  vital  in 
engine  and  electrical  faults,  tending  as  they  do  to  become  rapidly 
worse,  is  not  taken,  and  the  cost  and  magnitude  of  repair  has 
nuich  increaj^ed.  On  the  other  hand,  in  many  instances,  the 
equities  of  the  case  rest  with  the  ship;  the  majority  of  men  avail- 
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able  have  had  no  experience  with  mechanical  or  electrical  details 
of  the  installations;  those  who  obtain  experience  in  navy  yards 
usually  prefer  to  remain  in  civil  employment,  if  good  men,  by 
reason  of  better  pay;  transfers  and  discharges  prevent  the  estab- 
lishment of  confidence  in  those  who  are  made  available  and  the 
best  men  obtain  warrants  or  disappear  to  the  navy  yard  forces  or 
to  employment  in  commercial  life. 

In  order  to  secure  to  each  ship  the  competent  man  to  control 
and  look  out  for  our  installations,  increasing  constantly  in  scope 
and  expense,  and  to  vest  him  with  the  necessary  authority,  he 
should  be  given  a  warrant ;  he  should  be  a  good  engineer  familiar 
with  the  design,  operation  and  repair  of  short-stroke  engines;  he 
should  have  an  electrical  knowledge  which  will  enable  him  to 
cope  with  all  principles  applicable  to  the  installation;  he  should 
be  conversant  with  the  mechanical  details  of  wiring  and  acces- 
sories. 

The  incentives  of  warrant  and  advanced  pay  will  attract  good 
men  to  the  position:  as  it  is,  some  of  our  best  men  arc  leaving 
the  service. 
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APPENDIX  A. 
Instructions  Regarding  Electrical  Plants. 

At  the  time  the  ship  goes  into  commission  the  entire  plant  is  supposed 
to  have  been  previously  tested,  with  everything  in  place  on  board  and 
accepted.  Previous  to  the  test  for  acceptance,  the  dynamo  and  engine  are 
supposed  to  have  been  inspected  at  the  factories,  and  the  wiring  inspected 
as  the  work  of  installation  progressed.  A  general  graphic  description  of 
the  plant  will  be  found  in  the  "  Record  of  Electrical  Appliances  "  which 
is  supplied  to  the  vessel.  Nothing  remains  then  but  to  keep  the  plant  in 
a  thoroughly  good  and  efficient  condition  during  the  cruise.  To  this  end 
the  following  rules  and  suggestions  for  the  care  and  management  of  the 
plant  will  be  carried  out: 

Daily  Test. 

The  ground  detector  will  be  kept  in  use  at  all  times  whenever  the  plant 
is  in  operation.  This  will  at  once  indicate  the  presence  of  a  leak  to  earth 
of  any  importance.  The  branch  circuit  in  which  the  fault  occurs  must  at 
once  be  located  and  the  use  of  that  circuit  discontinued  until  it  is  again 
in  order.  It  must  be  strictly  borne  in  mind  that  to  make  this  detector  of 
any  use,  the  faults  must  be  removed  as  soon  as  they  appear,  or  the 
circuit  in  which  it  occurs  cut  out,  for  it  will  not  indicate  a  second  fault 
until  the  plant  is  cleared  of  the  first.  On  the  other  hand,  with  proper 
care,  the  ground  detector  is  invaluable.  In  addition  to  the  above,  when- 
ever any  of  the  machines  are  shut  down,  advantage  must  be  taken  of  this 
opportunity  to  test  them  for  leaks  between  the  different  coils,  the  coils 
and  the  frame,  and  other  parts  of  the  machine.  If  the  fault  that  occurs  is 
of  slight  importance,  it  may  at  times  be  advisable,  after  locating  it,  to 
allow  it  to  remain  until  it  becomes  worse,  measuring  its  resistance,  how- 
ever, and  noting  its  progress. 

Used  with  the  new  standard  switch-board,  the  branch  circuit  in  which 
any  fault  occurs  will  at  once  be  determined.  Each  section  should  be  tested 
at  least  once  daily,  and  this  should  be  done  by  throwing  off  all  the  sec- 
tions except  the  one  to  be  tested.  This  should  preferably  be  done  at 
such  times  that  the  throwing  off  the  lights  will  not  interfere  materially 
with  the  routine  of  the  ship. 

Weekly  Test  of  Search-lights. 

These  will  be  operated  at  least  once  a  week  at  night  to  see  that  every- 
thing about  them  is  in  good  working  order  and  the  fact  recorded  in  the 
journal.  At  such  times  care  will  be  taken  to  have  the  ground  detector 
connected. 

Projectors  that  are  electrically  controlled  will  be  tested  both  by  hand 
imd  by  the  electric  control.     All  projectors  will  be  kept  at  all  times  ready 
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for  instant  use.  requiring  only  the  throwing  on  the  switch  in  the  dynamo 
room. 

Quarterly  Test  of  Plant. 

Once  a  quarter  measurements  must  be  made  of  the  insulation  resistance 
of  the  entire  plant  connected  up  together,  also  that  of  each  dynamo  and 
of  each  of  the  section  circuits  leading  from  the  switch-board.  At  such 
times  advantage  should  be  taken  of  wet  weather  if  possible.  At  least 
once  a  quarter  the  entire  plant  must  be  operated  for  a  long  enough  time 
to  see  that  everything  is  in  working  order.  At  this  time  everythinfi^  must 
be  connected  up:  that  is.  all  lamps,  search-lights,  motors,  etc.,  within  the 
safe  limit  of  output  of  the  machines. 

Quarterly  Reports. 

These  shall  contain  the  results  of  the  quarterly  and  any  special  tests 
that  may  have  been  made,  as  well  as  the  expenditure  of  all  articles  used  in 
operating  the  plant,  and  its  condition.  The  record  should  be  kept  in 
such  a  state  that  the  cost  of  operating  the  plant  can  at  any  time  be  figured. 
The  behavior  and  condition  of  engines,  dynamos,  lamps,  and  in  fact  the 
entire  plant,  must  be  noted,  as  well  as  the  cause  of  every  fault  that  occurs. 
In  addition  to  the  above,  special  reports  must  be  made  when  necessary  for 
the  efficient  condition  of  the  plant.  The  blanks  for  lamp  reports  made  by 
the  orticer  in  charge  must  be  made  and  retained  on  board. 

Care  and  Management  of  Plant. 

Too  much  care  cannot  be  exercised  to  see  that  the  entire  plant  is  kept 
in  order.  Constant  watchfulness  on  the  part  of  the  attendant  and  observa- 
tion on  the  part  of  the  officer  in  charge  to  see  that  the  attendants  are 
kept  up  to  their  work  is  absolutely  necessary.  One  fault  of  itself  is  fre- 
quently of  small  importance,  but  when  another  is  allowed  to  appear  in 
addition,  then  serious  trouble  is  liable  to  occur.  Too  much  care  cannot 
be  given  to  the  engine.  Keep  all  working  parts  clean  and  lubricated. 
Inspect  frequently  for  any  undue  wear  or  lost  motion,  and  keep  the  drains 
and  other  appendages  in  order.  Be  economical  in  the  use  of  oil  and 
other  stores.  Notice  the  cause  of  any  unusual  noise  about  the  en^nes. 
In  long  leads  of  pipe,  with  many  bends  and  branches  usually  found  on 
shipboard,  more  or  less  condensation  takes  place;  this,  together  with  the 
fact  that  steam  aboard  ship  is  more  or  less  wet,  requires  that  every  pre- 
caution should  he  taken  to  prevent  water  getting  into  the  cylinders,  which 
in  high-speed  engines  will  do  much  damage  in  a  very  short  time.  The 
tachnonieter  will  not  ordinarily  be  used  even  if  supplied;  the  shaft  portable 
speed  indicator  will  ordinarily  answer  every  purpose.  Be  portiemiarfy 
careful  on  starting  to  run  sUnc  until  zcarmed  up  and  u*ater  oui  of  cyUmders, 

livery  engine  belonging  to  the  electric  plant,  boat  outfit,  CtC,  should  be 
turned  <»ver  by  hand  every  day  when  not  in  use,  and  the  bct  notCMl  in 
<lynani()  journal. 

In  <^tarting  engine,  the  dynamo  brushes  should  be  raised.  After  cnsilie 
is  running  smoothly  see  that  brush  holders  have  not  been  shifted  fron 
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marked  positions,  and  see  that  main  switch  is  open.  Lower  brushes,  and 
if  dynamo  has  switch  in  shunt  field,  close  it  Adjust  brushes  until  there 
is  no  sparking,  noting  voltage  at  same  time;  then  close  main  switch, 
noting  that  all  section  switches  are  open.  Throw  on  load  gradually,  attend 
brushes  at  each  change  of  load  and  shift  if  necessary. 

In  shutting  down  dynamo  follow  the  reverse  of  the  above.  In  cases 
when  it  is  known  that  certain  lights  will  be  wanted  immediately  after 
starting  up,  a  reasonable  load  will  be  put  on  as  soon  as  the  engine  is 
running  smoothly  and  before  commencing  to  speed  up,  in  order  that  the 
lamps  may  attain  their  candle  power  gradually  and  their  life  thereby 
increased  materially. 

As  regards  the  dynamo,  the  commutator  and  brushes  are  what  require 
the  most  attention;  that  is,  the  brushes  to  be  kept  trimmed  and  at  the 
neutral  points,  and  the  commutator  kept  smooth  and  free  from  uneven 
wear.  All  connections  kept  tight  and  clean;  copper  dust,  oil,  and  moisture 
kept  off  the  machine  and  the  machine  properly  lubricated.  The  pilot 
lamp  must  always  be  kept  in  circuit  in  case  the  main  safety  fuses  go.  Be 
on  the  watch  for  any  unusual  heating  of  the  field  magnets  or  any  softening 
of  the  insulation.  In  throwing  dynamos  in  parallel  care  will  be  taken  to 
see  that  each  machine  is  poled  right  and  kept  on  open  circuit  until  the 
nominal  potential  is  reached  before  being  thrown  into  circuit  The  opera- 
tion of  throwing  dynamos  in  parallel  with  the  naval  standard  switch-board 
is  as  follows:  Each  dynamo  must  first  be  tested  separately.  It  is  brought 
to  the  proper  potential  of  80  volts  on  light  load  by  adjusting  the  shunt 
field  rheostat.  Full  load  is  then  thrown  on  and  the  voltage  should  remain 
the  same.  If  not,  it  should  be  adjusted  to  give  the  proper  voltage  by  the 
shunt  to  the  series  field.  This  adjustment  should  be  once  made  and 
occasionally  verified;  too  much  care  cannot  be  given  to  it,  and  once  ad- 
justed should  not  be  tampered  with.  With  loads  on  each  dynamo  prac- 
tically the  same,  and  the  difference  of  their  potentials  less  than  one  volt, 
the  multiple  switch  may  safely  be  closed  and  the  dynamos  will  work  to- 
gether. Any  inequality  of  load  between  them  may  then  be*rectified  by  the 
shunt  field  rheostats.  The  polarity  of  the  dynamos  will  be  shown  by  these 
measurements,  and,  as  has  been  said,  should  be  the  same.  When  one 
dynamo  is  to  be  thrown  in  parallel  with  another  actually  working  it  may 
be  advisable  to  divide  the  load  about  equally  between  them  and  repeating 
the  observations  as  to  potential  before  throwing  them  in  parallel.  All 
important  instruments  must  be  standardized  at  least  once  a  quarter,  if 
practicable,  and  the  fact  noted  in  the  quarterly  report 

When  not  in  use  the  engines  and  dynamos  must  be  covered. 

With  the  new  standard  switch-board  the  following  precautions  are  neces- 
sary for  its  safe  and  successful  working: 

1st.  No  metal,  such  as  screw-drivers,  monkey-wrenches  or  other  tools 
or  watch  chains,  should  be  allowed  near  the  h'ont  of  the  board.  Any 
neglect  of  this  kind  may  cause  dead  short  circuits. 

2d.    Putting  more  than  one  plug  switch  on  any  one  section  is  positively 
forbidden,  as  the  use  of  two  might  put  dynamos  in  parallel  without  any 
equalizing  bar. 
46 
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3d.  If  any  section  is  not  wired  up,  it  is  advisable  to  remove  its  plug 
switch  entirely. 

4th.  In  throwing  a  section  in  circuit  it  is  advisable  to  first  place  the 
plug  switch  in  proper  position  for  putting  the  section  on  the  dynamo  de- 
sired, and  then  close  the  switch  on  the  common  bus  bar.  In  cutting  out 
a  section  first  open  the  common  bus-bar  switch  and  then  the  plug  switch. 
In  changing  a  section  from  one  dynamo  to  another,  it  is  best  to  first  break 
the  circuit  with  the  common  switch,  then  throw  the  plug  switch  over  into 
proper  position  and  close  the  common  switch.  The  plug  switches  are  not 
intended  for  throw-over  switches. 

5th.  When  any  section  is  wired  up,  but  not  in  circuit,  its  common 
switch  should  be  open,  and  its  plug  switch  open  and  locked. 

6th.  When  the  dynamos  are  operating  singly  the  multiple  switches 
should  be  open  and  the  spring  clips  covered  by  hard-rubber  covers.  These 
covers  to  be  removed  before  attempting  to  connect  in  parallel. 

The  record  book  supplied  the  ship  with  outfit  contains  a  general  graphic 
description  of  the  plant.  The  changes  will  be  noted  in  this  book  from 
time  to  time,  so  that  the  thread  can  be  easily  picked  up.  No  change  will 
ever  be  made  in  the  original  plan  of  wiring  or  extra  outlets  run  withont 
at  once  notifying  the  Bureau. 

In  the  dynamo  journal  the  remarks  are  to  be  made  as  complete  as  pos- 
sible. The  columns  of  the  journal  are  to  be  kept  as  at  present,  excefit 
that  the  revolutions  will  not  be  recorded  as  long  as  the  plant  is  in  good 
working  condition.  The  load  for  each  dynamo  will  be  recorded  in  its 
proper  column  at  the  end  of  each  hour,  unless  there  is  an  Mmi^^m]  load 
on  at  that  time,  when  the  average  for  the  hour  will  be  recorded. 

All  faults  or  bad  working  of  the  plant  in  any  respect  must  be  noted  in 
the  journal. 

As  regards  the  circuits,  careful  daily  inspection  of  connections  is  neces- 
sary to  keep  them  clean  and  tight;  also  look  for  deterioration  of  the  in- 
sulation of  the  wires.  With  new  lamps,  those  requiring  the  highest  volt- 
age to  give  their  rated  candle  power  must  be  placed  as  near  the  dynamo  as 
possible,  those  requiring  lowest  voltage  farthest  off.  The  lamps  farthest 
from  the  dynamo  must  after  a  time  be  shifted  near  the  dsmamo  in  order 
that  they  may  continue  to  give  their  normal  candle  power. 

All  lights  and  fixtures  in  general  use  should  be  inspected  and  cleaned 
every  day.  In  cleaning  fixtures,  especially  plated  ones,  scotiring  or  hard 
rubbing  will  not  be  permitted.  They  should  be  wiped  off  with  a  cloth  or 
chamois  skin. 

As  previously  mentioned,  the  commutator  must  be  kept  free  from  u- 
even  wear.  The  necessary  evil  of  all  continuous  current  machines  is  the 
commutator.  Not  only  must  the  brushes  be  trimmed  and  placed  so  as 
to  prevent  sparking,  but  they  must  also  have  their  position  changed  from 
time  to  time  in  the  direction  of  the  length  of  the  armatttre,  so  that  the 
entire  surface  of  the  commutator  will  have  the  same  amount  of  wear. 

During  target  practice  the  search-light  projectors  should  be  trained  and 
clamped  so  that  they  will  be  parallel  to  the  line  of  fire,  if  practicahle,  die 
door  opened  in  order  to  save  the  lenses  from  the  destructive  effect  of  con- 
cussion. 
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The  use  of  files,  sand,  emery  paper,  etc.,  on  commutators  is  prohibited, 
except  in  extreme  cases,  when  it  will  be  fully  noted  in  the  journal,  and 
then  only  by  the  direction  and  under  the  personal  observation  of  the  officer 
in  charge  of  the  plant  Under  no  circumstances  whatever  will  these  be 
used  unless  the  brushes  are  lifted  from  the  commutator. 

When  a  record  is  being  kept  of  the  life  of  a  number  of  lamps,  the  fact 
must  be  noted  in  the  dynamo  journal  in  such  a  manner  that  it  will  be 
brought  to  the  notice  of  a  new  officer  taking  charge  of  the  plant 

The  safety  fuse  will  not  be  replaced  with  the  current  on,  unless  it  is 
absolutely  necessary.  Even  then  it  must  be  done  by  skilled  hands  and 
with  extreme  caution,  as  the  slipping  of  a  screw-driver  is  liable,  in  such 
cases,  to  put  the  entire  part  of  the  ship  supplied  by  that  section  in  dark- 
ness. 

With  the  new  junction  boxes  the  fuses  may  readily  be  replaced  without 
the  turning  off  of  the  current 

The  dynamo  journal  will  be  submitted  upon  the  last  day  of  every  month 
for  the  approval  of  the  commanding  officer,  and  when  filled,  forwarded  by 
the  first  favorable  opportunity  to  the  Bureau.  Unbound  journal  sheets 
are  furnished  for  use  in  dynamo-room.  Each  sheet  is  intended  to  last 
two  days. 

The  original  invoice,  when  a  vessel  is  commissioned,  will  show  the 
electric  plant  as  installed  ready  for  operation,  the  different  articles  being 
enumerated.  Spare  articles  and  stores  should  be  separated  from  the  in- 
stallation. Care  should  be  exercised  in  making  quarterly  returns  that  all 
articles  on  board  connected  with  the  plant  are  enumerated  whether  found 
in  the  installation,  among  the  spare  articles,  or  in  the  stores. 


APPENDIX  B. 

1 

Specifications. 

Gbnekating  Sets. 
Sets. 

1.  Each  set  shall  consist  of  an  engine  and  a  generator  secured  on  a 
common  bed-plate  and  connected  by  a  solid  flanged  approved  coupling 
through  bolted  and  keyed. 

2.  The  sets  as  a  whole  shall  be  as  compact  and  light  as  is  consistent  with 
a  due  regard  to  strength,  durability  and  efficiency. 

3.  Their  gross  weight  must  not  exceed  one-third  (^)  of  a  pound  per  watt 
of  their  rated  capacity. 

4.  All  parts  of  the  sets  must  be  accessible  for  examination,  adjustment 
and  repair. 

5.  Suitable  arrangements  must  be  provided  for  effectively  lubricating  all 
parts  of  the  sets  which  require  lubrication  and  for  conveniently  collecting 
and  recovering  all  surplus  oil.* 

*  This  •peci6cation  hM  btca  raccatly  awdificd  to  tpodfy  forced  labrlcfttlOB. 
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6.  Oil-guards  shall  be  fitted  wherever  necessary  to  prevtat  oil  from  be- 
ing thrown  about  by  the  machinei^  when  in  motion. 

7.  They  must  operate  practically  without  noise,  be  thoroniMr  fwilfirnit, 
and  run  true,  and  be  capable  of  being  run  for  long  periods  imder  loll  load 
without  undue  heating  or  wear.  All  nuts  liable  to  woik  looae  to  be  lode* 
nuts;  all  lock-nuts  and  pins  to  be  secured  against  working  off  bgr  a  witiblf 
locking  device,  which  will  act  with  certainty  to  prevent  the  belts  <ir  parta 
which  they  secure  from  working  loose  from  the  vibration  or  movement  of 
the  mechanism. 

8.  The  driving-shafts  must  be  fitted  with  tfamst-collars  or  oilier  anitable 
device  which  will  prevent  a  movement  of  the  shaft  in  the  diiectioii  of  kt 
length  when  the  set  is  subjected  to  the  rolling  motion  of  a  ship  at  tea. 

9.  All  spare  parts  must  be  made  of  standard  sizes,  so  that  eadi  will  fit 
any  set  of  the  size  and  type  for  which  it  is  made,  and  the  &ct  that  tlicar  do 
fit  must  be  demonstrated  by  actual  trial  when  generating  sets  are 
for  acceptance. 

10.  Contractors  must  furnish  a  complete  set  of  tracings  of 
drawings  for  each  type  of  generating  set  suppUed*  sudi  tradags  to  be  a 
part  of  the  contract 

11.  Any  defect  clearly  due  to  defective  material  or  workmanship  whidi 
may  be  developed  prior  to  the  completion  of  the  first  year  of  acrfke,  to 
be  made  good  by  and  at  the  expense  of  the  contnctora. 

12.  During  tests  for  acceptance  the  sets  are  to  be  ran  widi  a  quality  of 
oil  similar  to  that  used  on  shipboard  which  has  been  durooi^  tlie  filler 
after  having  been  previously  used. 

Engiftes, 

13.  The  engines  must  be  vertical,  stronfl^y  built,  of  the  very  beat  mate- 
riab,  thoroughly  balanced,  and  of  high  efficiency  and  economy.  Their 
efficiency  and  economy  to  be  determined  by  means  of  soitabie  teats.  Ua* 
less  expressly  specified  to  the  contrary,  engines  must  be  designed  to  vock 
most  economically  with  a  steam  pressure  at  the  engines  of  lOO  pomda  per 
square  inch,  if  compound,  and  with  a  steam  pressure  of  80  pomda  per 
square  inch,  if  simple;  the  vacuum  to  be  maintained  at  not  lem  tbaa  IS 
inches;  but  they  must  be  capable  of  working  with  pressores  of  twcnij  (M 
pounds  above  and  below  the  pressures  prescribed  for  moat 
operation. 

14.  The  cylinders  must  be  of  hard  cast  iron;  the  crossbeada, 
rods,  shafts,  piston  and  valve  rods,  and  all  nuts,  bolts^  etc,  of 
forged  steel. 

15.  Their  design  must  be  such  that  all  parts  snbject  to  wmr  ahaO  be 
accessible  for  adjustment  and  repair,  and  especially  those  parts  wbidi  hf 
reason  of  wear  are  liable  to  affect  the  alignment  of  the  eagiae. 

16.  They  must  be  able  to  bear  without  injury  the  difowing  oa  or  off  of 
the  entire  load  by  quickly  making  or  breaking  the  eactemal  cifcait  of  IIm 
generator. 

17.  Cylinders  shall  be  fitted  with  relief-valves,  arranged  to 
matically,  in  addition  to  the  usual  drain-cocks. 

18.  The  engines  must  be  fitted  with  automatic 
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be  simple  in  construction  and  be  made  of  the  most  durable  materials.  The 
governors  must  control  the  speed  of  the  engine  automatically,  the  throttle- 
valve  being  wide  open  within  the  following  limits:  A  variation  of  not  more 
than  two  and  one-half  (25^)  per  cent  in  the  number  of  revolutions  will  be 
allowed  on  any  change  of  load  (torn  the  total  rated  output  of  the  generator 
to  twenty  (20)  per  cent  of  the  same,  when  the  engine  is  running  with  a 
constant  steam  pressure,  which  is  to  be  that  required  for  its  most  econo- 
mical operation,  as  prescribed  in  paragraph  13.  A  variation  of  not  more 
than  three  and  one-half  (3^)  per  cent  will  be  allowed  when  the  steam 
pressure  is  varied  between  allowed  limits,  under  no  load  or  full  load.  An 
extreme  variation  of  not  more  than  five  (5)  per  cent  will  be  allowed  when 
both  steam  pressure  and  load  are  changed  between  limits  of  pressure 
allowed  and  full  and  no  load. 

19.  The  cylinders  and  valve-chests  must  be  covered  with  a  suitable  non- 
conducting material  and  cased  with  an  approved  covering.  The  cylinders 
must  be  fitted  with  indicator-motions. 

20.  If  the  engines  have  more  than  one  cylinder,  the  work  done  in  each 
cylinder  must  be  practically  equal,  when  the  engines  are  working  at  the 
normal  steam  pressure  and  under  full  load. 

21.  It  is  very  desirable  that  the  engines  shall  be  capable  of  continuous 
running  without  the  use  of  lubricants  in  steam  spaces. 

Generators. 

22.  The  generators  must  be  of  the  direct-current  compound-wound 
multi-polar  type,  and  be  so  designed  that  their  external  magnetic  fields,  at 
full  load,  shall  be  inappreciable  at  a  distance  of  fifteen  (15)  feet,  measured 
in  all  directions  in  a  space  free  from  magnetic  material;  the  effect  to  be 
determined  with  a  horizontal-force  instrument 

23.  The  field-frame  must  be  divided  in  a  horizontal  plane  passing 
through  the  center  of  the  shaft,  the  two  parts  being  properly  secured  with 
bolts  in  order  that  the  upper  part,  with  its  pole-pieces  and  coils,  can  be 
separately  removed. 

24.  The  standard  voltage  for  all  generators  shall  be  80  volts,  measured 
at  the  terminals. 

25.  The  compounding  of  each  generator  must  be  such  that  at  the  de- 
signed speed  of  its  engine  the  voltage  shall  at  no  point  of  the  external 
characteristic  curve  vary  more  than  one  and  one-half  (i^)  volts  from  80 
volts  over  the  whole  range,  from  no  load  to  full  load,  both  up  and  down, 
no  change  being  made  in  the  field  rheostat,  and  the  brushes  being  at  the 
neutral  points. 

26.  The  generators  shall  be  capable  of  operating  in  parallel. 

27.  The  armature  must  be  thoroughly  ventilated,  well  balanced,  and  run 
true,  and  must  be  so  secured  on  its  shaft  that,  while  admitting  of  being 
readily  removed  when  desired,  it  shall  not  slip  or  work  loose  from  any 
cause  while  in  operation.  Its  shaft  must  have  large  bearing  surfaces, 
which  must  be  efficiently  lubricated  by  self-oiling  bearings.  A  satisfaictory 
arrangement  must  be  made  in  its  bearings  to  prevent  oil  from  running 
along  the  shaft  or  from  being  spilled.  There  shall  be  no  extra  pressure 
upon  its  bearings  due  to  the  magnetic  pull  of  the  pole  pieces  on  the  arma- 
ture. 
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28.  The  commutator  seg^nents  must  be  of  hard-drawn  or  drop-forged 
copper,  insulated  with  mica,  and  have  ample  thickness  to  withstand  wear 
for  a  long  period.  It  must  have  ample  brush-working  surface  and  its 
radiating  surface  must  be  sufficient  to  prevent  it  from  heating  to  such  an 
extent  as  to  materially  affect  the  temperature  of  the  armature  winding 
through  conduction  under  any  load  within  the  capacity  of  the  generator. 

29.  There  shall  be  no  sparking  whatever  at  the  brushes  when  the  gene- 
rator is  in  operation  with  a  constant  load,  nor  shall  there  be  any  detri- 
mental sparking  with  a  change  of  one-half  (^)  load,  the  brushes  not  being 
moved. 

50.  The  following  are  the  maximum  limits  of  temperature  permissable 
in  the  several  parts  of  the  generators,  after  the  full-rated  output  of  the 
generator  has  been  continuously  produced  for  a  period  of  at  least  four  (4) 
hours:  (a)  Temperature  of  field  and  armature  windings  above  the  tempera- 
ture of  surrounding  air  60*^  F.  (b)  Temperature  of  commutator  above  the 
temperature  of  the  surrounding  air  ^2^  F.  The  temperature  of  the  sur- 
rounding air  to  be  determined  by  means  of  a  thermometer  hung  three 
feet  from  the  generator  on  the  side  away  from  the  engine  and  on  a  line 
with  the  shaft;  its  indication  to  be  read  after  the  heat-run  at  the  moment 
of  stopping.  The  temperature  of  the  armature  and  of  the  field-coils  to  be 
calculated  from  their  electrical  resistance  measured  before  and  after  the 
heat-run.  The  temperature  of  the  commutator  to  be  determined  by  plac- 
ing a  thermometer  on  the  commutator  as  soon  as  the  generator  is  stopped, 
covering  it  with  waste  and  taking  its  highest  reading  as  the  temperature 
of  the  commutator. 

31.  In  addition  to  the  heat-run  prescribed  in  paragraph  90,  each  gen- 
erating set  shall  be  tested  by  running  it  for  a  period  of  two  hours  with  an 
overload  of  thirty-three  (33)  per  cent,  of  the  full-rated  a4>acity  of  the 
generator.  The  set  must  be  capable  of  sustaining  this  overload  for  the 
period  of  time  prescribed  without  injury  to  any  part  either  of  engine  or 
generator.  The  engine  shall  have  ample  power  to  give  the  armature  the 
speed  necessary  to  produce  the  normal  voltage,  and  no  part  of  the  gen- 
erator shall  heat  to  such  a  degree  as  to  injure  the  insulation. 

^,  The  windings  of  the  dynamo,  both  field  and  armature,  must  be  well 
protected  from  mechanical  injury,  and  must  be  painted  with  a  water- 
excluding  material. 

33.  The  insulation  resistance  of  the  generator  circuits  from  each  other, 
of  each  from  the  frame,  and  of  the  frame  from  the  combination  bed-platc; 
shall  not  be  less  than  one  megohn,  the  measurements  to  be  taken  with 
pressures  not  greater  than  1000  volts  before  and  after  each  run.  No 
insulating  substance  that  could  be  injured  by  moisture  or  by  a  tempera- 
ture of  200°  F.  shall  be  used. 

34.  The  change  of  voltage  at  the  terminals  of  the  generator  as  measured 
on  a  deadbeat  voltmeter  shall  not  exceed  ten  volts  when  full  load  is  sud- 
denly thrown  on  or  off. 

35.  The  field  rheostats  must  have  sufficient  range  to  compensate  for 
the  increased  resistance  of  the  field  coils  due  to  their  heating.  They  must 
be  mounted  in  incombustible  frames. 
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Incandescent  Electric  Lamps. 

1.  Lamps  will  be  classed  as  follows: 

Standard  lamps. 
Instrument  lamps. 

2.  The  following  are  the  standard  lamps  allowed: 

16  candle  power,  clear. 
16  candle  power,  frosted. 
32  candle  power,  clear. 
150  candle  power,  clear. 

3.  All  standard  lamps  must  conform  to  the  following  specifications: 
First.    Their  principal,  external,  over-all,  dimensions  must  be  in  exact 

conformity  with  the  design  approved  by  the  Bureau,  November,  1896,  and 
February,  1897.     [Blue  print  No.  827  C] 

Second.  They  must  be  of  the  best  quality  and  finish  and  uniform  in 
size;  the  bases  must  fit  and  be  interchangeable  in  the  standard  socket. 

Third.  All  leading-in  wires  and  anchors  must  be  fused  in  the  glass;  all 
anchors  must  be  made  of  metal. 

Fourth.  The  filaments  must  be  centered  in  the  bulb  and  must  not  droop 
when  the  lamps  are  run  in  a  horizontal  position. 

Fifth.  Each  lamp  must  be  marked  on  the  inside  of  the  bulb  with  the 
date  of  manufacture,  and  must  have  its  rated  candle  power,  the  voltage 
necessary  to  give  this  candle  power  and  the  name  of  the  manufacturer 
conspicuously  labelled  on  the  outside  of  the  bulb. 

Sixth.  The  material  used  for  cementing  the  bases  to  the  bulb  must  be 
so  treated  as  to  ensure  against  danger  of  short  circuiting  the  lamp  when 
exposed  to  moisture.    When  porcelain  is  used  all  holes  must  be  filled. 

Seventh.  They  must  be  designed  for  80  volts,  the  rated  candle  power 
to  be  given  at  not  less  than  78  nor  more  than  82  volts.  No  fraction  of  a 
volt  beyond  these  limits  will  be  permitted. 

Eighth.  The  efficiency  of  all  16  c  p.  and  32  c.  p.  lamps  must  not  be 
less  than  3x^  nor  more  than  4  watts  per  candle  power,  and  that  of  150  c.  p. 
lamps  not  less  than  sfij  nor  more  than  Si^g  watts  per  candle  power,  the 
efficiency  to  be  measured  when  the  lamps  are  new. 

Ninth.  The  contractors  shall  guarantee  that  all  lamps  supplied  will 
have  an  average  life  of  at  least  600  hours,  and  that  the  rated  candle  power 
shall  not  have  decreased  more  than  20  per  cent  after  burning  for  this 
length  of  time  at  the  initial  potential. 

4.  Instrument  Lamps. — ^The  following  are  the  standard  types  allowed: 

5  candle  power,  80  volt,  clear. 
I  candle  power,  10  volt,  clear. 

5.  Instrument  lamps  must  conform  to  the  following  specifications: 
First.    Their  principal,  external,  over-all  dimensions  must  be  in  exact 

conformity  with  the  designs  approved  by  the  Bureau,  February,  1897. 

Second.  They  must  be  of  the  best  quality  and  finish  and  uniform  in 
size;  the  bases  must  fit  and  be  interchangeable  in  the  prescribed  socket 

Third.  The  material  used  for  cementing  the  bases  to  the  bulb  must  be 
so  treated  as  to  insure  against  danger  of  short  circuiting  the  lamp,  when 
exposed  to  moisture. 
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Fourth.  The  rated  candle  power  must  be  conspicuously  marked  on  the 
outside  of  the  bulb  and  the  voltage  and  amperage  necessary  to  give  this 
candle  power  must  be  etched  on  the  glass. 

6.  Tests. — Before  acceptance  a  test  lot  will  be  selected  at  random  from 
the  lot  of  each  type  of  lamp  delivered  as  follows: 

From  lots  not  exceeding  50  lamps,  all  lamps. 

From  lots  exceeding  50,  but  not  exceeding  500,  50  lamps. 

From  lots  exceeding  500  lamps,  10  per  cent,  of  the  lot 

7.  The  test  lot  will  be  subjected  to  the  following  tests; 

(a)  For  design,  dimensions  and  construction. 

(b)  For  vacuum,  by  trembling  of  filament  and  spark  from  an  induc- 
torium. 

(c)  For  voltage  and  efficiency  when  rotating  at  a  speed  of  180  revolu- 
tions per  minute. 

(d)  For  rated  candle  power,  by  standard  photometer. 

8.  A  secondary  standard  lamp,  standardized  from  the  Bureau's  standards, 
will  be  used  in  the  tests. 

9.  A  failure  of  30  per  cent,  of  the  test  lot  to  comply  with  foregoing 
specifications  will  cause  rejection  of  the  lot  represented  by  that  test  lot 

10.  All  lamps  whose  bulbs  shall  burst  or  whose  filaments  shall  break  or 
burn  out  under  test,  or  which  have  been  found  to  have  been  injured  in 
transit  will  be  rejected  from  the  delivery  and  must  be  replaced  at  the 
expense  of  the  contractor. 

11.  When  test  lots  are  selected  at  the  contractor's  works  by  an  In- 
spector appointed  by  the  Bureau,  the  lots  so  selected  shall  be  immediately 
sent,  free  of  expense  to  the  Government,  to  the  New  York  Navy  Yard  for 
test,  and  no  test  will  be  made  until  advice  has  been  received  that  the 
delivery  represented  by  such  test  lots  is  ready  for  shipment 


Specifications  for  Wiring  Appliances. 

Standard  Wiring  Appliances. 

These  shall  be  of  two  general  classes;  water-tight  (W.  T.)  and  non- 
water-tight  (N.  W.  T.). 
The  following  are  the  standard  water-tight  appliances: 

Junction  boxes: 
(a)  Feeder;  (b)  main;  (c)  branch  3- way;  (d)  branch  4-way. 

Switches: 

(a)  Single  pole,  5-ampere;  (b)  double  pole,  25-ampere;  (c)  double  pole, 
50-ampere;  (d)  double  pole,  loo-ampere;  (e)  double  pole,  double  throw, 
50-ampere  (transfer). 

Receptacles: 
(a)  5-ampcre;  (b)  search-light;  (c)  controller. 

Combinaiion  switch  and  receptacles: 
(a)  s-ampere;  (b)  25-ampere. 
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Distributum  boxes. 

Stuffing  tubes: 

(a)  Box;  (b)  bulkhead,  types  L.  and  S.;  (c)  deck,  types  P.  and  W.;  (d) 
protective  deck  types  P.  and  W.;  (e)  washer. 

Soft  rubber  gaskets: 
Types  A,  B,  Q  D  and  £. 
The  following  are  the  standard  nonwater-tight  appliances: 

Junction  box: 
(a)  Branch  3- way;  (b)  branch  4-way. 

Switch. 
Receptacle. 

Sockets: 
(a)  Key;  (b)  keyless;  (c)  wall. 

Specifications  for  Watsr-tioht  Junction  Boxbs. 
Principal  parts:  the  box;  the  cover;  the  interior  fittings. 

The  Box. 
To  be  made  of  brass  composition. 

Wire  Leads. 

The  wires  to  be  led  into  the  junction  boxes  through  stuffing  tubes  in  the 
ends  and  side  as  follows:  Main  junction  box,  two  stuffing  tubes  in  each 
end.  Feeder  junction  box,  two  stuffing  tubes  in  each  end  and  two  in  one 
side.  Three-way  branch  junction  box,  two  stuffing  tubes  in  each  end  and 
two  in  one  side.  Four-way  branch  junction  box,  two  stuffing  tubes  in 
each  end  and  two  in  each  side. 

The  cover  of  the  main  junction  box  to  be  plain,  without  hole  or  cap. 

The  cover  and  cap  of  all  boxes  to  be  finished  on  the  outside  in  a  very 
dark,  durable  color. 

Inierior  Fittings. 

The  interior  insulating  blocks  of  all  junction  boxes  to  be  of  unglazed 
vitreous  porcelain,  rectangular  in  shape.  Sheet  mica,  not  less  than  25 
mils  in  thickness,  to  cover  the  bottom  of  all  boxes,  beneath  the  insulating 
block. 

The  interior  conductors,  leading  to  the  side  and  end  holes  of  the  feeder 
junction  box,  to  be  made  of  copper  having  a  conductivity  of  at  least  96 
per  cent,  of  that  of  pure  copper;  and  to  have  a  cross  section  of  not  less 
than  0.06  square  inch. 

The  conductors  of  opposite  polarity  must  be  separated  at  least  ^  inch 
from  each  other  and  from  the  metal  of  the  box. 

Each  conductor  leading  from  the  side  to  the  end  stuffing  tubes  to  be 
divided,  and  to  be  so  fitted  that  the  gaps  may  be  bridged  either  by  copper 
connecting  strips  of  the  same  area  of  cross  section  as  the  conductors 
themselves,  or  by  copper-tipped  safety  fuses.  To  be  furnished  with  both 
copper  connecting  strips,  fuses  and  micanite  cups,  for  use  either  with  or 
without  fuses. 
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The  main  junction  box  to  be  mthottt  fuses.    The  two 
ductors  to  lead  direct  from  one  end  of  the  box  to  the  otfaov 
sides  of  the  insulating  block;  each  to  have  a  cross  sectkHi  of  ouo6 
inch,  and  to  be  made  of  copper  having  a  condnctivitar  of  aft  ksMt  96 
cent  of  that  of  pure  copper;  to  be  separated  at  least  A  hacl^  as  pwwrMei 
in  the  feeder  box. 

The  branch  junction  box  to  be  fitted  with  two  fuses  in  ijmn  tobes»  ooe 
fuse  in  each  pole,  and  both  fuses  on  each  brandi  drctdL  "He  d^M  isr 
fuses  to  be  of  phosphor-bronze,  and  to  have  a  stout  gittfd 
and  bent  outside  of  each  clip,  to  prevent  its  being  bent  cmt 

The  interior  conductors  for  end  stuffing  tubes  to  have  a  croaa  ■rclion  of 
0.03  square  inch,  and  to  be  made  of  copper  having  a  fondiitli^HjF  of  at 
least  96  per  cent  of  that  of  pure  copper;  to  be  sepafBtad  at  Icaat  A  i^di 
as  provided  in  the  feeder  box.  The  branch  binding  posts  to  be  for  Mei 
14  B.  &  S.  G.  wire. 

The  binding  straps  for  wires  to  be  designed  to  take  wire  v^  to  and  in- 
cluding a  diameter  of  0.4073  inch  (124906  col).  To  have  Ihdr  eeafeen 
opposite  the  centers  of  the  stuffing  tubes  in  the  bom  tftfoasli  vUcb  ^t 
wires  are  led. 

The  interior  metal  parts  of  all  boxes,  and  the  condnctora»  to  be  rnngMr 
finished;  polishing  not  being  required. 

Watbe-tight  Switcbbs. 

(a)  SmgU  Pok,  5-aiN^frr. 

The  box  to  be  made  of  brass  composition. 

To  be  finished  on  the  outside  in  a  very  dark,  durable  odor. 

The  branch  wires  to  be  led  into  the  box  through  two  ■'■■^ftit  tiibaa  it 
one  end,  which  will  be  exactly  similar  to  the  side  stwffing  tnbea  in  As 
branch  junction  boxes,  the  same  distance  between  oeaters^  nud  fitted  wik 
the  same  stuffing  box,  glands  and  washers. 

The  switch  stem  to  pass  through  a  hole  in  the  cover.  Thia  hole  to  he 
surrounded  by  a  raised  circular  wall  with  a  male  screw  on  ^^-frft^f  ior 
screw  collar.  To  be  packed  water-tight  by  means  of  a 
washer,  with  a  soft-rubber  gasket 

The  interior  insulating  blocks  to  be  of  unghucd  fltieoua 
be  rectangular  in  shape. 

Sheet  mica,  not  less  than  25  mils  thick,  to  cover  tile  entire 
the  box,  beneath  the  porcelain  block. 

The  switch  to  be  quick  break.    The  switch  Mock  to  be  made  ol 
lain,  the  contact  springs  of  phosphor-bronze. 

(6)  Double  Pole,  2yampere. 

The  box  to  be  made  of  brass  composition. 

The  wires  to  be  led  into  the  box  through  two  stuffing  tabea  in 
which  will  be  exactly  similar  to  the  side  stuffing  tubes  in  file 
tion  boxes;  the  distance  between  centers  to  be  I A  indi;  to  be 
the  same  stuffing  box,  glands  and  washers. 

The  switch  stem  to  pass  through  a  hole  in  the  cover. 
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surrounded  by  a  raised  circular  wall,  with  a  male  screw  on  outside  for 
screw  cap.  The  cap  for  closing  the  box  water-tight  to  be  secured  to  the 
box  by  a  stout  chain;  the  edge  of  the  cap  to  be  milled. 

The  interior  insulating  block  to  be  unglazed  vitreous  porcelain;  rec- 
tangular in  shape. 

Sheet  mica,  not  less  than  25  mils  thick,  to  cover  the  entire  bottom  of  the 
box  beneath  the  block. 

The  switch  to  be  quick  break,  double  pole;  switch  block  to  be  of  un- 
glazed porcelain,  the  contact  springs  of  phosphor-bronze.  The  switch 
stem  to  be  without  a  handle,  but  to  be  fitted  to  take  and  be  turned  by  a 
standard  wrench.  The  cap  for  closing  the  hole  in  the  cover  water-tight 
to  be  solid,  and  high  enough  to  clear  the  end  of  the  switch  stem.  The 
cap  to  be  removed  when  shipping  the  wrench  for  operating  the  switch. 

(c)  Double  Pole,  so-ampere. 

The  box  to  be  made  of  brass  composition. 

The  wires  to  be  led  into  the  box  through  two  stuffing  tubes  in  each  end, 
which  will  be  exactly  similar  to  the  end  stuffing  tubes  in  the  feeder  junc- 
tion box,  the  same  distance  between  centers,  and  fitted  with  the  same 
stuffing  box,  glands  and  washers. 

The  cap  for  closing  the  box  water-tight  to  be  secured  to  the  box  by  a 
stout  chain ;  the  edge  of  the  cap  to  be  milled. 

The  interior  insulating  block  to  be  unglazed  vitreous  porcelain;  rect- 
angular in  shape.  Sheet  mica,  not  less  than  25  mils  thick,  to  cover  the 
entire  bottom  of  the  box  beneath  the  block. 

The  switch  to  be  quick  and  break,  double  pole.  The  switch  stem  to  be 
without  a  handle,  but  to  be  fitted  to  take  and  be  turned  by  a  standard 
wrench.  The  cap  for  closing  the  hole  in  the  cover  water-tight  to  be  solid, 
and  high  enough  to  clear  the  end  of  the  switch  stem.  The  cap  to  be  re- 
moved when  shipping  the  wrench  for  operating  the  switch. 

((/)  Double  Pole,  loo-ampere. 

The  box  to  be  made  of  brass  composition. 

The  wires  to  be  led  into  the  box  through  two  stuffing  tubes  in  each  end, 
which  will  be  exactly  similar  to  the  end  stuffing  tubes  in  the  feeder  junction 
box,  the  same  distance  between  centers,  and  fitted  with  the  same  stuffing 
box,  glands  and  washers. 

The  switch  stem  to  pass  through  a  hole  in  the  cover.  This  hole  to  be 
surrounded  by  a  raised  circular  wall,  with  a  male  screw  on  outside,  18 
threads  to  the  inch,  for  screw  cap.  The  cap  for  closing  the  box  water- 
tight to  be  secured  to  the  box  by  a  stout  chain;  the  edge  of  the  cap  to  be 
milled. 

The  interior  insulating  block  to  be  unglazed  vitreous  porcelain;  rect- 
angular in  shape.  Sheet  mica,  not  less  than  25  mils  thick,  to  cover  the 
entire  bottom  of  the  box  beneath  the  block. 

The  switch  to  be  quick  break,  double  pole.  The  switch  stem  to  be  with- 
out a  handle,  but  to  be  fitted  to  take  and  to  be  turned  by  a  standard 
wrench.    The  cap  for  closing  the  hole  in  the  cover  water-tight  to  be  solid. 
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and  high  enough  to  clear  the  end  of  the  switch  stem.    The  cap  to  be  n 
moved  when  shipping  the  wrench  for  operating  the  switch. 

(e)  Double  Pole,  Double  Throw,  so-ampere. 

The  box  to  be  of  brass  composition. 

The  wires  to  be  led  into  the  box  through  two  stuffing  tubes  in  each  en< 
and  two  in  one  side,  which  will  be  exactly  similar  to  the  end  stuffini 
tubes  in  the  feeder  junction  box,  the  same  distance  between  centers,  ani 
fitted  with  the  same  stuffing  Sox,  glands  and  washers. 

The  switch  stem  to  pass  through  a  hole  in  the  cover.  This  hole  to  b< 
surrounded  by  a  raised  circular  wall,  with  a  male  screw  on  outside  foi 
screw  cap.  The  cap  for  closing  the  box  water-tight  to  be  secured  to  the 
box  by  a  stout  chain;  the  edge  of  the  cap  to  be  milled.  Sheet  mica,  nd 
less  than  25  mils  thick,  to  cover  the  entire  bottom  of  the  box  beneath  the 
block. 

The  switch  to  be  quick  break,  double  pole,  and  double  throw,  in  ordei 
to  transfer  the  current  from  the  wires  entering  at  the  side  stuffing  tubei 
to  either  pair  of  those  entering  at  the  end  stuffing  tubes.  The  interioi 
conductors  to  be  of  stamped  copper,  having  a  conductivity  of  at  least  gC 
per  cent,  of  that  of  pure  copper,  and  of  ample  area  of  cross  section  to 
carry  a  current  of  40  amperes  without  heating.  The  switch  stem  to  be 
without  a  handle,  but  to  be  fitted  to  take  and  be  turned  by  a  standard 
wrench.  The  cap  for  closing  the  hole  in  the  cover  water-tight  to  be  solid, 
and  high  enough  to  clear  the  end  of  the  switch  stem.  The  cap  to  be  re- 
moved when  shipping  the  wrench  for  operating  the  switch. 

Specifications  for  Water-tight  Rbceptaclbs. 

(a)  s-ampere. 

The  box  cover  and  insulating  block  to  be  in  every  way  similar  to  tiM 
water-tight  switch,  (a)  single  pole,  5-ampere  box,  cover  and  block  re- 
spectively, excepting  the  hole  in  the  cover,  which  will  be  adapted  for  1 
receptacle  plug  instead  of  for  the  switch  stem. 

The  receptacle  plug  to  be  of  hard  rubber,  screwed  and  cemented  into  iti 
socket,  with  contact  plates  and  binding  screws  on  each  side.  To  be  fitted 
with  stuffing  box  and  screw  collar,  so  arranged  as  to  be  water-tight 
Stuffing  box  and  screw  collar,  so  arranged  as  to  be  water-tight  Stnfliiifl 
gland  to  be  identical  with  those  for  side  stuffing  tubes  of  branch  junctioii 
boxes.  The  cap  for  closing  the  box  water-tight,  when  the  plngr  is  with- 
drawn, to  be  secured  to  the  box  by  a  stout  chain.  The  edge  of  both  cap 
and  collar  to  be  milled.  The  recess  of  the  collar  which  takes  on  the  top 
of  the  wall  to  be  filled  with  a  i-ply  cloth-insertion  rubber  gasket 

The  clips  for  the  receptacle  plug  to  be  of  phosphor-bronze,  and  eadi  ol 
the  shape  of  an  inverted  U,  with  one  end  secured  and  the  other  free. 

ib)  Search-light. 
The  box  to  be  made  of  brass  composition. 

The  plug  cap  to  consist  of  a  disk  of  hard  rubber.  To  be  perforated 
with  two  holes  ^  inch  in  diameter,  and  fitted  on  the  washer  side 
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four  brass  pins,  No.  9  B.  &  S.  G.,  to  secure  the  metal  plug  from  turning 
and  short  circuiting. 

The  cap  plate  to  be  of  brass  composition. 

The  plug  caps  to  be  fitted  in  a  collar,  inside  threaded;  this  collar  to 
screw  to  the  threads  on  the  outside  of  the  wall  of  the  cover. 

The  metal  plugs  to  consist  of  a  brass  block,  comers  of  one  side  rounded 
to  fit  in  the  rubber  disk;  the  block  to  be  drilled  with  two  holes,  in  oppo- 
site corners,  to  fit  over  pins  in  rubber  disk;  a  hollow  post  terminal  to  be 
turned  from  the  brass  block.  A  copper  connection  strip  to  be  sweated 
into  a  slot  in  the  block. 

The  copper  connection  strip  for  one  terminal  to  have  a  brass  through 
pin.    The  lower  edges  of  these  connection  strips  to  be  rounded  off. 

The  post  terminal  to  have  a  male  thread,  20  to  the  inch,  throughout  its 
length,  over  which  fits  a  hard-rubber  cap,  with  a  central  hole  carrying  a 
female  thread  to  within  %  inch  of  the  top,  to  fit  screw  thread  of  post 
terminal. 

This  hard-rubber  cap  to  pack  the  wire  water-tight,  and  to  have  a 
shoulder  to  fit  on  the  cap  plate;  to  be  rounded  at  the  top  and  polished. 

The  insulating  block  to  be  of  unglazed  vitreous  porcelain;  rectangular 
in  shape.  Sheet  mica,  not  less  than  25  mils  in  thickness,  to  cover  the  bot- 
tom of  the  box  beneath  the  block. 

The  interior  conductors  to  be  of  copper  having  a  conductivity  of  96 
per  cent,  of  that  of  pure  copper,  to  be  separated  ^  inch;  swelled  at  the 
ends  to  receive  a  large  brass  strap  for  securing  the  wires. 

The  plug  spring  clips  to  consist  of  two  copper  plates,  soldered  into 
slots  in  the  upper  face  of  each  conductor;  separated  ^  inch  from  each 
other.  Each  plate  to  be  bevelled  on  the  inside  to  admit  the  plug,  and 
split  in  the  center  of  its  width. 

The  end  stuffing  tubes  to  be  fitted  as  described  in  end  stuffing  tubes  of 
junction  boxes. 

A  cap  to  cover  the  hole  in  the  cover,  when  plug  cap  is  not  inserted,  to 
be  the  same  as  described  in  feeder  junction  boxes;  to  be  secured  to  the 
box  with  a  stout  chain. 

(c)  CaniroUer. 

The  box  to  be  made  of  brass  composition. 

The  cover  to  be  similar  to  that  for  branch  junction  boxes,  and  fitted 
on  the  inside  with  a  guide  pin  to  correspond  with  set  in  coupling  contact. 

The  wires  to  be  led  through  two  stuffing  tubes  in  each  end  and  three 
stuffing  tubes  in  one  side,  the  same  as  described  in  side  stuffing  tubes  of 
branch  junction  boxes. 

The  insulating  block  to  be  of  unglazed  vitreous  porcelain,  rectangular  in 
shape.  The  insulating  block  to  have  a  recess  at  each,  of  the  screw  holes 
to  receive  the  bosses. 

The  conductors  to  be  seven  in  number. 

Between  the  two  strips  of  each  conductor  is  to  be  clamped  a  clip  of 
phosphor-bronze,  turned  up  and  bent  into  the  shape  of  an  inverted  U,  the 
inside  end  to  be  free. 
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Combination  Switch  and  Receptacles. 

(a)  5-ampere. 
The  box,  cover  and  insulating  block  to  be  in  every  way  similar  tc 
the  water-tight  switch,  (a)  single-pole,  5-ampcre  box,  cover,  and  block, 
respectively,  excepting  that  the  cover  shall  have  at  one  end  a  hole  for  the 
switch  stem  as  described  under  switch,  (a)  single-pole,  5-ampere,  and  at 
the  other  a  hole  for  the  receptacle  plug,  as  described  under  receptacle,  (a) 
5-anipere.  The  interior  fittings  to  consist  of  a  single-pole  5-ainpere 
switch  at  one  end  of  the  insulating  block,  and  clips  for  a  5-anipere 
receptacle  plug  at  the  other. 

(6)  25'ampere, 

The  box,  cover  and  insulating  block  to  be  in  every  way  similar  to 
the  water-tight  switch,  (6)  double-pole,  25-anipcre,  excepting  that  the  cover 
shall  have  at  one  end  a  hole  for  the  switch  stem,  as  described  under 
switch,  (Jb)  double-pole,  25-ampere,  and  at  the  other,  two  holes  for  recep- 
tacle plugs;  each  hole  to  be  as  described  under  receptacle,  (a)  5-ampere. 
The  interior  fittings  to  consist  of  a  double-pole  25-ampere  switch  at  one 
end  of  the  insulating  block,  and  two  sets  of  clips  for  25-ampere  recep- 
tacle plugs  at  the  other.  The  plugs  to  be  the  same  as  for  the  5-ampere 
receptacle,  excepting  that  the  contact  plates  are  in  one  piece,  extend- 
ing like  a  strap  around  the  end  of  the  plug,  with  a  binding  screw  on  eadi 
side. 

All  of  the  switches  herein  described  shall  be  so  designed  that  the 
switch  shall  be  "  on  "  when  the  switch  handle  is  lengthwise  of  the  box, 
and  ''of!"  when  it  stands  across  the  box.  In  the  case  of  the  large 
switches  which  are  turned  by  means  of  a  standard  wrench  instead  of  by  a 
permanent  switch  handle,  the  wrench  and  end  of  the  switch  stem  most 
be  so  designated  that  the  former  cannot  be  shipped  unless  it  is  pot  00 
lengthwise  of  the  box  when  the  switch  is  "on,"  and  across  the  box 
when  "  off." 

Distribution  Boxes. 

The  case  to  be  of  cast  metal,  of  construction  sufficient  to  withstand 
rough  usage  or  accident  from  heavy  tools. 

The  interior  fittings  to  be  the  same  as  described  in  branch  jnnctioB 
boxes,  and  of  such  number  as  may  be  required  for  the  particnlar  com- 
partment or  location.  Two-ply  cloth-insertion  rubber  packing  to  sepa- 
rate the  fittings  from  the  bottom  of  the  case.  The  case  to  have  a  boss 
opposite  the  center  line  of  each  branch  terminal  of  the  interior  fittings. 
In  case  any  branch  of  the  fittings  is  not  needed  for  immediate  nae  its 
boss  shall  be  plugged. 

Bosses  for  conduits  carrying  the  mains  to  be  fitted  on  the  ends,  or  on 
the  sides  near  the  end,  as  may  best  suit  the  requirements  of  the  locatioiL 

Sufficient  room  for  convenience  of  connecting  the  mains  to  be  allowed 
on  the  inside  of  the  case  at  the  ends. 

The  cover  to  be  of  the  same  material  as  the  case;  to  be  secured  to  the 
case  by  thumb  nuts  on  swinging  screws  attached  to  the  sides  and 
of  the  case  between  the  bosses. 
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The  cover  to  be  made  water-tight  by  a  gasket  of  2-ply  cloth-insertion 
rubber  packing. 

There  shall  be  no  lettering  on  the  outside  of  the  boxes  of  any  of  the 
foregoing  wiring  appliances. 

Junction  Boxes  (Non-water-tight). 

(a)  3- way;    (b)  4-way. 

The  box,  interior  fittings  and  wire  leads  to  be  as  specified  for  the 
branch  water-tight  junction  boxes.  No  washer  to  be  placed  between  the 
cover  and  top  of  the  box. 

The  cover  to  have  a  hole  for  the  purpose  of  inspecting  the  fuses,  with  a 
raised  circular  wall. 

The  cap  to  be  neat  fit  over  the  wall,  closing  flush  with  the  top  of  the 
cover;  to  be  hinged  to  the  cover  and  secured  by  a  strong  snap  spring 
fastened  to  inside  of  cap  and  closing  on  inside  of  cover. 

Switch  (Non-water-tight). 

The  base  to  be  of  glazed  vitreous  porcelain,  circular  in  shape;  to  be 
single-pole,  snap,  quick-break.    The  springs  to  be  of  phosphor-bronze. 

The  switch  stem  and  handle  to  be  of  metal,  insulated  from  springs 
and  contacts;  the  handle  to  screw  to  the  stem  and  be  secured  by  a  head- 
less set  screw;  the  handle  to  prevent  removal  of  the  cover  when  secured 
to  the  stem. 

The  cover  to  be  of  brass  composition  finished  in  a  very  dark,  durable 
color;  to  be  circular  in  section  seating  in  a  recess  in  the  porcelain  block, 
and  having  a  notch  in  its  lower  edge  fitting  over  a  lug  in  the  porcelain 
to  prevent  turning  in  its  seat 

The  switch  to  have  a  capacity  of  10  amperes  and  to  operate  in  one 
direction  only. 

Fuses. 

The  character  of  the  alloy  composing  the  fuses  shall  be  such  that  there 
shall  be  no  reddening  or  excessive  elongation  when  the  current  is  slowly 
carried  up  to  the  fusing  point,  which  will  be  at  double  the  capacity.  An 
excess  of  50  per  cent  is  to  be  steadily  carried  without  any  effect. 

The  fuses  for  the  wall  sockets  shall  be  of  the  copper-tipped  commercial 
pattern.  1%  inch  between  tips  and  of  4-ampere  capacity. 

The  fuses  for  branch  junction  boxes  shall  be  of  the  copper-tipped  glass- 
tube  type  and  of  4-ampere  capacity. 

The  glass  tube  ^all  be  i^  inch  long,  ^  inch  external  diameter,  iV  inch 
internal  diameter. 

The  copper  ends  shall  be  %  inch  external  diameter,  ^4  inch  long,  spaced 
}i  inch  apart,  and  cemented  to  the  glass  tube.  The  ends  of  the  fuse  wire 
to  go  through  s\-inch  holes  in  the  center  of  the  copper  tips,  and  soldered 
to  the  outside  ends. 

The  switch-board  circuit  fuses  shall  be  of  the  standard  push-dip  copper- 
tip  pattern  required  for  the  Board. 

The  copper  shall  be  No.  18  B.  &  S.  G.  The  distance  between  the  tips 
to  be  ly^  inch. 
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The  rated  capacities  are  to  be  lo^  15,  ^  30^  40»  50, 60,  75  and  100  ampere 

The  fases  to  be  made  ap  of  wire  or  strip  as  required. 

The  rated  capacity  to.be  stamped  on  the  bee  of  one  of  the  lufl^ 

The  rases  for  feeder  boxes  shall  be  of  the  copper-tipped  commerci 
pattern.  The  slots  in  the  tips  to  be  for  No.  8-32  machine  screws.  Tl 
distance  between  the  tips  to  be  i  inch.  The  rated  capacities  to  be  10,  i, 
20.  30.  40.  50.  60,  75  and  100  amperes.  The  fuses  to  be  made  up  of  wire  c 
strip  as  required.  The  rated  capacity  to  be  stamped  on  the  face  of  one  < 
the  tips. 

Fuses  for  dynamo  circuits  on  the  switch-board  shall  be  of  the  con 
merdal  slotted  copper-tip  type.  The  slots  being  at  right  angles  to  eac 
other  for  i^-inch  bolts.  The  copper  shall  be  adapted  in  thickness  to  tli 
capacity  of  the  fuse.  The  distance  between  the  tips  to  be  ^  inch.  Tli 
rated  capacities  to  be  25,  50,  100,  200,  300,  400,  500  and  600  amperes.  Tk 
fuses  to  be  made  up  of  wire  or  strip  as  required.  The  rated  capacity  to  b 
stamped  on  the  face  of  one  of  the  tips. 

Specifications  for  Stuffing  Tubes. 

Scuf!ing  tubes  are  used  for  making  water-tight  the  holes  in  deck 
bulkheads,  etc..  through  which  wires  are  run,  and  are  designated  as  fd 
lows: — Box:  sizes  14,  18,  26,  36  and  42.  Bulkhead:  types  L.  and  S.,  size 
14.  18.  26.  j6  and  42.  Deck:  types  P.  and  W.,  sizes  14,  18,  26,  56  and  41 
Protective  deck:  types  P.  and  W.,  sizes  14,  18,  26,  3IS  and  42.  Washer 
sizes  14.  18.  26,  j6  and  42. 

The  terms  "  Bulkhead/'  *'  Deck/'  etc.,  indicate  where  used;  the  t^pi 
letters  L.  and  S.,  whether  a  long  or  short  tube  is  required,  and  P.  and  W. 
the  character  of  the  deck,  whether  plain  steel  or  steel  covered  with  wood 
the  size  number  expresses  in  thirty-seconds  of  an  inch,  the  inside  diameta 
of  the  hard-rubber  lining  of  the  tube.  Thus  stuffing  tnbe,  Deck-P-j6i 
signifies  a  tube  for  use  in  connection  with  a  plain  steel  deck,  the  inside 
diameter  of  the  hard-rubber  lining  of  the  tube  being  |}  of  an  inch. 

All  tubes  shall  be  made  in  strict  conformity  with  the  Bureau's  designs. 
of  seamless  brass  tubing  of  commercial  iron  pipe  sizes,  lined  with  standard 
No.  I  quality  of  hard-rubber  tubing.  The  sizes  of  both  brass  and  hard- 
rubber  tubing  to  be  the  same  for  tubes  of  like  sizes  of  all  yarieties.  and 
the  fittings  for  all  tubes  of  the  same  size  to  be  strictly  interchangeable. 

The  hard-rubber  lining  to  be  flush  with  the  brass  tubing  at  the  npper 
end,  and  to  project  beyond  the  brass  tubing  at  the  lower  end  lf(  indu 
for  all  tubes  excepting  box  tubes,  in  which  it  shall  project  $i  inch  only. 

All  tubes  to  be  fitted  at  the  upper  end  with  standard  stuffing  glands 
and  washers;  and  the  hard-rubber  tubing  to  be  reamed  oot  to  take  the 
standard  soft-rubber  gasket  of  the  proper  size  for  each  tnbe.  The  glaad 
to  have  six  holes  in  face,  and  six  in  rim.  No.  32  drill,  for  a  straight  span- 
ner. The  spanner  to  be  made  of  No.  33  Stubs'  steel  wire,  a^  inches 
long.  The  inner  and  outer  edges  of  the  gland,  and  the  inner  edges  of  the 
washer  to  be  rounded. 

Box  Tiibe, 
To  have  the  thread  for  the  gland  continued  the  entire  length  of  the 
brass  tubing. 
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Bulkhead  Tube  and  Deck  Tvht, 
To  have  a  standard,  right-handed  pipe  thread,  corresponding  to  the  iron 
pipe  size  of  the  tube,  cut  at  the  lower  end  of  the  brass  tubing. 

Protective  Deck  Tube. 

To  have  the  external  diameter  of  the  brass  tubing  reduced  at  the  lower 
end,  and  to  have  a  standard  right-handed  pipe  thread,  corresponding  to 
the  iron  pipe  size  of  the  tube,  cut  at  the  bottom  of  the  full-sized  portion. 
The  sum  of  the  lengths  of  the  pipe  thread  and  the  reduced  portion,  to 
equal  the  thickness  of  the  steel  deck  or  armor. 

IVasher  Tube. 

To  have  a  straight  thread,  14  to  the  inch,  cut  on  the  lower  end.  To  be 
furnished  singly  or  in  pairs,  with  hexagonal  brass  nuts,  and  single  or 
double  washer  plates  as  required. 

Soft-Rubber  Gaskets. 

To  be  of  rubber  composition  containing  not  less  than  60  per  cent,  nor 
more  than  65  per  cent,  of  pure  rubber. 

To  be  of  five  types,  which  will  be  designated  as  follows:  Type  A,  Type 
B,  Type  C,  Type  D,  and  Type  E. 

Type  A. 

The  shape  to  be  that  of  two  truncated  cones  of  unequal  heights  joined 
base  to  base;  diameter  top  and  bottom  i^  inch,  diameter  cone  bases  lyi 
inch;  the  shorter  cone  to  taper  from  smaller  to  larger  diameter  in  a 
height  of  H  inch,  and  the  larger  cone  in  a  height  of  ]i  inch;  total  length 
of  gasket  H  inch.  To  be  perforated  with  a  central  hole  the  full  length 
of  the  gasket. 

Gaskets  of  the  type  to  be  designated  by  the  type  letter  followed  by  a 
size  number  signifying  the  diameter  of  the  central  hole  in  thirty-seconds 
of  an  inch,  as  A.jo,  A.36,  etc. 

There  will  be  a  solid  gasket  of  the  type  to  be  designated  A.o. 

Type  B. 

The  shape  to  be  as  prescribed  for  type  A;  diameter  top  and  bottom  ^ 
inch,  diameter  cone  bases  1%  inch;  the  shorter  cone  to  taper  from  smaller 
to  larger  diameter  in  a  height  of  %  inch,  and  the  larger  cone  in  a  height 
of  If  inch;  total  length  of  gasket  \\  inch.  To  be  perforated  with  a  cen- 
tral hole  the  full  length  of  the  gasket 

Gaskets  of  the  type  to  be  designated  as  prescribed  for  type  A,  as  B.13, 
B.j8.  etc. 

There  will  be  a  solid  gasket  of  the  type  to  be  designated  B.o. 

TypeC. 

The  shape  to  be  as  prescribed  for  type  A;  diameter  top  and  bottom  \\ 
inch,  diameter  cone  bases  H  inch;  the  shorter  cone  to  taper  from  smaller 
to  larger  diameter  in  a  height  of  %  inch,  and  the  larger  cone  in  a  height 
of  Yi  inch;  total  length  of  gasket  ^  inch.  To  be  perforated  with  a  cen- 
tral hole  the  full  length  of  the  gasket 
47 
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Gaskets  of  the  type  to  be  designated  as  prescribed  for  type  A,  as  C 
C.20,  etc. 
There  will  be  a  solid  gasket  of  the  type  to  be  designated  Co. 

Ty^  D, 

The  shape  to  be  as  prescribed  for  type  A;  diameter  top  and  bottom  J 
inch,  diameter  cone  bases  \\  inch;  the  shorter  cone  to  taper  from  smalk 
to  larger  diameter  in  a  height  of  %  inch,  and  the  larger  cone  in  a  heigl 
of  f^  inch;  total  length  of  gasket  ^  inch.  To  be  perforated  with  a  ca 
tral  hole  the  full  length  of  the  gasket 

Gaskets  of  the  type  to  be  designated  as  prescribed  for  type  A,  as  D^ 
D.14,  etc. 

There  will  be  a  solid  gasket  of  the  type  to  be  designated  D.O. 

Certain  ones  of  the  foregoing  types  of  gasket  will  be  required  to  b 
perforated  lengthwise,  with  two  holes,  parallel  and  of  the  same  diametn 
separated  equally  from  each  other  and  from  the  outer  circumference  c 
the  gasket.  Such  gaskets  will  be  designated  by  a  double  type  letter,  fol 
lowed  by  a  number  specifying  the  diameter  of  the  holes  in  thirty-second 
of  an  inch ;  thus  C.  C.  6,  etc. 

Type  E, 

The  shape  to  be  that  of  a  sphere;  diameter  of  sphere  lyf  inch.  To  b 
perforated  by  a  central  hole.  Gaskets  of  the  tjrpe  to  be  designated  a 
prescribed  for  type  A,  as  E.32,  E.34,  etc. 

Conduit  and  Moldino. 

Conduit. 

To  be  of  seamless  drawn  iron  or  steel  tubing  of  commercial  iron  pip 
sizes,  and  to  have  a  continuous  lining  tube  of  approved  insulating  matorial 

Conduit  for  magazines  to  be  made  of  seamless  brass  tubing,  to  be  lintt 
with  hard  rubber,  unless  otherwise  specified. 

Flexible  Conduit, 

In  locations  subject  to  mechanical  stress,  such  as  inside  of  steel  niasU 
or  when  flexibility  is  desired,  flexible  conduit  of  approved  design  nutj 
be  used. 

Molding. 

Molding  will  be  in  two  pieces;  that  part  containing  the  gultefs  for  die 
wire  will  be  known  as  molding,  and  the  other  part  as  the  backing  strip. 

To  be  of  well-seasoned  wood;  where  run  over  hard-wood  snrfues  to  be 
of  the  same  material  as  the  surface;  the  bottom  of  all  gutters  to  be  semi- 
circular in  section;  width  and  depth  of  all  gutters  to  be  the  same. 

Backing  strip  to  be  of  the  same  material  and  width  as  the  molding 
with  which  it  will  be  used,  perfectly  plain,  and  of  a  thickness  (at  least )( 
of  an  inch)  sufficient  to  cover  all  rivet  heads,  bolt  heads  and  nuts;  stfipi 
and  flanges  to  make  a  smooth  bed  for  the  molding;  all  capping  to  be  of  the 
same  width  as  the  molding,  }i  inch  thick,  and  to  be  screwed  to  tlie  sidi 
walls. 

Molding  for  all  feeders  and  wires  of  60088  cm.  to  12493B  cm.  iachuiw. 
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will  be  3  inches  wide,  i}^  inch  deep,  including  capping;  to  have  two 
gutters,  each  ^  inch  wide  and  ^  inch  deep,  separated  by  a  H-iach  wall; 
outside  walls  to  be  H  inch. 

Molding  for  wires  below  60088  cm.  will  be  H  inch  wide,  iH  inch  deep, 
including  capping;  to  have  two  gutters  each  H  inch  wide  and  ^  inch  deep, 
separated  by  a  ^-inch  wall;  outside  walls  to  be  H  uich  thick. 

MMmg  for  Motar-amiroUmg  Circmiis. 

To  be  4}i  inches  wide,  aM  inches  deep,  including  capping;  to  have  three 
gutters,  each  H  inch  wide  and  ^  inch  deep,  separated  t^  ^-inch  walls; 
outside  to  be  H  inch;  capping  to  be  sH  indies  wide  by  fi  inch  thick. 

Molding  for  Dynamo  Mains  and  ShmU  Rheostat  Leads. 

To  consist  of  two  moldings  and  a  capping  of  the  same  width,  capping 
to  be  }i  inch  in  depth;  the  first  molding  (next  to  backing  strip)  to  have 
three  gutters  to  carry  the  terminal  and  equalizer  mains.  The  second  to 
be  I  inch  in  depth,  to  act  as  a  capping  to  the  first;  to  have  two  gutters,  H 
inch  wide,  for  the  shunt  rheostat  lead;  the  capping  to  fit  the  second 
molding.  Gutters  to  be  symmetrically  placed  and  to  have  same  width 
and  depth.  Backing  strip  to  be  of  same  width  as  molding,  and  to  have , 
a  depth  of  i^  inch.  Dimensions  corresponding  to  leads  are  tabulated 
in  inches  as  follows: 
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3 
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Specifications  for  Sockets. 

Sockets  to  be  of  three  kinds:  (a)  standard  key  socket;  (b)  standard 
keyless  socket;  (c)  wall  socket 

Standard  key  and  keyless  sockets  must  conform  strictly  to  the  Bureau's 
designs. 
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They  must  be  of  the  spiral-spring  type  and  mounted  on  porcelain;  the 
spring  to  be  made  of  No.  ii  B.  &  S.  G.  phosphor-bronze  wire.  The  shells 
to  be  of  punched  brass  0.016  inch  thick.  The  base  of  the  spiral  spring 
must  be  firmly  secured  to  a  metal  plate  or  divided  ring  by  means  of  metal 
binders  of  a  suitable  kind,  in  addition  to  soldering;  and  the  whole  to  be 
secured  to  the  porcelain  with  ample  strength  to  withstand  the  torsional 
strain  of  screwing  a  lamp  into  the  socket. 

The  nozzle  in  the  base  to  be  threaded  inside,  with  ^-inch  pipe  thread. 
All  sockets  must  fit  the  standard  incandescent  lamp. 

Dimensions  will  be:  total  length  2%  inches,  largest  diameter  i^  inch. 
The  spiral  spring  must  be  insulated  from  the  shell  at  the  top  by  an  in- 
sulating ring  of  hard  rubber. 

Instrument  Lamp  Sockets. 

To  be  of  commercial  type,  with  a  receptacle  to  fit  the  butts  of  the  stand- 
ard instrument  lamp;  to  be  mounted  on  a  porcelain  base;  the  base  to  be 
circular  or  rectangular  as  directed. 

All  insulating  material  to  be  treated  to  prevent  absorption  of  moisture. 

Key  and  Keyless  Sockets. 

To  be  of  commercial  type,  polished,  with  D.  P.  fuse;  the  receptacle  to 
fit  the  standard  incandescent  lamp;  to  be  mounted  on  a  circular  porcelain 
haLse,  3}i  inches  in  diameter.  The  receptacle  to  be  insulated  from  the 
shell  at  the  top  by  a  hard-rubber  insulated  ring;  to  be  finished  in  dark 
bronze  or  silver  plate,  as  required. 

When  specially  directed  these  sockets  will  be  fitted  with  the  spiral 
spring  described  in  standard  sockets,  in  lieu  of  the  commercial  receptacle. 

Attachment  plug  for  commercial  wall  sockets  to  be  of  hard  rubber  with- 
out fuses. 

INTERIOR  COMMUNICATION. 

Wiring  Appliances. 
Cut-out  Switch. 

To  be  of  four  sizes,  taking  5,  10,  15  or  20  conductors,  and  designated 
Types  A-5,  A-io,  A-15  and  A-20  respectively.  The  several  circuits 
through  the  switch  to  be  normally  closed,  but  capable  of  being  simul- 
taneously opened  by  the  throw  of  an  insulating  strip,  mounted  on  a 
spindle  running  the  length  of  the  box. 

Box. 

To  be  of  cast  brass  provided  with   standard  box  stuffing  tubes,   at 

required. 

To  have  internal  bosses,  supporting  the  strips  of  micanite  which  bear 
the  contact  springs. 

To  be  provided  with  brass  hinge  bolts  and  wing  nuts  for  the  cover;  to 
be  flanged  inward  at  the  top  to  form  a  seat  for  the  cover  washer. 

To  be  secured  in  place  by  brass  screws  sunk  in  wells,  the  wells  to  be 
packed  water-tight  by  the  washer. 


DISEASES   OF  ELECTRICAL  INSTALLATION.  68$ 

Cover, 

To  be  of  cast  brass  having  projecting  lugs  to  receive  the  hinge  bolts. 

To  be  fitted  with  a  2-ply  cloth-insertion  sheet-rubber  washer,  held  in 
place  by  screws. 

To  show  on  the  outer  side  the  words  "Cut-out  switch,"  also  the  type 
letter  and  number,  and  a  serial  number. 

Contact  Springs, 

To  be  of  phosphor-bronze,  No.  17  B.  &  S.  G.,  clamped  to  micanitc 
strips  by  brass  machine  screws  tapping  into  terminal  blocks  beneath  the 
micanite. 

Terminal  Blocks, 

To  be  of  cast  brass,  having  a  boss  for  wire  terminal  connections. 

Spindle. 

To  be  of  cast  brass,  slotted  to  receive  an  insulating  piece  of  hard  rubber, 
adapted  to  actuate  the  contact  springs. 

To  be  firmly  held  in  either  open  or  closed  position  by  a  spring  of 
phosphor-bronze,  No.  17  B.  &  S.  G. 

Wire  Terminals. 

To  be  of  soft  copper,  No.  20  B.  &  S.  G.,  and  supplied  in  sufficient 
quantity  to  make  the  necessary  connections  in  the  switch.  To  have  a 
space  for  stamping  the  number  of  the  wire  lead. 

Battery  Transfer  Switch. 

To  be  designated  Type  A,  and  made  with  as  many  sections  as  required. 

Each  section  to  throw  into  any  one  of  three  positions,  "  Battery,"  "  Off," 
and  "  Transformer  ";  the  contacts  being  made  through  brass  pins  set  in  an 
insulating  disc. 

Box, 

To  be  of  cast  brass  provided  with  standard  box  stuffing  tubes,  as 
required. 

To  have  internal  bosses  to  support  strips  of  micanite  bearing  the  con- 
tact springs,  and  other  bosses  adapted  to  form  bearings  for  the  spindles 
of  the  insulating  discs. 

To  be  provided  with  brass  hinge  bolts  and  wing  nuts  for  clamping  the 
cover,  and  to  be  flanged  inward  at  the  top  to  form  a  seat  for  the  cover 
washer. 

To  be  secured  in  place  by  brass  screws  sunk  in  wells,  the  wells  to  be 
packed  water-tight  by  the  washer. 

Cover, 

To  be  of  cast  brass,  having  projecting  lugs  to  receive  the  hinge  bolts. 

To  be  fitted  with  a  2-ply  cloth-insertion  sheet-rubber  washer,  held  in 
place  by  screws. 

To  show  on  the  outer  side  the  words  "  Battery  transfer  switch,"  the 
type  letter  followed  by  a  number  showing  the  number  of  sections  and  a 
serial  number. 
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Contact  springs. 

To  be  of  phosphor-bronze,  No.  17  B.  &  S.  G.,  and  clamped  to  micanite 
strips  by  brass  machine  screws  tapping  into  terminal  blocks  beneath  the 
micanite. 

Terminal  Blocks, 

To  be  of  cast  brass,  having  a  boss  for  connecting  wire  terminals. 

Insulating  Discs, 

To  be  of  hard  rubber;  the  upper  end  milled  to  serve  as  a  handle,  the 
lower  end  having  a  projecting  brass  spindle. 

To  have  two  brass  pins  diametrically  opposite  each  other,  i>assing 
through  and  projecting  slightly  from  the  disc. 

Wire  Terminals, 

To  be  of  soft  copper.  No.  20  B.  &  S.  G.,  with  a  space  for  stamping  the 
wire  number,  and  supplied  in  sufficient  quantity  to  make  the  necessary 
connections  in  the  switch;  to  have  a  space  for  stamping  the  nnmber  of 
the  wire  lead. 

Connection  Box. 

To  be  made  in  two  sizes,  taking  20  or  40  conductors,  and  designed 
Types  A-20  and  A-40  respectively. 

Box, 

To  be  of  cast  brass,  provided  with  standard  box  stuffing  tubes,  as 
required. 

To  have  internal  lugs  to  support  a  porcelain  insulator. 

To  be  provided  with  brass  hinge  bolts  and  wing  nuts  for  damping  on 
the  cover,  and  to  be  flanged  inward  at  the  top  to  form  a  seat  for  the  cover 
washer. 

To  be  secured  in  place  by  cap  bolts  passing  through  external  lugs,  or 
by  brass  screws  sunk  in  wells;  the  wells  to  be  packed  water-tight  hj  the 
cover  washer. 

Cover, 

To  be  of  cast  brass,  having  projecting  lugs  to  receive  the  hinge  bohs. 

To  be  fitted  with  a  2-ply  cloth-insertion  sheet-rubber  washer  held  in 
place  by  screws. 

To  show  on  the  outer  side  the  words  "  Connection  box,"  the  type 
ber  and  letter,  and  a  serial  number. 

Porcelain, 

To  have  ridges  on  its  upper  surface,  between  which  the  binding 
are  fitted. 

To  rest  upon  soft-rubber  washers,  and  to  be  held  in  place  by  hraaa 
machine  screws,  passing  through  suitable  bosses. 

Binding  Posts, 
To  be  of  cast  brass,  having  a  boss  for  connecting  wire  termintla. 
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Wire 

To  be  of  soft  copper.  No.  20  B.  &  S.  G.,  with  a  space  for  stamping  the 
wire  numbers;  40  and  80  wire  terminals  to  be  furnished  with  boxes  A-20 
and  A-40  respectively. 

Push  Button  iWaOr'tigki). 

To  be  enclosed  in  a  cast  brass  case  closing  water-tight  against  a  soft- 
rubber  washer. 

Contact  springs  to  be  platinum  tipped,  and  mounted  on  an  insulating 
plate. 

All  the  foregoing  appliances  to  conform  strictly  with  the  Bureau's 
designs. 

Push  Button  (Nonwattr'tigkt). 

To  be  enclosed  in  a  cast  brass  case.  Diameter  of  base  afi  inches,  height 
of  cover  not  more  than  H  inch. 

Contact  springs  to  be  platinum  tipped,  and  mounted  on  an  insulating 
plate. 

Push  to  be  of  black  hard  rubber. 

SmgU-peor  Push  Button, 

To  be  of  black  hard  rubber,  pear  shaped,  not  longer  than  3  inches, 
greatest  diameter  not  more  than  iH  inch.  The  push  to  be  at  the  lower 
end,  and  to  be  of  metal  heavily  nickeled;  contact  to  be  made  by  a  circular 
plate  of  metal^  heavily  nickeled,  and  held  away  from  the  contact  screws 
by  a  spiral  spring;  contact  screws  to  be  heavily  nickeled. 

Doubk-peor  Push  Button, 

To  be  of  black,  hard  rubber,  pear  shaped,  not  longer  than  3^  inches, 
greatest  diameter  not  more  than  i)^  inch,  thickness  of  shell  not  less  than 
a  15  inch.  To  have  one  push  on  the  end  and  one  on  the  side,  and  to  be 
of  metal,  nickel  plated;  contact  points  to  be  platinum  tipped. 

Triple-pear  Push  Button, 

To  be  of  similar  construction  to  the  double-pear  push  button,  not 
longer  than  3^/^  inches,  greatest  diameter  not  more  than  iji  inch.  To 
have  one  push  at  the  end,  and  one  at  each  side,  at  opposite  ends  of  the 
same  diameter. 

Molding. 

Molding  will  be  in  two  pieces,  known  as  molding  and  backing  strips,  as 
described  in  molding  for  lighting  circuits;  to  be  well  seasoned;  where  run 
over  hard- wood  surfaces  to  be  of  the  same  material  as  the  surfaice,  and  of 
the  following  dimensions: 

Two  and  one-quarter  inch  molding  will  be  a^  inches  wide,  i}i  inch 
deep,  including  capping;  to  have  one  gutter,  i  inch  wide;  side  walls  to  be 
H  inch  thick. 

Two  and  one-half  inch  molding  will  be  aj^  inches  wide,  a  inches  deep, 
including  capping;  to  have  one  gutter  i^  inch  wide;  side  walls  to  be  M 
inch  thick. 

Two  and  three-fourth  inch  molding  will  be  a)4  inches  wide,  a$i  inches 
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deep,  including  capping;  to  have  one  gutter  i^  inch  wide;  side  walls  to 
be  li  inch  thick. 

All  capping  to  be  of  same  width  as  molding,  and  H  inch  thick. 

All  backing  strips  to  be  of  the  same  material  and  width  as  the  molding, 
perfectly  plain,  and  of  a  thickness  (at  least  }i  inch)  sufficient  to  cover  all 
rivet  heads,  straps,  bolt  heads,  and  nuts;  and  flanges  to  make  a  smooth  bed 
for  the  molding. 

Gutters  to  have  the  same  depth  and  width;  the  cross  section  of  the 
bottom  of  gutters  to  be  semi-circular. 

The  foregoing  specifications  for  wiring  appliances  are  here  intended  as 
a  guide  only;  the  actual  specifications  cover  all  dimensions  required. 

SPECIFICATIONS  FOR  WIRE  SUPPLIES. 

1.  All  wire  supplies  will  be  classed  as  follows: 

(a)  Lighting  wire. 

(b)  Bell  wire. 

(c)  Cable. 

2.  The  following  general  specifications  apply  to  all  wire  and  cable: 
First.    All  layers  of  pure  Para  rubber  must  contain  at  least  ninety-eight 

(98)  per  cent,  of  pure  Para  rubber;  must  be  of  uniform  thickness,  elastic, 
tough,  and  free  from  flaws  and  holes. 

Second.  All  layers  of  vulcanized  rubber  must  contain  not  less  than 
forty  (40)  per  cent,  nor  more  than  fifty  (50)  per  cent,  of  pure  Para  rubber; 
must  be  concentric,  continuous  and  free  from  flaws  or  holes;  must  have  a 
smooth  suriace  and  circular  section;  and  must  be  made  to  a  diameter  in 
the  finished  conductor  that  will  be  in  exact  conformity  with  the  diameter 
as  tabulated. 

Third.  All  layers  of  cotton  tape  must  be  filled  with  a  rubber  insulatiog 
compound,  the  tape  to  be  of  the  width  best  adapted  to  the  diameter  of  that 
part  of  the  conductor  which  it  is  intended  to  bind.  The  tape  must  hp 
one-half  (H)  its  width  and  be  so  worked  on  as  to  ensure  a  smooth  surface 
and  circular  section  of  that  part  of  the  finished  conductor  which  is  be- 
neath it. 

Fourth.  All  exterior  braid  must  be  closely  woven,  and  all,  except  silk 
braid,  must  be  thoroughly  saturated  with  an  insulating  water-proof  cofn- 
pound  which  will  neither  be  injuriously  affected,  nor  have  an  injurious 
effect  on  the  braid,  at  a  temperature  of  200°  F.  (dry  heat),  or  at  any  stage 
of  test,  the  conductor  being  sharply  bent.  Wherever  a  diameter  over 
vulcanized  rubber  or  outside  braid  is  tabulated  or  specified,  it  is  intended 
to  secure  a  neat  working  fit  in  a  standard  rubber  gasket  of  that  diameter 
for  the  purpose  of  ensuring  water-tightness  of  the  joint,  and  no  depmrture 
from  such  tabulated  or  specified  diameter  will  be  permitted. 

SPECIFICATIONS  FOR  LIGHTING  WIRE. 

Lighting  wire  will  be  classed  as  single  conductor  arid  double  conductor. 

3.  Single  Conductor. — Table  of  standard  dimensions: 
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Wires  Used  in  Strands. 
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17 
16 

15 
14 
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.04526 

.05082 
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4.  All  conductors  to  be  of  soft  annealed  pure  copper  wire. 

5.  No  single  wire  larger  than  No.  14  B.  &  S.  G.  to  be  used. 

6.  When  greater  conducting  area  than  that  of  14  B.  &  S.  G.  is  required, 
the  conductor  shall  be  stranded  in  a  series  of  7,  19,  37,  61,  91  or  127  wires, 
as  may  be  required;  the  strand  consisting  of  one  central  wire,  the  re- 
mainder laid  around  it  concentrically,  each  layer  to  be  twisted  in  the  oppo- 
site direction  from  the  preceding,  and  all  single  wires  forming  the  strand 
must  be  of  the  diameter  given  in  the  American  wire  gauge  table  as 
adopted  by  the  American  Institute  of  Electrical  Engineers,  October,  1893. 

7.  The  material  and  manufacture  of  the  strand  must  be  such  that  the 
measured  conductivity  of  each  single  wire  forming  the  strand  shall  not  be 
less  than  ninety-eight  (98)  per  cent,  of  that  of  pure  copper  of  the  same 
number  of  circular  mils,  the  measured  conductivity  of  the  conductor  as  a 
whole  to  be  not  less  than  ninety-five  (95)  per  cent,  of  that  of  pure  copper 
of  the  same  number  of  circular  mils. 

8.  Each  wire  to  be  thoroughly  and  evenly  tinned. 
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9.  All  lighting  conductors  shall  be  insulated  as  follows: 

First.  A  layer  of  pure  Para  rubber,  not  less  than  one  sixty-fotuth  (A) 
of  an  inch  in  thickness  taped  or  rolled  on;  if  taped,  the  tape  to  lap  one- 
half  of  its  width. 

Second.    A  layer  of  vulcanized  rubber,  of  exact  diameter  as  tabulated. 

Third.  A  layer  of  commercial  cotton  tape,  lapped  to  about  one  thirty- 
second  (^)  of  an  inch  in  thickness. 

Fourth.  A  close  braid  to  be  made  of  No.  20  2-ply  cotton  thread, 
braided  with  three  (3)  ends  for  all  conductors  under  60^000  circular  mils, 
and  of  No.  16,  3-ply  cotton  thread  braided  with  four  (4)  ends  for  all  con- 
ductors of  and  above  60,000  circular  mils.  The  outside  diameter  over  the 
braid  to  be  in  exact  conformity  with  that  tabulated. 

10.  Tests. — ^Two  samples,  each  500  feet  long,  will  be  selected  by  the 
Bureau  from  the  coils  of  wire  to  be  supplied,  and  must  be  sent  t^  the 
contractors  to  the  New  York  Navy  Yard  for  test. 

The  tests  will  be  as  follows,  failing  to  meet  which,  in  any  particular, 
will  involve  rejection  of  the  lot  corresponding  to  the  samples. 

(a)  Both  samples,  after  24  hours'  immersion  in  sea  water,  must  have 
an  insulation  resistance  of  not  less  than  1000  megohms  per  nautical  mile. 

(b)  Test  to  be  at  72""  F. 

(c)  To  be  tested  by  the  direct  deflection  method  at  a  potential  of  not 
less  than  200  volts. 

(d)  Both  samples  will  be  tested  for  a  conductivity  of  not  less  than  95 
per  cent,  of  that  of  pure  copper,  having  a  cross  section  of  the  specified 
number  of  circular  mils. 

(e)  Chemical  tests  will  be  made  to  determine  the  constituents  of  the 
different  layers  of  the  insulation. 

(0  Braid  will  be  tested  for  water-proof  qualities. 

(g)  Physical  tests  will  be  first  made  for  qualities  of  strength,  toughness, 
dimensions,  etc. 

(h)  The  physical  and  electrical  characteristics  of  the  insolation  muler 
change  of  temperature  will  be  tested  by  exposing  the  finished  condnctor 
for  several  hours  at  a  time,  alternately,  to  a  temperature  of  aoo^  F.  (dry 
heat)  and  the  temperature  of  the  atmosphere,  during  a  period  of  three  days. 

(i)  The  tests  for  characteristics  of  the  insulation  will  then  be  repeated 
and  must  show  no  practical  deterioration  on  the  results  of  the  former  test 

11.  Double  conductor, — Double  conductor  will  be  classed  as: 

(a)  Double  conductor,  plain. 

(b)  Double  conductor,  silk. 

(c)  Double  conductor,  diving  lamp. 

12.  Double  conductor,  plain, — Each  conductor  shall  be  constructed  at  fol- 
lows: 

First.  A  copper  conductor  consisting  of  seven  No.  aa  B.  ft  S.  C, 
tinned,  annealed,  pure  copper  wires,  six  of  the  wires  to  lay  arowid  the 
seventh.  Each  single  wire  to  have  a  measured  conductivity  of  not  Um 
than  ninety-eight  (98)  per  cent,  and  the  conductor  as  a  whole  of  not  Um 
than  ninety-five  (95)  per  cent,  of  that  of  pure  copper  of  the  same 
of  circular  mils. 
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One  conductor  is  to  be  covered  with: 

First.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  one  hun- 
dred and  eighty-one  thousandths  (.181)  of  an  inch. 

Second.  With  a  close  braid  of  No.  60  cotton  thread,  braided  with 
three  ends. 

This  conductor  will  form  the  core  and  the  wires  of  the  second  con- 
ductor will  be  laid  around  it  over  the  braid  concentrically  and  smoothly. 

Over  both  conductors  will  be: 

First.    A  close  braid  of  No.  60  cotton  thread,  braided  with  three  ends. 

Second.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of 
thirteen  thirty-seconds  (H)  of  an  inch,  to  be  vulcanized  before  braiding. 

Third.  A  layer  of  commercial  cotton  tape,  about  one  thirty-second  (/^) 
of  an  inch  in  thickness. 

Fourth.  A  close  braid  of  No.  30  2-ply  linen  gilling  thread  braided  with 
three  ends. 

Fifth.  A  close  braid  of  No.  30  3-ply  linen  gilling  thread  braided  with 
three  ends. 

The  fourth  and  fifth  layers  of  braid  to  be  thoroughly  saturated  with  a 
water-excluding  compound  which  will  not  injure  the  braid  or  render  the 
conductor  less  pliable. 

13.  Double  conductor,  silk. — Each  conductor  shall  be  constructed  as  fol- 
lows: 

First.  A  stranded  copper  conductor  consisting  of  seven  (7)  No.  2$  B. 
8l  S.  G.,  untinned,  annealed  copper  wires,  six  wires  to  lay  concentrically 
around  the  seventh;  each  single  wire  forming  the  strand  to  have  a  meas- 
ured conductivity  of  ninety-eight  (98)  per  cent,  and  the  stranded  copper 
conductor  ninety-five  (95)  per  cent,  of  that  of  pure  copper  of  the  same 
number  of  circular  mils. 

Second.    A  close  braid  made  of  No.  80  Sea  Island  cotton  thread. 

Third.  A  layer  of  pure  Para  rubber  to  a  diameter  of  four  thirty-seconds 
(jS)  of  an  inch. 

Fourth.    A  close  braid  made  of  No.  60  cotton  thread. 

Fifth.    A  close  braid  made  of  hard  twisted,  olive  green  silk. 

Sixth.  Two  conductors  thus  constructed  shall  be  twisted  together  to 
form  the  finished  conductor. 

14.  Double  conductor,  diving  lamp. — Each  conductor  shall  be  constructed 
as  follows: 

First.  A  copper  conductor  consisting  of  seven  (7)  No.  20  B.  &  S.  G., 
tinned,  annealed  copper  wires,  six  of  the  wires  to  lay  around  the  seventh ; 
each  single  wire  to  have  a  measured  conductivity  of  not  less  than  ninety- 
eight  (98)  per  cent,  and  the  conductor  as  a  whole  of  not  less  than  ninety- 
five  (95)  per  cent,  of  that  of  pure  copper  of  the  same  number  of  circular 
mils. 

Second.  A  layer  of  pure  Para  rubber,  taped  or  rolled  on  to  a  thickness 
of  not  less  than  one  sixty-fourth  (/f)  of  an  inch;  if  taped,  the  tape  to  lap 
one-half  of  its  width  to  a  diameter  of  one  hundred  and  twenty-six  thou- 
sandths (.126)  of  an  inch. 

Third.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  one 
hundred  and  eighty-six  thousandths  (.186)  of  an  inch. 
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Two  conductors  thus  constructed  shall  then  be  laid  up  or  twisted 
together,  and  filled  with  jute  lateral  to  a  circular  section  and  an  external 
diameter  of  three  hundred  and  seventy-two  thousandths  (.372)  of  an  inch. 
The  jute  to  be  saturated  with  an  insulating  compound. 

Then  to  be  covered  with: 

First.  A  layer  of  vulcanized  rubber  to  a  diameter  of  eighteen  thirty- 
seconds  i\l)  of  an  inch. 

Second.  A  close  braid  of  No.  30  3-ply  linen  gilling  thread,  braided  with 
three  ends. 

Third.  A  close  braid  of  No.  30  3-pIy  linen  gilling  thread,  braided 
with  four  ends. 

15.  Tests. — Unless  called  for  in  smaller  quantities,  all  double  conductor 
wire,  plain,  shall  be  delivered  in  lengths  of  not  less  than  500  feet;  it  shall 
have  an  insulation  resistance  between  conductors  and  from  each  conductor 
to  ground  of  at  least  1000  megohms  per  1000  feet  after  24  hours'  immer- 
sion in  sea  water  at  72°  F.  This  insulation  must  also  exist  after  the  whole 
length  has  been  exposed  for  fours  hours  to  a  temperature  of  180^  F. 

16.  Double  conductor,  silk,  shall  have  an  insulation  resistance  between 
conductors  of  at  least  20  megohms  per  1000  feet,  tested  in  air  at  a  tem- 
perature of  72°  F. 

17.  Double  conductor,  diving  lamp,  shall  have  an  insulation  resistance 
between  conductors  and  from  each  conductor  to  ground  of  at  least  looo 
megohms  per  1000  feet,  after  24  hours  immersion  in  sea  water  at  72°  F. 
This  insulation  must  also  exist  after  the  whole  length  has  been  exposed 
for  four  hours  to  a  temperature  of  180®  F.  (dry  heat). 

SPECIFICATIONS  FOR  BELL  WIRE, 

18.  Bell  wire  will  be  classed  as: 

Bell  wire. 
Bell  cord. 

Bell  Wire. 

19.  Bell  wire  shall  be  constructed  as  follows: 

First.  A  copper  conductor  consisting  of  one  (i)  B.  &  S.  G.,  No.  16^ 
tinned,  annealed  copper  wire  whose  measured  conductivity  shall  not  be 
less  than  ninety-eight  (98)  per  cent,  of  that  of  pure  copper  of  the  same 
number  of  circular  mils. 

Second.  A  layer  of  pure  Para  rubber,  taped  or  rolled  on  to  a  thickness 
of  not  less  than  one  sixty-fourth  (j^^)  of  an  inch;  if  taped,  the  tape  to  lap 
one-half  its  width. 

Third.  A  layer  of  vulcanized  rubber  to  a  diameter  of  fourteen  hundred 
and  twenty-five  ten-thousandths  (.1425)  of  an  inch. 

Fourth.  A  layer  of  commercial  cotton  tape,  about  one  thirty-second  (A) 
of  an  inch  in  thickness. 

Fifth.  A  close  braid  of  No.  40  2-ply  cotton  thread,  braided  with  three 
ends. 

Unless  called  for  in  smaller  lengths  all  bell  wire  must  be  delivered  I 
lengths  of  not  less  than  five  hundred  (500)  feet. 
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Tests. — The  tests,  in  addition  to  ascertaining  conformity  with  the  fore- 
going specifications,  will  be  as  follows: 

(a)  The  insulation  resistance  shall  not  be  less  than  one  thousand  (1000) 
megohms  per  one  thousand  (1000)  feet,  after  immersion  in  sea  water  at 
seventy-two  (72)  degrees  F.,  for  a  period  of  twenty-four  (24)  hours. 

(b)  The  wire  will  then  be  subjected  alternately,  for  several  hours  at  a 
time,  for  a  period  of  twenty-four  (24)  hours,  to  a  temperature  of  one 
hundred  and  eighty  (180)  degrees  F.  (dry  heat)  and  the  temperature  of  the 
air. 

(c)  The  insulation  will  then  be  tested,  after  an  immersion  in  sea  water 
at  seventy-two  (72)  degrees  F.,  for  a  period  of  twenty-four  (24)  hours, 
and  must  show  no  variation  on  the  results  of  the  previous  test. 

Bell  Cord. 

20.  Bell  cord  will  be  classed  as: 

Bell  cord,  double. 
Bell  cord,  triple. 

21.  Each  conductor  will  be  constructed  as  follows: 

First.  A  stranded  copper  conductor  consisting  of  seven  (7)  No.  25  B. 
Si  S.  G.  untinned,  annealed  copper  wires,  six  (6)  wires  to  lay  con- 
centrically around  the  seventh;  each  single  wire  forming  the  strand  to 
have  a  measured  conductivity  of  not  less  than  ninety-eight  (98)  per  cent., 
and  the  stranded  copper  conductor  not  less  than  ninety-five  (95)  per  cent, 
of  that  of  pure  copper  of  the  same  number  of  circular  mils. 

Second.    A  close  braid  made  of  No.  80  Sea  Island  cotton  thread. 

Third.  A  layer  of  pure  Para  rubber  to  a  diameter  of  four  thirty-seconds 
{jS  )  of  an  inch. 

Fourth.    A  close  braid  made  of  No.  60  cotton  thread. 

Fifth.    A  close  braid  made  of  hard  twisted,  olive  green  silk. 

Sixth.  Two  or  three  conductors  thus  constructed  will  be  twisted  to- 
gether to  form  the  bell  cord  either  double  or  triple  as  required. 

SPECIFICATIONS  FOR  CABLE. 

22.  Cable  will  be  classed  as  follows: 

Controller  cable. 

Interior  communication  cable. 

Whistle  cable. 

Special  cable. 

Controller  Cable. 

23.  Each  conductor  shall  be  constructed  as  follows: 

First.  A  copper  conductor  consisting  of  nineteen  (19)  No.  22  B.  &  S. 
G.  tinned,  annealed,  pure  copper  wires,  concentrically  stranded.  Each 
single  wire  to  have  a  measured  conductivity  of  not  less  than  ninety-eight 
(98)  per  cent.,  and  the  conductor,  as  a  whole,  not  less  than  ninety-five 
(95)  per  cent,  of  that  of  pure  copper  of  the  same  number  of  circular  mils. 

Second.  A  layer  of  pure  Para  rubber  taped  or  rolled  on  to  a  thickness 
of  not  less  than  one  sixty-fourth  (s^i)  of  an  inch. 
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Third.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  twenty- 
eight  thousand  one  hundred  and  thirty-one  hundred-thousandths  (.28131) 
(j%)  of  an  inch. 

Seven  conductors  so  constructed  shall  be  laid  up  or  twisted  together  to 
a  circular  section,  six  conductors  to  lay  around  the  seventh  to  an  external 
diameter  of  eighty-four  hundred  and  thirty-eight  ten-thousandths  (.843B) 
(li)  of  an  inch. 

Then  to  be  covered  with : 

First.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  ninety- 
six  hundred  and  eighty-eight  ten-thousandths  (.9688)  (f  i)  of  an  inch. 

Second.  A  layer  of  commercial  cotton  tape  about  one  thirty-second  (^) 
of  an  inch  in  thickness. 

Third.  A  close  braid  of  No.  30  3-ply  linen  gilling  thread,  braided  with 
three  ends. 

Fourth.  A  close  braid  of  No.  30  3-ply  linen  gilling  thread,  braided 
with  four  ends,  to  a  finished  diameter  of  one  and  one-eighth  (i^)  inches. 

24.  Controller  cable  shall  be  furnished  in  lengths  of  twenty-five  (25) 
feet,  each  length  to  be  fitted  at  each  end  with  a  thoroughly  water-tight 
male  coupling,  the  coupling  to  be  in  exact  conformity  with  the  design 
approved  by  the  Bureau. 

25.  Controller  cable  and  couplings  must  show  an  insulation  resistance 
between  conductors  and  from  each  conductor  to  ground  of  not  less  than 
one  (i)  megohm  after  immersion  in  sea  water  at  a  temperature  of  seventy- 
two  (72®)  degrees  F.  for  a  period  of  twenty-four  hours. 

Interior  CoififUNiCATioN  Cablb. 

26.  This  cable  shall  contain  from  two  to  twenty  separate  condtictors,  as 
may  be  required. 

The  tmit  conductor  of  each  cable  shall  be  constructed  in  conformity 
with  the  specifications  for  bell  wire,  except  that  no  tape  or  braid  shall  be 
put  on;  the  layer  of  vulcanized  rubber  must  be  of  an  external  diameter 
of  fourteen  hundred  and  twenty-five  ten-thousandths  (.1425)  of  an  inch. 

Each  cable  is  then  to  be  constructed  as  follows: 

The  requisite  number  of  unit  conductors  for  each  type  of  cable  is  to  be 
laid  up  or  twisted  together  and  filled  with  jute  laterals  to  a  drcalar 
section,  the  lay  and  filling  to  conform  to  the  designs  approved  by  the 
Bureau  January,  1897. 

Then  to  be  covered  with: 

First.  A  layer  of  commercial  cotton  tape  about  one  thirty-second  (jV) 
of  an  inch  in  thickness. 

Second.  A  layer  of  vulcanized  rubber,  to  be  of  circular  section,  and 
to  have  a  smooth  surface  in  the  finished  cable  and  an  external  diameter 
in  exact  conformity  with  that  set  forth  in  the  table  following. 

Third.  A  layer  of  commercial  cotton  tape  about  one  thirty-second  (A) 
of  an  inch  in  thickness. 

Fourth.  A  close  braid  of  No.  20  2-ply  cotton  thread,  braided  widi 
three  ends,  for  all  cables  of  less  than  twelve  (12)  conductors,  and  of  No. 
16  3-ply  cotton  thread,  braided  with  four  ends,  for  all  cable  of  and  above 
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twelve  (12)  conductors.  The  finished  diameter  must  be  in  exact  con- 
formity with  that  set  forth  in  the  table  following. 

Fifth.  One  unit  conductor  in  each  lay  of  the  cable  must  be  braided 
with  No.  60  cotton  thread.  This  braid  to  be  white  and  not  to  be  filled 
with  any  compound  that  will  affect  its  color. 

27.  The  following  table  contains  the  prescribed  dimensions  of  the 
standard  cables,  in  accordance  with  the  specified  construction  of  the 
Bureau's  desig^ns  above  mentioned,  No.  825  A,  Equipment  Department, 
Navy  Yard,  New  York. 


Dimensions  of  Standard  Interior  Communication  Cable. 


Diameter  in  inches. 

Diameter  in  |^  of  an  inch. 

Conductors. 

Oyer 
Conductors. 

Over 
Tape. 

Over  rule, 
rubber. 

Over 
Tape. 

Over 
Braid. 

2 

.285 

.307 

.344 

.385 
.428 

.428 

.471 

.515 

.559 
.570 
.592 
.604 
.629 
.648 
.670 

.693 

.713 
.71*^ 

.348 
.370 
.406 

.447 
.490 

.490 

.533 

.577 
.622 

•633 

.691 

.7" 
.732 
.756 
.775 

16 

17 
18 

20 

21 

21 

22 

24 

25 

26 

26 

27 
27 
28 
29 
29 
30 
30 
31 

18 

19 
20 

22 

23 
23 
24 
26 

27 
28 

28 

29 
29 
30 
3" 
31 
32 
"^2 

21 

3 

4 

22 

23 
25 
26 

*t  •••••••••• 

c 

J  ••• 

6 

7 

26 

8 

27 
29 
30 

31 
31 
32 
32 

33 
34 
34 

35 

It 

Q 

lO 

II 

12 

i-x 

J  •••••••••• 

14 

15 

16 

17 

18 

ig 

7  •••••••••• 

20 

•  /  J** 

^^                   I 

33 

•?" 

Unit  Conductor. 


Wire 
Number. 

C  M. 

Diameter  in  Inches. 

Over  copper. 

Over  Para 

rubber. 

Over  vnlc. 
robber. 

16 

2.583 

.05082 

.081 

.1425 

Unless  called  for  in  smaller  lengths,  all  interior  communication  cable 
must  be  delivered  in  lengths  of  not  less  than  five  hundred  (500)  feet 

28.  Tests. — ^The  tests,  in  addition  to  ascertaining  conformity  with  the 
foregoing  specifications,  will  be  as  follows: 

(a)  The  insulation  resistance  between  conductors  and  from  conductors 
to  ground  shall  not  be  less  than  one  thousand  (1,000}  megohms  per  one 
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thousand  (1,000)  feet,  after  immersion  in  sea  water  at  seventy-two  (72*) 
degrees  F.  for  a  period  of  twenty-four  (24)  hours. 

(b)  The  finished  cable  will  then  be  subjected  alternately, for  several  hours 
at  a  time,  for  a  period  of  twenty-four  (24)  hours,  to  a  temperature  of  one 
hundred  and  eighty  (180*')  degrees  F.  (dry  heat)  and  the  temperature  of 
the  air. 

(c)  The  insulation  will  then  be  tested,  after  an  immersion  in  sea  water 
at  seventy-two  (72°)  degrees  F.  for  a  period  of  twenty-four  (24)  hours, 
and  must  show  no  variation  on  the  results  of  the  previous  tests. 

WHISTLE  CABLE. 

29.  Whistle  cable  will  be  classed  as: 

Double  conductor. 
Triple  conductor. 

Whistle  Cable,  Double  Conductor. 

30.  Each  conductor  shall  be  constructed  as  follows: 

First.  A  copper  conductor  consisting  of  seven  (7)  No.  22  B.  &  S.  G. 
tinned,  annealed  copper  wires,  six  of  the  wires  to  lay  around  the  seventh; 
each  single  wire  to  have  a  measured  conductivity  of  not  less  than  ninety- 
eight  (98)  per  cent,  and  the  conductor  as  a  whole  of  not  less  than  ninety- 
five  (95)  per  cent,  of  that  of  pure  copper  of  the  same  number  of  circular 
mils. 

Second.  A  layer  of  pure  Para  rubber,  taped  or  rolled  on  to  a  thickness 
of  not  less  than  one  sixty-fourth  (^f)  of  an  inch;  if  taped,  the  tape  to  lap 
one-half  its  width  to  a  diameter  of  one  hundred  and  six  thousandths 
(.106)  of  an  inch. 

Third.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  two 
hundred  and  forty-six  thousandths  (.246)  of  an  inch. 

Two  conductors  so  constructed  are  to  be  laid  or  twisted  together  and 
filled  with  jute  laterals  saturated  with  an  insulating  compound  to  a  cir- 
cular section  and  an  external  diameter  of  four  hundred  and  ninety-two 
thousandths  (492)  of  an  inch. 

Then  to  be  covered  with: 

First.  A  layer  of  commercial  cotton  tape  to  a  diameter  of  five  hundred 
and  fifty-two  thousandths  (.552)  of  an  inch. 

Second.  A  layer  of  vulcanized  rubber  to  a  diameter  of  twenty-one 
thirty-seconds  ('f  2)  of  an  inch. 

Third.  A  close  braid  of  No.  30  3-ply  linen  gilling  thread  braided  with 
four  (4)  ends,  to  a  finished  diameter  of  eight  hundred  and  thirty-two 
thousandths  (.832)  of  an  inch. 

Whistle  Cable,  Triple  Conductor. 

31.  Each  conductor  shall  be  constructed  as  follows: 

First.  A  copper  conductor  consisting  of  seven  (7)  No.  22  B.  &  S.  G. 
tinned,  annealed  copper  wires,  six  of  the  wires  to  lay  around  the  seventfi; 
each  single  wire  to  have  a  measured  conductivity  of  not  less  than  ninety- 
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eight  (98)  per  cent  and  the  conductor  as  a  whole  of  not  less  than  ninety- 
five  (95)  per  cent  of  that  of  pure  copper  of  the  same  number  of  circular 
mils. 

Second.  A  layer  of  pure  Para  rubber,  taped  or  rolled  on  to  a  thickness 
of  not  less  than  one-sixty-fourth  (^}  of  an  inch;  if  taped,  the  tape  to  lap 
one-half  its  width,  to  a  diameter  of  one  hundred  and  six  thousandths 
(.106)  of  an  inch. 

Third.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  two 
hundred  and  six  thousandths  (.206)  of  an  inch. 

Three  conductors  so  constructed  are  to  be  laid  or  twisted  together  and 
filled  with  jute  laterals  saturated  with  an  insulating  compound  to  a  cir- 
cular section  and  an  external  diameter  of  four  hundred  and  forty-three 
thousandths  (.443)  of  an  inch. 

Then  to  be  covered  with: 

First.  A  layer  of  commercial  cotton  tape  to  a  diameter  of  five  htmdred 
and  three  thousandths  (.503)  of  an  inch. 

Second.  A  layer  of  vulcanized  rubber  to  a  diameter  of  twenty-one 
thirty-seconds  (|i)  of  an  inch. 

Third.  A  close  braid  of  No.  30,  3-ply  linen  gilling  thread,  braided 
with  three  ends. 

Fourth.  A  close  braid  of  No.  30,  3-ply  linen  grilling  thread,  braided 
with  four  ends,  to  a  finished  diameter  of  eight  hundred  and  thirty-three 
thousandths  (.833)  of  an  inch. 

Unless  called  for  in  smaller  quantities,  all  whistle  cable  must  be  de- 
livered in  lengths  of  not  less  than  500  feet 

32.  Tests. — ^The  tests,  in  addition  to  ascertaining  conformity  with  the 
foregoing  specifications,  will  be  as  follows: 

(a)  The  insulation  resistance  between  conductors  and  from  conductors 
to  ground  shall  not  be  less  than  5000  megohms  per  1000  feet  after  im- 
mersion in  sea  water  at  72^  F.,  for  a  period  of  24  hours. 

(b)  The  finished  cable  will  then  be  subjected  alternately  for  several 
hours  at  a  time,  for  a  period  of  24  hours,  to  a  temperature  of  200^  F. 
(dry  heat)  and  the  temperature  of  the  air. 

(c)  The  insulation  resistance  will  then  be  tested,  after  an  immersion  in 
sea  water  at  72**  F.,  for  a  period  of  24  hours,  and  must  show  no  variation 
on  the  results  of  the  previous  test 

Special  Cable  for  Engine  Telegraph  (Fiskb). 

Z3.  The  transmitter  and  receiver  shall  be  connected  by  a  cable  of  two 
30,000  cm.  (30,858  cm.  actual)  standard  lighting  wires,  except  that  they 
shall  not  be  covered  with  tape  or  braid. 

Two  such  wires  will  be  laid  up  or  twisted  together  with  jute  laterals 
saturated  with  an  insulating  compound  to  a  circular  section  and  an  ex- 
ternal diameter  of  {}  of  an  inch. 

Then  to  be  covered  with: 

First.  A  layer  of  commercial  cotton  tape  about  3^  of  an  inch  in  thick- 
ness. 

Second.    A  layer  of  vulcanized  rubber  to  an  external  diameter  of  ff 
of  an  inch. 
48 
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Third.  A  layer  of  commercial  cotton  tape  about  ^^  of  an  inch  in  thick- 
ness. 

Fourth.  A  close  braid  of  No.  20,  2-ply  cotton  thread,  braided  with 
three  ends  to  a  finished  diameter  of  i^  inches. 

Special  Cable  for  Range  Finder  (Fiske). 

34.  The  connections  for  the  range  finder  shall  be  run  by  cable  of  the 
following  construction: 

The  conductors  shall  consist  of  three  (3)  20,000  cm.  (22,799  cm.  actual) 
standard  lighting  wires,  and  one  (i)  standard  bell  wire,  except  that  they 
shall  not  be  covered  with  tape  or  braid. 

The  four  wires  so  constructed  shall  be  laid  or  twisted  together  with 
jute  laterals,  saturated  with  an  insulating  compound,  to  a  circular  section 
and  an  external  diameter  of  twenty-eight  thirty-seconds  (J|)  of  an  inch, 
the  three  large  conductors  to  lay  around  the  bell  wire. 

Then  to  be  covered  with: 

First.  A  layer  of  commercial  cotton  tape  about  one  thirty-second  (fji) 
of  an  inch  in  thickness. 

Second.  A  layer  of  vulcanized  rubber  to  an  external  diameter  of  one 
and  one-sixteenth  (i^z)  inches. 

Third.  A  close  braid  of  No.  16,  2-ply  cotton  thread  to  a  finished 
diameter  of  one  and  one-eighth  (ij^)  inches. 

PERMANENT  AND  MOVABLE  ELECTRIC  LIGHT  FIXTURES. 

Permanent  Electric  Light  Fixtures. 

1.  The  standard  permanent  fixtures  are: 

Bulkhead. 

Bunker. 

Ceiling  Nos.  i,  2,  3. 

Steam  tight. 

Bracket  (single  or  double). 

Double  truck. 

Binnacle  light. 

Movable  Electric  Light  Fixtures. 

2.  The  standard  movable  fixtures  are: 

Desk  light. 

Running  lights  (masthead  and  side). 

Towing  light. 

Top-light. 

Stay  light. 

Magazine  lantern. 

Signal  lantern  (white,  green  or  red). 

Battle  lantern. 

Deck  lantern. 

Portable. 

Cargo  reflector. 
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Navigator's  lantern. 
Diving  lantern. 
Telegraph  light. 

3.  All  the  foregoing  fixtures  and  lights  must  conform  strictly  to  the 
Bureau's  desig^ns,  blue  prints  of  which  can  be  had  on  application  to  the 
Bureau  or  to  the  Equipment  Department,  New  York  Navy  Yard. 

Electroliers. 

4.  Electroliers  are  to  be  of  commercial  types,  finished  in  silver  or  dark 
bronze  or  as  directed. 

5.  Those  for  torpedo-boats  will  combine  two  electric  lights  with  a  lamp 
of  hurricane  type.  Electroliers  will  be  supplied,  wired  and  fitted  with 
shades  and  key  sockets;  the  shades  and  sockets  to  be  of  standard  pattern. 

6.  Electroliers  to  be  fitted  with  four  stay  chains  of  same  finish  as  the 
fixture. 

Permanent  Fixtures. 

7.  Bulkhead  and  steam-tight  fixtures  will  be  finished  in  dark  bronze.  To 
be  supplied  with  globe,  mounting  block  and  socket,  of  standard  pattern. 

8.  Ceiling  fixtures  No.  /,  No.  2  and  No,  3  are  intended  for  general  use. 
The  No.  3  to  be  used  as  electroliers.  All  to  be  finished  in  oxidized 
silver  or  dark  bronze  or  as  directed;  each  to  be  supplied  with  globe, 
mounting  block  and  socket  of  standard  pattern. 

9.  Commercial  ceiling  fixture  of  same  design  as  desk-light  shade-holder, 
but  fitted  to  a  base  similar  to  that  of  the  single  bracket)  to  be  supplied  with 
shade,  mounting  block  and  key  socket  of  standard  pattern;  to  be  finished 
in  silver  or  dark  bronze  or  as  directed. 

10.  Brackets  to  be  finished  in  silver  or  dark  bronze  or  as  directed;  to  be 
fitted  with  shade,  mounting  block  and  key  socket  of  standard  pattern. 

Movable  Fixtures. 

11.  All  shades,  shade-holders,  globes,  sockets  and  gaskets  shall  be  those 
of  the  Bureau's  standard  patterns  and  designs. 

12.  Desk  lights,  intended  for  use  in  offices  and  staterooms,  will  be  fin- 
ished in  either  silver  plate  or  dark  bronze  or  as  directed.  All  desk  lights 
to  be  fitted  with  shade-holder,  shade  and  key  socket  of  same  finish. 

13.  Running  lights,  finished  in  dark  bronze,  fitted  for  two  lamps;  the 
masthead  type  to  be  used  for  towing  light  and  top  light;  side  lights  to  be  in 
pairs,  one  starboard  and  one  port;  the  colored  shades  for  side  and  signal 
lights  to  be  of  an  approved  depth  of  color,  and  to  be  subject  to  a  test  for 
color  at  the  Navy  Yard,  New  York.  Running  lights,  towing  and  top 
lights  to  be  fitted  with  two  keyless  bronze  sockets  and  two  D.  13  gaskets. 

14.  Magazine  lantern,  finished  in  dark  bronze  and  fitted  for  two  lamps 
and  reflectors,  to  show  light  on  four  sides.  A  seat  will  be  provided  for 
regulation  magazine  candlestick. 

15-  Signal  lantern,  finished  in  dark  bronze,  intended  for  signal  purposes. 
All  signal  lanterns  to  be  fitted  with  keyless  bronze  socket  and  D.  13 
gasket 
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i6.  Deck  lantern,  finished  in  dark  bronze  and  intended  for  general  us 
It  can  be  used  with  or  without  any  of  its  parts,  i.  e.  wire  guard  or  stean 
tight  globe. 

17.  Battle  lantern  to  be  similar  to  deck  lantern,  but  to  have  in  addition 
metal  shield  with  slide  for  the  purpose  of  shutting  off  the  light  at  the  sid 

18.  All  deck  and  battle  lanterns  to  be  fitted  with  steam-tight  gloix 
keyless  bronze  socket  and  D.  13  gaskets. 

19.  Portable,  finished  in  dark  bronze.  All  portables  to  be  fitted  wit 
keyless  bronze  socket  and  D.  13  gasket 

20.  Cargo  reflector,  finished  on  the  outside  of  reflector  in  dark  bronzi 
inside  in  white  enamel;  to  be  fitted  with  four  bronze  keyless  sockets  an 
D.  13  gasket. 

21.  Navigator's  lantern,  finished  in  dark  bronze,  to  be  fitted  with  broni 
key  socket  and  D.  13  gasket. 

22.  Diving  lantern,  polished  brass  finish,  to  be  fitted  with  bronze  keyle; 
socket  and  two  C.  18  gaskets. 

23.  Telegraph  light,  for  lighting  mechanical  telegraphs,  finished  in  dax 
bronze,  to  be  fitted  with  standard  instrument  light  socket,  rectangnh 
base,  and  D.  13  gasket. 

Shades  and  Globes. 

24.  Shades. — Shades  to  be  3%  inches  in  diameter  at  holder,  6  inches  wi( 
at  mouth,  and  4  inches  deep;  mouth  to  have  12  fiutes;  to  be  of  the  be 
opal  glass. 

25.  Globes. — All  globes  to  be  the  best  quality  of  flint  glass;  those  spec 
fled  to  be  ground  will  be  ground  on  the  inside  only,  and  sufficiently  1 
soften  the  light  but  not  to  cut  it  off  to  any  great  extent 

26.  Steam-tight  globes. — Steam-tight  globes  to  be  of  clear  glass,  not  moi 
than  }i  inch  thick  nor  less  than  ^  inch  thick;  outside  length,  8  inchej 
outside  diameter,  3^^  inches. 

27.  Globes  for  ceiling  fixtures. — Globes  for  C.  F.  No.  i  to  be  of  groun 
glass,  5  inches  in  diameter  and  6  inches  deep;  to  be  not  more  than  ] 
inch  nor  less  than  %  inch  thick;  to  secure  to  the  metal  collar  of  di 
fixture  by  means  of  a  coarse  screw  thread,  4  to  the  inch.  Globes  fc 
C.  F.  No.  2  and  No.  3  to  be  either  ground  or  clear,  as  directed,  not  moi 
tlian  %  nor  less  than  %  inch  thick;  diameter  inside,  7^  inches;  dept 
inside,  3^  inches.  To  .secure  to  the  metal  collar  of  the  fixture  by  men 
of  a  coarse  screw  thread,  4  to  the  inch. 

Lenses. 

28.  Lenses  for  running  lights  to  be  French  Fresnel  lenses,  the  aepani 
pieces  to  be  cut,  polished  and  set  in  a  metal  frame.  For  signal  lanten 
the  pressed  lens,  carefully  polished,  will  be  allowed. 

29.  All  fixtures,  lights  and  accessories  to  be  of  the  best  quality  an 
workmanship;  the  plating  and  bronzing  to  be  of  the  most  durable  kill 
and  sufficiently  heavy  to  withstand  the  action  of  salt  water,  and  shall  1 
sr.bject  to  test  as  to  the  fulfillment  of  these  specifications,  at  the  Ne 
York  Navy  Yard,  or  as  directed. 
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ACCESSORIES  AND  INSTRUMENTS. 

Switchboard. 

1.  The  design  of  switchboard  in  general  to  be  such  that  any  number  of 
dynamos  may  run  singly  on  the  lighting,  search-light  or  motor  circuits, 
or  any  combination  of  them  in  parallel ;  and  any  combination  of  the  num- 
ber of  the  dynamos  may  run  in  multiple  on  any  of  the  circuits,  or  any 
combination  of  them  in  parallel. 

2.  The  switchboard  to  consist  of  a  switchboard  proper  and  two  instru- 
ment boards,  the  bases  of  all  to  be  made  of  slate  or  marble  of  uniform 
thickness,  not  less  than  i  inch.  If  slate  is  used  it  will  be  finished  with 
black  enamel  on  all  sides. 

3.  The  switchboard  proper  shall  have  two  common  positive  bars  and  as 
many  double  negative  bars  as  there  are  dynamos  used  in  connection  with 
it. 

4.  The  material  of  the  bars  to  be  of  copper  of  high  conductivity,  the 
size  to  be  ample  for  any  capacity  that  may  be  demanded  of  them. 

5.  Allowance  to  be  made  in  securing  the  bars  to  the  board  to  insure 
against  detrimental  effects  from  expansion. 

6.  Both  positive  and  negative  bars  shall  be  permanently  connected  at 
the  back  of  the  board,  and  each  shall  have  as  many  terminals  as  there 
are  dynamos. 

7.  There  shall  be  a  double-pole  switch,  of  all-drawn  pure  copper,  for 
each  dynamo,  connecting  the  terminals  of  the  equalizing  wire  and  of  the 
negative  bus  bars  with  a  common  equalizer  and  a  common  negative  bar. 

8.  The  circuits  to  terminate  at  the  back  of  the  board;  conical  copper 
thimbles  to  be  provided  for  capping  the  ends  of  the  feeders;  the  thimbles 
to  fit  in  conical  holes  on  the  back  of  the  board  and  to  be  secured  by 
screws. 

9.  The  positive  leg  to  be  connected  by  a  single  switch  to  the  positive 
bus  bar,  and  the  negative  leg  by  a  double-throw  shifting  switch,  by 
which  current  is  taken  from  the  negative  bus  bar. 

10.  The  circuit  switches  to  carry  150  amperes  unless  otherwise  directed; 
the  negative  bus  bars  to  carry  the  maximum  capacity  of  their  dynamos; 
the  positive  bus  bars  to  carry  the  maximum  capacity  of  all  the  dynamos 
connected  to  either  leg.  There  must  be  a  spring  clip  fuse  between  each 
terminal  and  corresponding  bus  bar. 

11.  Name  plates  shall  be  furnished  showing  the  serial  number  of  each 
circuit,  the  character  and  location  of  its  load. 

12.  The  name  plates  to  be  placed  adjacent  to  their  respective  switches 
and  fuses. 

13.  A  name  plate  is  to  be  furnished  showing  the  name  of  the  vessel  to 
which  the  switchboard  is  to  be  supplied. 

14.  Each  negative  bus  bar  shall  have  at  its  upper  end  a  number  cor- 
responding to  the  number  of  the  generating  set  with  which  it  is  connected. 

15.  The  instrument  boards  will  be  12  inches  in  width  and  of  the  same 
length  and  thickness  as  the  switchboard  proper. 

16.  The  left-hand  instrument  board  to  be  provided  with  a  voltmeter 
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for  each  generating  set;  the  connections  to  be  made  directly  to  the  dynimc 
terminals. 

17.  The  right-hand  board  to  be  provided  with  as  many  direct-reading 
ammeters  as  there  are  generating  sets. 

18.  A  separate  board  to  be  provided  with  a  separate  voltmeter  and  am- 
meter for  each  search-light  installed,  the  instruments  for  each  circuit 
to  be  mounted  one  above  the  other,  the  voltmeters  uppermost. 

19.  Ammeters  and  voltmeters  for  the  generating  sets  to  be  marked 
with  the  number  of  the  set;  ammeters  and  voltmeters  for  search-light 
circuits  to  be  marked  with  the  name  and  number  of  the  particular  light 

20.  The  shunt  rheostats  to  be  mounted  on  a  separate  panel  of  similai 
material  to  that  of  the  switchboard;  to  be  placed  in  regular  order  and 
marked  with  numbers  corresponding  to  those  of  the  generating  sets. 

Field  Rheostats. 

21.  Field  rheostats  are  to  be  constructed  with  reference  to  the  par- 
ticular service  required  of  their  generating  sets,  and  shall  contain  no 
combustible  or  absorbent  material. 

22.  They  must  be  as  compact  as  possible,  be  well  ventilated,  have  suffi- 
cient range  to  compensate  for  the  increased  resistance  of  the  field  coili 
due  to  heating,  and  have  the  contact  points  so  arranged  that  the  resist- 
ance of  the  field  coils  can  be  varied  by  small  amounts. 

23.  The  material  of  the  coils  must  be  such  as  will  resist  oxidatton  and 
will  insure  that  heating  will  not  affect  the  constituent  metals  of  its  alloy. 

24.  Each  rheostat  shall  be  marked  with  the  factory  number,  the  num- 
ber corresponding  to  the  generating  set  with  which  it  is  used»  and  alM 
with  the  words  "  high  "  and  "  low,"  to  indicate  the  direction  of  the  motioi 
of  the  handle  required  for  increased  or  decreased  voltage. 

25.  Rheostats  must  be  of  approved  design,  construction  and  operation 

Gauges. 

26.  All  gauges  to  have  a  5^-inch  dial,  with  single  Bourdon  spring; 
Union  steam-gauge  cocks  and  solid-drawn  seamless  tube. 

27.  Steam  gauges  to  be  g^duated  for  o  to  160  pounds  inclusive 
Vacuum  gauges  to  be  compound  pressure,  and  vacuum  gauges  graduated 
for  30  inches  vacuum  and  40  pounds  steam. 

28.  Gauges  to  be  finished  in  nickel  plate. 

Cylinder  Lubricators. 

29.  Cylinder  lubricators  to  be  of  half-pint  or  pint  capacity,  as  directed 

30.  To  be  double-connection  automatic  sight  feed,  for  stationary  enginet, 
and  of  standard  pattern. 

31.  The  construction  to  comprise:  Oil  reservoir;  oil  filter;  water-feed 
valve;  valve  to  regulate  flow  of  oil;  steam  tube  and  condensing  duunbcr; 
drain  valve  to  draw  off  water,  sight  feed  glass;  indicator  glasa;  oil<Hli»< 
charge  pipe;  valve  to  correct  pulsation  and  unsteadiness  of  feed  vent. 

32.  Each  to  be  supplied  with  a  copy  of  directions  for  use  and  two 
sets  of  glasses  and  washers. 

33.  The  finish  to  be  nickel  plate. 
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Ammeters  and  Voltmeters. 

34.  To  be  of  the  movable  coil  type;  those  for  use  on  switchboard  or 
with  search-lights  to  be  circular;  to  be  direct  reading,  and  deadbeat 
without  mechanical  damper.  The  scales  to  be  evenly  divided  over  the 
entire  range,  beginning  at  zero.  To  have  no  magnetic  lag.  The  tem- 
perature correction  to  be  a  minimum.  The  heating  effect  to  be  negligible. 
The  parts  to  be  made  to  gauge  and  strictly  interchangeable. 

35.  The  stops  must  arrest  the  motion  at  the  coil  and  not  at  the  pointer. 

36.  The  scale  must  be  varnished  and  thoroughly  cemented  to  the  sup- 
port. The  pointers  to  be  well  balanced  and  very  narrow  in  the  direction 
of  the  plane  of  the  scale. 

yj.  Scales  for  switchboard  and  search-light  voltmeters  must  read  to  125 
volts  inclusive. 

38.  Scales  for  switchboard  and  search-light  ammeters  must  read  to  50 
per  cent,  above  the  rated  load  of  dynamo  or  search-lights. 

39.  Switchboard  and  search-light  ammeters  and  voltmeters  to  have 
water-tight  cases,  with  a  special  compartment  for  circuit  connections 
inside  the  case;  the  ammeters  to  be  of  the  shunt  type,  the  shunts  to  be 
contained  in  special  water-tight  metal  cases;  the  voltmeters  to  be  fitted 
with  a  normal  index. 

40.  Portable  ammeters  must  have  a  scale  to  150  inclusive,  and  be  sup- 
plied in  a  carrying  case  of  varnished  hard  wood. 

41.  Portable  voltmeters  must  have  15  and  150  scales,  and  be  supplied  in  a 
carrying  case  of  varnished  hard  wood. 

Tachometer  and  Counter. 

42.  Portable  hand  tachometers  are  to  be  furnished  in  morocco  cases. 

43.  The  scales  to  be  graduated  from  100  to  1,000  revolutions. 

44.  Each  tachometer  to  be  supplied  with  two  sets  of  gear  wheels,  by 
which  speeds  of  50  to  500  and  200  to  2,000  may  be  indicated. 

45-  Hand  counters  are  to  be  furnished  in  morocco  cases;  to  be  of  an 
approved  type. 

46.  Tachometers  and  counters  are  to  be  finished  in  nickel  plate. 

Testing  Sets  and  Generators. 

47.  Portable  testing  sets  are  to  comprise  a  Wheatstone  bridge,  rheostat 
galvonometer,  battery  and  keys,  in  polished  mahogany  cases. 

48.  The  bridge  coils  to  be  of  i — lo^ioo  and  10—100—1,000  ohms  with 
reversing  arm  plug  switch. 

49.  The  rheostat  coils  to  be  of  i — 2 — 2 — 5 — 10—20—20 — 50^100—200— 
200 — 500 — 1,000 — 2,000 — 2,000 — 5,000  ohms.  The  coils  to  be  of  platinoid, 
and  to  be  accurate  to  within  one-fifth  of  I  per  cent. 

50.  The  galvanometer  to  be  of  D'Arsonval  pointer  type,  and  to  have  a 
sensibility  of  not  less  than  one  division,  with  one  Leclanche  cell,  through 
100,000  ohms  in  circuit. 

51.  The  battery  to  consist  of  six  chloride  of  silver  cells,  with  suitable 
selecting  cords  admitting  of  connections  to  any  two  in  the  three  sets. 
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Motor. 

65.  The  motor  to  be  series  wound  for  80  volts,  four  pole,  four  field  coils; 
armature  to  be  slotted  ring;  series  wound  with  the  cross  connections 
back  of  the  commutator. 

66.  The  brushes  to  be  carbon,  copper  plated,  end  feed  at  angle  to  radius. 

67.  The  brush  holders  to  be  provided  with  facilities  for  adjustment  and 
for  securing  in  proper  position. 

68.  The  headboard  to  have  binding  posts  connecting  to  the  line  wires 
and  the  junction  between  the  field  and  armature  windings. 

69.  The  construction  to  be  such  as  will  prevent  any  accidental  contact 
with  this  connection  by  line  wires. 

Heating. 

70.  The  journal  is  to  run  cool. 

71.  The  maximum  increase  of  the  temperature  of  the  windings  of  both 
the  field  and  armature  shall  not  be  more  than  70°  F.  over  that  of  the 
surrounding  air,  measured  by  increase  of  resistance  method  when  run 
on  free  inlet  and  outlet. 

72.  The  motor  shall  not  be  ventilated  through  the  fan. 

Lubrication. 

73.  The  journal  is  to  be  efficiently  lubricated  by  a  sight  feed  oil  cup  of 
sufficient  capacity  for  an  8-hour  run,  which  is  to  be  located  on  the  top 
of  the  motor  frame  and  connected  to  the  journal  by  a  feed  tube. 

74.  The  ends  of  the  support  to  journal  bushing  are  to  be  provided 
with  extensions  and  channels  adapted  to  catch  the  expended  oil  and 
conduct  it  through  a  tube  to  a  receptacle  at  the  bottom  of  the  set  which 
is  to  be  provided  with  a  drip  cock  for  emptying  as  required. 

Insulation. 

75.  No  insulating  material  that  can  be  injured  by  moisture  or  a  tem- 
perature of  200*^  F.  shall  be  used. 

76.  All  the  turns,  windings  and  cross  connections  to  be  coated  with  an 
approved  insulating  varnish  as  wound  on  or  put  in  place. 

77.  The  completed  field  coils  and  armature  shall  be  thoroughly  covered, 
to  exclude  oil  moisture. 

78.  The  insulation  resistance  between  the  conductors  of  the  connected 
machine  and  frame  shall  not  be  less  than  i  megohm,  measured  with  not 
over  1,000  volts  before  and  after  test 

79.  To  be  furnished  with  six  extra  set  brushes,  two  extra  oil-cup  glasses, 
one  extra  set  brush-holder  springs,  two  25-foot  lengths  canvas  hose  fitted 
with  couplings,  to  attach  together  or  to  either  the  inlet  or  outlet  of  the 
exhauster. 

80.  To  be  supplied  in  a  painted,  hard-wood,  strongly-made,  tightly- 
fitted,  screw-fastened  box  with  brass  hinges,  lock  and  transporting  handles. 
Chocks  to  be  fitted  and  secured  to  keep  the  set  in  place  when  transported. 
The  spare  parts  to  be  fitted  in  separate  divisions  in  upper  part  of  box. 


^zsK  x-T^  :ia^cxzr  r*JS. 


-f    T'-.-r  in:.-.    -:.  i.-=-c  isn  i='i  iiarl.  r:  "s* 
.r   -.'-.•  1:: :    v:^  -zr^-;  TztZfur  Tisheri.  tc   •'I'giffr  Tirarijn  acd  pre- 

y:  7':r  ir-narir-  :.-  :»i  =;:ce^  irszi.  The  £eld  asd  arzamre  to  be 
•ii;  .:4.r  -I7  tr:r-r:M  rr.r:  :j:e  icc^s  :t  rioiacare.  oil  aad  dirt.  The 
-•-i^ihti  ::  :*i  nrr-;-  ^-Jiji  *::i  :*^  The  ssslarica  resistance  to  be  not 
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17    T'-fi  :-cr-Lr; :-  i;  it;  T-.:h  2.  r::r::=::i=:  of  noise,  friction  and  Tibration. 

ife.   Tz*  K.r-.zL  Tirrrrj  -:i=iber  ird  '^aicer's  -aire  to  be  on  a  name  plate. 

v;.   Zi:h  5c:  *^--ll  :e  :-c::l:*i  T:ih  i=  exira  set  of  bmshes  for  each  fan. 


Srjcift  Fans. 

yc.  En:ke:  nzi  ar»  t:  hare  a  rated  capacitr  of  one-sixth  H.  P.,  to  be 
wcir:  ::r  :::  v:"ti.  anl  tD  be  fitted  with  a  4-bladed  fan  16  inches  in 

;;  The  specidcaticzj  for  finish,  switch  and  rheostat,  bearings,  fittings, 
fa.-,  i'.iard.  base,  anr-ature.  protection  of  armature  and  field,  brushes, 
:nsu!a::cc  resistance,  operation,  name  plate  and  spare  brushes  will  be  the 
5ar:e  as  those  prescribed  for  the  12-inch  desk  fan. 

gj.  The  base  to  be  constructed  for  securing  against  a  bulkhead. 

93.  The  motor  and  fan  to  be  so  mounted  that  the  direction  of  the  air 
c'.:rrent  can  be  varied.     The  speeds  to  be  about  1.500.  1,200  and  80a 

Rheostats  for  Motors. 

04-  To  be  of  four  types:  (a)  Starting:  (b)  regulating;  (c)  regulating  and 
rcversinji::  (d)  special,  to  be  as  directed. 

05.  All  are  to  be  provided  with  an  automatic  circuit  braker  to  protect 
the  armature  in  the  case  of  overload,  or  failure  to  open  the  circuit  at  the 
rheostat. 

iXS.  I'nless  otherwise  directed:  (a)  The  resistance  on  the  first  point  shall 

bo   such  that  80  per  cent,  of  the  line  voltage  shall  be  dropped  in  the 

ihcostat  with  the  current  of  the  rated  capacity;  (b)  the  device  shall  open 

thr  circuit  at  50  per  cent,  over  load. 

i>7.  The  capacity  is  to  be  obtained  without  paralleling  of  coils,  unless 

are  capable  of  carrying  the  full-line  voltage. 

Starting  rheostats  shall  be  capable  of  carrying  safely  the  fall-rated 
C  for  15  seconds. 
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99.  Regulating  and  reversing  rheostats  shall  be  of  such  resistance  and 
capacity  as  shall  be  directed.  Reversing  rheostats  shall  reverse  the  arma- 
ture current  only.  Regulating  rheostats  shall  be  used  in  all  cases  for 
ventilating  sets. 

100.  The  construction  throughout  shall  be  fireproof.  All  springs  to  be 
of  phosphor-bronze  and  to  carry  no  current.  All  slate  to  be  black  enam- 
eled over  the  entire  surface  to  prevent  absorption  of  moisture.  All  wind- 
ings of  cut-out  magnet  coils  to  be  run  through  an  approved  insulating 
varnish  as  it  is  wound  on.  The  outside  of  the  coils  to  be  well  varnished 
and  taped.    No  combustible  or  absorbent  material  to  be  used. 

loi.  The  terminals  shall  be  marked  with  a  designing  letter  or  number. 
The  factory  number  and  capacity  of  the  rheostat  to  be  plainly  marked. 
The  contact  points  to  be  ample  in  size  and  well  fitted  on  surfaces. 

102.  The  circuit  to  be  opened  by  a  quick  uncontrolled  movement  for 
the  larger  sizes.  Where  the  current  is  of  sufficient  power  to  necessitate 
it,  the  makes  and  breaks  shall  be  made  on  auxiliary  points.  When  so 
directetd  the  entire  rheostat  and  contacts,  excepting  the  lever,  shall  be 
enclosed  in  a  water-tight  fire-proof  case.  In  this  case  the  lever  is  to  be 
provided  with  marks  indicating  the  different  positions  of  control.  The 
insulation  resistances  to  be  not  less  than  i  megohm. 

103.  All  rheostats  to  be  of  approved  design,  construction  and  operation. 

Electric  Operators  for  Steam  Whistles  and  Sirens. 

104.  To  consist  of:  A  valve  operated  by  an  electromagnet  and  also  by 
hand;  a  clockwork  mechanism  by  which  a  contact  is  kept  closed  auto- 
matically for  6  seconds  in  every  minute;  a  switch  by  which  the  valve  is 
controlled  from  the  bridge. 

105.  The  base  of  the  valve  chamber  is  to  be  a  composition  casting 
flanged  to  6}i  inches,  to  make  a  Range  joint  with  2^-inch  iron  pipe  size 
pipe.  The  main  valve  is  to  be  operated  by  an  auxiliary  valve,  which  is 
in  turn  operated  by  the  armature  of  the  magnet;  the  hand-control  lever 
to  operate  directly  on  the  spindle  of  the  main  valve. 

106.  The  lever  is  to  be  mounted  and  supplied  with  a  phosphor-bronze 
retracting-spring  guide  pulley,  with  clamp  for  securing  to  the  steam  pipe. 
A  turned  and  polished  mahogany  handle  is  to  be  supplied  for  the  chain. 
The  lever  and  handle  are  to  be  provided  with  shackles  for  attaching  the 
chain. 

107.  The  magnet  is  to  be  placed  in  a  water-tight  metal  case.  The  coils 
shall  be  multiple  wound,  so  that  the  self-inductive  discharge  shall  be 
minimized.  A  device  for  absorbing  the  inductive  discharge  shall  be  pro- 
vided and  located  at  the  terminals  in  the  magnet  case.  The  magnet  is  to 
be  so  designed  that  the  maximum  increase  in  temperature  over  the  sur- 
rounding air  shall  not  be  over  70**  F.,  measured  by  the  electrical  method. 
The  wire  is  to  be  run  through  an  approved  insulating  varnish  as  it  is 
wound  on.  The  exterior  of  the  coils  is  to  be  well  varnished  and  covered. 
The  connection  to  the  circuit  is  to  be  made  in  a  cable  coupling  case  in 
which  the  conduit  terminates.  The  terminals  of  the  coil  are  to  be  wdl 
secured,  and  with  a  considerable  length  of  surface  insulation. 
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io8.  The  clockwork  mechanism  is  to  be  mounted  in  a  metal  case  with 
hinged  lock  cover.  The  clockwork  is  to  be  an  8-day  movement  with  all 
parts  of  non-oxidizable  metal.  Means  are  to  be  provided  for  the  visual 
indication  of  the  operation  of  the  clockwork  and  for  starting.  The  con- 
tact points  to  be  of  platinum  and  of  ample  size  for  extended  service  with- 
out renewal,  and  to  give  a  double-pole  break.  A  separate  double-pole 
contact  device  shall  be  provided  in  the  case,  so  that  the  apparatus  can  be 
controlled  in  the  chart-house. 

109.  The  controlling  switch  for  the  bridge  shall  be  of  water-tight  con- 
struction. To  be  adapted  for  mounting  on  a  bulkhead  or  bridge  raiL 
The  movement  of  the  lever  to  the  first  point  to  give  a  closed  circuit  for  a 
continuous  or  at-will  blast.  The  secured  point  to  be  in  a  series  with  the 
automatic  contact  which  is  operated  by  the  clockwork.  Means  for  re- 
taining the  switch  on  this  point  are  to  be  provided.  The  entire  mechanism 
of  the  controlling  switch  is  to  be  mounted  on  one  base;  the  functions  of 
the  points  to  be  indicated. 

no.  The  tests  will  be  made  for  normal  operation  at  80  volts,  and  160 
pounds  steam.  The  construction  and  fixed  adjustment  shall  also  be  such 
that  the  operation  shall  be  efficient  and  the  parts  shall  withstand,  without 
detriment,  an  operation  at  60  and  100  volts,  and  50  and  300  pounds  steam 
and  water  pressures. 

111.  All  terminals  to  be  marked  with  a  designating  letter  or  nnmber. 
Each  outfit  to  be  supplied  with:  One  set  spare  springs  for  clockwork; 
one  extra  key  for  case;  ten  feet  brass  flat-link  chain  for  hand  operation; 
one  copy  instructions  for  care  and  operation ;  one  copy  of  diagram  of  con- 
nections. 

112.  All  to  be  of  approved  design,  construction  and  operation. 

Annunciators. 

113.  Annunciators  to  be  of  two  types:  Water-tight  and  nonwater-tight 

Annunciators  (Water'tight). 

114.  To  be  of  the  drop  type.  Cases  to  be  of  composition,  polished  on 
the  outside.  Covers  to  be  made  water-tight  by  flat  2-PI7  doth-insertton 
rubber  gaskets,  secured  by  6-32  F.  H.  machine  screws.  Special  provision 
is  to  be  made  for  clamping  down  the  hinged  side  in  addition  to  the  other 
sides,  the  clamping  to  be  effected  by  swinging  screws  and  butterfly  nuts; 
the  ends  of  the  screws  to  be  split  and  spread  to  prevent  the  nut  from 
working  loose.    The  flange  is  to  be  flush  with  the  back. 

115.  The  stufHng  tubes  to  be  furnished  separately,  with  gaskets,  and  to 
be  the  standards  shown  in  the  Bureau's  designs. 

116.  The  magrnet  coils  to  be  wound  with  single  cotton-covered  copper- 
magnet  wire,  the  wire  to  be  run  through  an  approved  insulating  varnish 
as  it  is  wound  on. 

1 17.  The  outer  surface  of  coils  to  be  well  varnished  before  being  covered. 

1 18.  The  magrnet  heads  to  be  of  hard  rubber. 

119.  The  drop  mechanism  to  be  of  such  design  and  constmction  as  to 
effectually  prevent  the  drops  from  operating  when  exposed  to  the  motion 
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of  the  vessel  or  external  mechanical  shock  or  jar,  particularly  that  of 
heavy  g^ns. 

120.  All  wooden  interior  parts  to  be  well  soaked  in  oil,  and  varnished 
before  being  secured  in  place. 

121.  The  springs  to  be  phosphor-bronze. 

122.  All  interior  metal  parts  to  be  nickel  plated. 

123.  The  drops  to  be  reset  by  a  plunger  operating  through  the  bottom 
of  the  case  through  a  water-tight  stuffing  tube. 

124.  Each  annunciator  to  be  provided  with  a  3-inch  water-tight  bell  of 
standard  pattern. 

Annunciators  (Nonwaier-tighi). 

125.  Cases  to  be  of  solid  polished  mahogany.  All  interior  wooden  sur- 
faces to  be  oiled  and  varnished. 

126.  The  drop  mechanism  and  magnet  coils  to  be  the  same  as  that 
specified  for  annunciators,  water-tight. 

127.  Each  to  be  provided  with  one  iron-box  buzzer  of  standard  pattern. 

128.  Annunciators  for  fire  alarms  will  have  in  addition  a  separate  board 
with  push  connections  for  making  or  breaking  each  circuit  running  to  the 
board. 

129.  Large  annunciators  will  be  provided  with  a  ledge  underneath  the 
outer  hinged  part  to  support  the  weight  when  open. 

Bells. 

130.  Bells  to  be  water-tight  or  nonwater-tight  as  directed,  and  of  two 
kinds:  Vibrating  bells;  single-stroke  bells. 

131.  All  bells  directed  to  be  water-tight  must  conform  strictly  to  the 
Bureau's  designs;  the  sizes  to  be  designated  by  the  diameter  of  the  gong. 

Vibrating  Bells. 

132.  Water-tight  vibrating  bells  are  to  be  in  two  sizes,  3-inch  and  6-inch, 
as  may  be  required. 

133.  Nonwater-tight  vibrating  bells  to  be  of  commercial  iron-box  type; 
to  be  in  two  sizes,  21/2  inches  and  5  inches,  as  may  be  required;  the  cover 
to  be  secured  by  a  lug  fitting  under  a  recess  on  the  gong  side,  and  a  snap 
spring  on  the  opposite  side;  the  spring  and  lug  to  insure  that  the  cover 
will  not  fall  off  under  mechanical  shock  or  jar.  To  have  pivoted  armature 
and  non-turning  binding  posts;  to  ring  easily  on  one  Leclanche  cell  and  be 
adjustable  to  ring  on  an  increased  number  of  cells. 

Single-stroke  Bells. 

134.  Water-tight  single-stroke  bells  to  be  6-inch,  and  of  same  pattern  as 
the  water-tight  vibrating  bell. 

135.  Nonwater-tight  single-stroke  bells  to  be  of  commercial  iron-box  5- 
inch  type,  and  of  the  same  pattern  as  the  nonwater-tight  vibrating  bell; 
to  have  non-turning  binding  posts  and  ring  easily  on  one  Leclanche  cell 
and  be  adjustable  to  ring  on  an  increased  number  of  cells. 

Busters, 

136.  Buzzers  to  be  water-tight  and  nonwater-tight,  as  directed. 

137.  Water-tight  buzzers  will  conform  strictly  to  the  Bureau's  design. 
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all  contacts  to  be  of  platinum.  Bosses  for  screws  to  be  flush  with  the 
back  of  the  case.  All  wire  of  windings  to  be  run  through  an  approved 
insulating  varnish  as  it  is  wound  on;  the  windings  to  be  varnished  before 
covering  is  put  on.    Joints  to  be  rosin  soldered  and  taped. 

138.  Non water-tight  buzzers  are  to  be  of  the  iron-box  type;  the  case, 
mechanism  and  cover  to  conform  to  the  specifications  for  the  2^-inch 
water-tight  bell.  All  contacts  to  be  of  platinum.  The  outside  of  the 
coils  to  be  well  varnished  or  shellaced  before  covering. 

159.  All  buzzers  to  ring  easily  on  one  Leclanche  cell  and  be  adjustable 
to  ring  on  an  increased  number  of  cells. 

Ceiling  Buttons. 

140.  Ceiling  buttons  to  be  of  commercial  porcelain  type,  l^  inch  in 
diameter. 

141.  The  interior  of  the  base  to  be  conical,  to  have  a  central  hole  for 
the  wire  lead  not  less  than  five-sixteenths  of  an  inch  in  diameter;  to  be 
provided  with  two  screw  holes  for  securing  to  the  woodwork,  and  two 
scores  in  the  rim  for  leading  in  the  wires. 

Thermostats. 

142.  Thermostats  will  be  of  the  mercurial  type;  the  mercury  to  be 
strained  and  pure. 

143.  The  contact  to  be  made  in  an  enclosed  air-tight  chamber. 

144.  The  increase  of  temperature  necessary  for  efficient  operation  must 
have  no  detrimental  effect  on  the  efficiency,  operation  or  construction  of 
the  device. 

145.  To  be  non-adjustable;  the  insulating  material  to  be  of  such  a  nature 
or  so  treated  as  to  prevent  the  absorption  of  moisture,  in  order  to  pre- 
vent grounding  or  short-circuiting. 

146.  The  chamber  to  be  arched  in  its  upper  part  in  order  that  the 
mercury  may  have  free  access  to  the  contact  point;  the  chamber  sur- 
rounding the  contact  point  to  be  of  a  reduced  cross  section. 

147.  The  supporting  and  containing  flange  to  be  as  light  as  possible  and 
to  touch  in  three  small  surfaces  only,  so  that  there  may  be  a  minimum 
conduction  of  heat  from  the  mercury.  The  diameter  of  the  flange  to  be 
iH  inch,  with  two  five  thirty-seconds  inch  holes  on  a  diameter;  distance 
to  be  i^  inch  center  to  center.  The  body  to  be  not  over  i-^  inch 
diameter,  and  ij^  inch  high  over  head  of  screw. 

148.  Thermostats  are  to  be  tested  by  suspending  them  in  dry  air,  steam- 
coil  heated.  They  must  close  the  circuit  at  not  less  than  aoo"  nor  more 
than  220°  F.,  and  not  require  more  than  ten  minutes  to  do  so. 

Telegraphs  and  Indicators. 

149.  The  connecting  points  for  all  telegraphs  and  indicators  are  to  be 
distinctly  marked  with  a  designating  number,  to  facilitate  connections  and 
avoid  danger  of  burning  out. 
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Engine  Revoluiion-order  Telegraphs, 

150.  Engine  revolution-order  telegraphs  arc  to  be  as  compact  as  pos- 
sible, that  they  may  be  installed  in  conning  towers. 

151.  The  part  of  the  device  intended  for  use  on  the  bridge  (or  in  chart- 
house  or  conning  tower)  to  consist  of  a  transmitter  and  reply  receiver;  the 
scale  to  indicate  each  revolution,  unless  otherwise  directed,  and  be  capable 
of  indicating  each  individual  point  of  the  scale  within  the  assigned  limits. 

152.  The  motion  of  the  handle  or  lever  is  to  be  in  the  same  direction 
as  the  desired  motion  of  the  vessel  unless  impracticable  from  the  principle 
of  operation  of  the  instrument;  any  motion  of  the  handle  in  either  direc- 
tion must  operate  a  distinctly  audible  signal  in  the  engine-room. 

153.  The  construction  of  the  instrument  to  be  such  that  it  can  be 
mountetd  on  a  column.  In  twin-screw  vessels  it  is  very  desirable  that 
the  instruments  for  both  engine-rooms  shall  be  combined  in  order  to 
secure  convenience  of  operation  and  simultaneous  transmission  to  both 
engines. 

154.  The  instruments  that  are  to  be  placed  in  the  engine-room  to  con- 
sist of  a  receiver  and  a  reply  transmitter,  the  dials  to  correspond  to  those 
of  the  instruments  on  deck. 

155.  The  direction  of  the  motion  of  the  handle  or  lever  of  the  reply 
transmitter  to  be  in  the  same  direction  as  the  motion  of  the  vessel  indi- 
cated by  the  deck  order,  unless  impracticable  from  the  principle  of  opera- 
tion of  the  instrument. 

156.  The  construction  of  the  instrument  to  be  adapted  for  mounting  on 
bulkheads;  in  twin-screw  vessels  to  be  mounted  on  the  longitudinal  bulk- 
head. 

157.  All  transmitters,  reply  transmitters,  receivers  or  reply  receivers 
must  be  thoroughly  water-tight;  their  dials  to  be  illuminated  by  standard 
instrument  lamps;  the  handles  or  levers  to  be  capable  of  being  secured  or 
removed  when  the  instruments  are  not  in  use. 

158.  The  design  of  engine  revolution-order  telegraph  devices  must  be 
such  that  they  will  operate  efficiently  irrespective  of  ordinary  variations 
of  circuit  potential. 

159.  All  engine  revolution-order  telegraphs,  connections  and  instru- 
ments to  be  of  approved  design,  construction  and  operation. 

Helm-order  Telegraphs, 

160.  Helm-order  telegraphs  are  to  be  of  the  simplest  possible  construc- 
tion; to  be  of  such  material  and  construction  as  to  be  unaffected  by 
moisture  and  capable  of  being  operated  on  deck  in  any  weather.  They 
are  to  be  adapted  for  mounting  on  a  pedestal  or  a  bulkhead  as  may  be 
required.  The  actuating  force  is  to  be  of  sufficient  magnitude  to  prevent 
inaccuracy  of  indication  from  ordinary  changes  in  contact  resistances. 
The  dials  to  be  direct  reading  to  the  extent  of  showing  all  convenient  and 
necessary  angles  of  helm  for  tactical  ase.  The  dials  to  be  water-tight; 
the  mechanism  to  be  so  constructed  that  the  indications  will  not  be 
materially  affected  by  ordinary  flactoations  of  circuit  potential;  the  dials 
to  be  illuminated  by  standard  instrument  lamps. 
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i6i.  The  movement  of  the  handle,  lever  or  pointer  to  correspond  to 
the  direction  of  the  movement  of  the  helm  ordered.  The  device  to  be 
operated  by  either  the  dynamo  or  transformer  current,  tapped  from 
resistance  plates. 

162.  All  helm-order  telegraphs,  connections  and  instruments  to  be  of 
approved  design,  construction  and  operation. 

Engine-revolution  and  Direction  Indicator. 

163.  The  transmitter  to  comprise  in  its  design,  construction  and  opera- 
tion the  following  features:  (a)  To  be  of  the  simplest  possible  construc- 
tion; (b)  to  be  capable  of  operating  for  extended  periods  with  minimum 
attention  or  repair;  (c)  to  be  unaffected  by  moisture;  (d)  to  be  adapted 
for  mounting  on  a  bulkhead,  or  pedestal,  or  overhead,  as  required;  (e)  to 
be  actuated  from  the  shaft  by  a  simple  device;  (Q  to  be  provided  with 
ready  and  simple  means  of  adjusting  its  power  to  compensate  for  any 
change  in  the  value  of  that  power;  (g)  to  be  able  to  operate  so  that  the 
pointers  of  the  indicators  will  give  an  indication  corresponding  to  the 
exact  value  of  the  number  of  revolutions  from  zero  to  the  assigned  maxi- 
mum, and  be  entirely  free  from  oscillation;  (h)  the  design  to  be  sndi 
that  the  value  of  the  indications  shall  not  be  appreciably  changed  in  any 
one  of  the  indicators,  should  any  number  of  the  remainder  be  cut  out 
of  circuit. 

Indicators, 

164.  The  indicators  for  the  bridge  to  be  adapted  for  mounting  singly  on 
pedestals  with  the  dials  facing  each  other,  unless  otherwise  directed.  For 
other  stations  they  shall  be  adapted  for  mounting  on  bulkheads.  The 
scale  is  to  be  uniformly  graduated,  over  its  entire  length,  by  single  rerolu- 
tions.  The  zero  and  every  ten  points  to  be  marked  in  plain  figures.  Tbe 
maximum  number  of  revolutions  to  be  as  directed.  The  scales  to  be 
illuminated  for  night  service  by  the  standard  instrument  lamp  in  vrater- 
tight  case.  The  pointer  should  move  in  the  direction  which  the  motion 
of  the  shaft  will  tend  to  move  the  ship.  The  direction  of  revolution, 
whether  ahead  or  backing,  is  to  be  plainly  marked  on  the  respective  sides 
of  the  scale.    To  be  of  water-tight  construction. 

165.  The  actuating  force  to  be  of  sufficient  magnitude  to  prevent  in- 
accuracy of  indications  from  ordinary  changes  in  contact  resistances. 

166.  All  engine-revolution  and  direction  indicators  are  to  be  of  approved 
design,  construction  and  operation. 

Helm-angle  Indicators. 

167.  The  design,  construction  and  operation  of  helm-angle  indicators 
must  comprise  the  following  features:  (a)  Simplicity;  (b)  certainty  of  con- 
tact and  action;  (c)  freedom  from  injury  from  moisture;  (d)  a  minimum 
of  attention  and  repair;  (e)  constancy  of  adjustment. 

168.  The  actuating  force  is  to  be  of  sufficient  magnitude  to  prevent 
inaccuracy  of  indications  from  ordinary  variation  of  contact  resistance  or 
circuit  potential. 

169.  The  operation  will  include  the  indication  in  the  same  dial  of  die 
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angle  of  the  tiller  with  the  keel,  and  its  direction,  starboard  or  port,  and 
be  capable  of  operating  a  number  of  dials  on  the  circuit  The  dials  to  be 
direct  reading  to  the  extent  of  showing  all  convenient  and  necessary 
angles  of  helm  for  tactical  use.  The  dials  to  be  water-tight;  the  mechan- 
ism to  be  so  constructed  that  the  indications  will  not  be  materially 
affected  by  ordinary  fluctuations  of  circuit  potential;  the  dials  to  be 
illuminated  by  standard  instrument  lamps. 

170.  The  transmitter  is  to  be  operated  as  directly  from  the  rudderhead 
as  practicable. 

171.  Helm  indicators  to  be  operated  by  dynamo  or  transformer  current. 
When  rheostats  are  used  the  connections  will  not  be  made  to  the  end 
binding  posts,  but  through  a  resistance,  to  protect  the  circuit  from  the 
full-dynamo  potential. 

172.  All  helm-angle  indicators,  connections  and  instruments  to  be  of 
approved  design,  construction  and  operation. 

Telephones. 

Telephones  far  Conning  Towers. 

173.  Unless  otherwise  directed,  the  construction  will  be  as  follows: 

174.  All  parts  excepting  the  receiver  to  be  enclosed  in  a  water-tight 
bronze  case.  The  case  to  be  in  two  parts;  one  part  to  be  swung  on  ver- 
tical hinges.  The  weight  to  be  taken  normally  by  ledges  on  the  bottom. 
The  joint  between  the  parts  to  be  made  water-tight  by  a  flat  gasket  The 
working  mechanism  to  be  attached  to  the  swinging  part  of  the  case,  and 
disposed  as  follows: 

175.  The  annunciator  drop  mechanism  is  to  be  placed  at  the  top,  and 
to  be  made  in  accordance  with  the  specifications  for  water-tight  annuncia- 
tors, which  will  be  marked  as  directed.  The  front  of  the  case,  over  the 
bell,  to  be  covered  with  gauze  or  perforated  sheet  brass  to  effectively 
transmit  the  sound.  The  base  part  to  be  surrounded  by  a  flange  flush  with 
the  back;  the  edge  to  be  raised  to  a  height  sufficient  to  take  the  size  of 
tube  required  for  the  conductors. 

176.  The  bell  to  be  3  inches  in  diameter,  of  water-tight  construction, 
and  surrounded  by  a  water-tight  covering  on  the  side,  inside  the  case. 
The  push  button  is  to  be  of  standard  water-tight  construction.  The  con- 
tacts of  both  bell  and  push-button  to  be  of  platinum. 

177.  The  transmitter  is  to  be  of  the  solid-black  type,  operated  with 
battery  current,  and  without  the  use  of  an  induction  coiL 

178.  The  switches  are  to  be  so  connected  that  only  the  station  to  be 
communicated  with  is  in  circuit  at  the  time,  in  order  to  avoid  interference. 

179.  The  switches  are  to  be  marked  as  directed,  and  in  the  same  order 
as  the  drops  of  the  annunciator.  The  openings  for  the  plungers  of  the 
switches  are  to  be  practically  water-tight 

180.  The  receiver  is  to  be  of  the  watch-case  type;  the  case  to  be  of 
bronze  and  hard,  black  rubber. 

181.  The  cords  for  the  receiver  and  the  plunger  of  the  automatic  switch 
are  to  be  led  through  the  bottom  of  the  case  in  standard  stuffing  tubes. 

182.  All  terminals  are  to  be  marked  with  a  designing  letter  or  number. 
49 
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Water-tight  Telephones. 

183.  The  water-tight  telephones,  for  use  in  stations  connected  with  the 
conning  tower,  are  to  be  constructed  as  follows: 

184.  The  transmitter  is  to  be  of  the  solid-black  type,  operated  with 
battery  current,  and  without  the  use  of  an  induction  coiL  To  be  con- 
tained in  a  bronze  case,  pivoted  back  of  the  center  of  gravity,  so  that  when 
the  receiver  is  pushed  into  the  spring  clips,  which  are  spaced  around  the 
mouthpiece,  the  added  weight  will  cause  them  to  drop  and  permit  the 
mouth  of  the  receiver  to  hang  down.  The  cutting  out  of  the  transmitter 
to  be  accomplished  automatically  by  this  movement. 

185.  The  spring  clips  are  to  be  of  ample  strength  for  securing  the 
receiver  when  the  apparatus  is  subjected  to  severe  shock  or  jar.  The 
trunnions  of  the  transmitter  are  to  be  supported  by  bronze  arms,  extend- 
ing fom  the  part  of  the  case  containing  the  bell,  push-button  and  terminals. 

186.  The  cover  of  the  case  is  to  be  of  metal,  packed  water-tight  by  a 
flat  rubber  gasket,  and  secured  by  machine  screws.  The  terminalf  are  to 
be  on  the  inside  of  the  case,  and  are  to  be  machine  screws  tapped  into 
the  metal  with  washers,  or  of  the  binding-post  type. 

187.  Lugs  are  to  be  run  out  from  the  sides  of  the  case  for  attaching  the 
instrument  to  bulkheads  with  three-eighths  inch  standard  bolts. 

188.  The  terminals  to  be  stamped  with  a  designating  number  or  letter. 

189.  The  receiver  is  to  be  of  the  watch-case  type;  the  case  to  be  of 
bronze  and  hard  black  rubber.  The  receiver  cord  to  be  nm  out  of  the 
interior  of  the  case  through  a  navy-standard  box  tube.  Facility  is  to  be 
provided  in  the  disposition  of  the  interior  parts  for  running  into  the  case 
at  either  the  sides  or  the  bottom,  with  the  conduit,  or  staffing  tubes  used 
with  molding,  as  may  be  required  for  the  location  in  which  the  instmment 
is  installed.  The  covering  of  the  cord  is  to  be  treated  with  an  insulating 
varnish,  to  prevent  the  absorption  of  moisture.  To  be  provided  with  a 
name-plate,  marked  for  the  name  of  the  station  with  which  it  is  connected. 

NonwaSer-tight  Telephones. 

190.  Nonwater-tight  telephones  are  for  use  in  the  captain's  stateroom 
and  the  chart-house.  The  transmitters  are  to  be  of  the  solid-back  type^ 
operated  by  a  battery,  without  induction  coil.  The  receivers  are  to  be  of 
the  watch-case  magneto  type,  the  containing  case  to  be  of  bronse  and 
hard,  black  rubber.  The  receiver  cords  are  to  be  provided  with  a  means 
of  relieving  the  strains  from  the  ends  attached  to  the  case,  in  order  to 
prevent  breakage  of  the  conductors.  The  braids  are  to  be  treated  with  a 
non-absorbent  compound. 

191.  The  bells  are  to  be  of  the  vibrating  type,  with  j-inch  gong%  to  be 
operated  by  battery  current.  The  push-button  to  be  of  standard  water- 
tight construction.  The  contacts  of  the  bell  and  push-button  to  be  ol 
platinum.  The  terminals  are  to  be  inside  of  the  case;  to  be  of  the  binding* 
post  t3rpe,  or  machine  screws  with  washers  tapped  into  the  metal;  to  be 
marked  with  a  designating  number.  To  be  provided  with  a  name-plate^ 
marked  for  the  name  of  the  station  with  which  it  is  connected. 
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Transformers. 

192.  To  be  of  the  rotary  direct-current  type,  transforming  from  80  volts 
to  20,  13.3,  and  6.6  volts.  The  secondary  ampere  capacity  to  be  not  less 
than  4. 

193.  The  insulation  of  commutators  to  be  mica  throughout 

194.  The  brush-holders  to  be  provided  with  stops  so  that  the  position  of 
the  brushes  cannot  be  misplaced  more  than  the  arc  corresponding  to  one 
commutator  bar. 

195.  The  wire  of  all  windings  to  be  run  through  an  approved  insulating 
varnish  as  it  is  wound  on.  The  exterior  of  the  coils  to  be  well  coated  with 
varnish. 

196.  The  spool  windings  to  be  protected  from  chafe  or  mechanical 
injury. 

197.  The  insulation  resistances  to  be  not  less  than  i  meghom,  measured 
hot,  with  500  volts. 

198.  The  maximum  heating  of  the  windings  over  the  surrounding  air  to 
be  not  over  80*  F.  in  the  armature  and  6o'  F.  in  the  shunt,  with  full-rated 
load.  All  insulating  material  of  absorbent  nature,  used  in  the  construc- 
tion, shall  be  so  treated  as  to  effectually  prevent  injury  from  the  effects  of 
moisture  or  air. 

199.  The  journals  to  be  provided  with  ring  oilers. 

200.  The  balance  of  rotating  parts  to  be  such  that  there  will  be  no  per- 
ceptible vibration. 

201.  Each  machine  to  be  provided  with  one  fire-proof  starting  rheostat 
of  not  less  than  30  or  more  than  50  ohms  cold  resistance. 

202.  All  parts  made  of  slate  to  be  black  enameled  on  all  surfaces. 

203.  The  following  strictly  interchangeable  spare  parts  are  to  be  pro- 
vided with  each  transformer:  One  armature;  one  set  of  brushes,  6  total, 
3  by  %  by  J4  inch;  one  set  of  brush-holder  springs,  6  total. 

204.  The  external  dimensions  of  transformers  shall  approximate  the 
following:  Height  over  poles,  11  inches;  width  over  terminals,  10  inches; 
length  with  shaft,  16  inches.  The  weight,  not  including  spare  parts,  not 
to  exceed  80  pounds. 

205.  The  data  as  to  gauge,  character  and  thickness  of  insulation,  and 
total  weights  of  each  size  of  wire  used  in  the  windings  is  to  be  furnished 
with  each  transformer. 

General  Alarm  Gongs. 

206.  To  be  single  stroke,  12  inches  in  diameter. 

207.  To  operate  efficiently  with  from  20  to  15  volts  at  terminals. 

208.  Resistance  to  be  not  over  525^  or  under  47^  ohms,  and  to  take 
not  over  one-half  ampere  at  20  volts. 

209.  The  adjusting  spring  to  be  of  phosphor-bronze  and  operated  from 
the  outside  of  the  base. 

210.  The  base  to  be  of  the  best  mahogany,  in  two  parts;  one  for  attach- 
ment to  the  bulkhead,  to  be  not  less  than  three-fourths  of  an  inch  thick; 
the  other  to  be  not  less  than  one-half  of  an  inch  thick  at  back. 
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211.  The  side  of  the  base  opposite  the  striker  to  be  stamped  "Top," 
and  both  parts  marked  with  a  serial  number  on  each  side  of  the  joint. 
2X2.  Brass  screws  only  to  be  used  for  holding  together. 

213.  The  two  coils  of  the  magnet  to  be  thoroughly  insulated  from  the 
cores.  The  insulation  resistance  to  be  not  less  than  i  megohm,  measnred 
with  not  less  than  100  volts.  The  magnet  heads  to  be  hard  rubber.  The 
winding  to  be  of  single  cotton-covered  copper  wire,  to  be  run  through  an 
approved  insulating  varnish  as  it  is  wound  on.  The  exterior  of  the  coils 
to  be  wrapped  with  insulating  tape  laid  closely,  varnished  and  secured  to 
effectually  prevent  access  of  moisture. 

214.  The  connections  between  coils  to  be  rosin  soldered,  taped,  and 
varnished.  The  leads  from  magnets  to  binding  posts  to  be  made  with 
standard  No.  14  B.  &  S.  G.  conductor. 

215.  The  binding  posts  to  be  inside  of  outer  base  part,  one  on  each  side, 
and  to  make  the  connections  between  magnet  and  circuit  under  washers  by 
screw  nut. 

Rheostats  for  Tapping  Lighting  Current  at  Reduced  Voltagb  for 

Interior-Communication  Circuits. 

216.  Shall  be  of  the  enamel  type.  The  capacity  to  be  such  that  die 
maximum  heating  of  the  surface  shall  not  be  over  70*  F.  in  excess  of  that 
of  the  surrounding  air.  Th^  taps  shall  be  taken  from  between  two  cqnal 
portions  of  the  resistance,  the  value  of  each  being  not  less  than  one-fonrth 
of  the  total,  so  that  the  circuit  may  not  be  exposed  to  the  full-line  voltage 
in  the  case  of  grounds.  The  terminals  to  be  marked  with  a  designatittg 
number  or  letter.  The  rheostat  to  be  marked  on  a  name  plate  with  the 
title  of  the  circuit  which  it  supplies.  The  factory  number  is  to  be  also 
plainly  marked.  The  resistances,  size  and  number  of  the  plates  to  be  as 
directed. 

Search-light  Projectors. 

217.  They  will  be  designated  as  follows:  First,  by  the  type,  as  hand 
controlled,  electric  controlled.    Second,  by  the  diameter  of  the  mirror,  as 

18-inch,  24-inch,  30-inch. 

Hand-control  Projector. 

218.  It  shall,  in  general,  consist  of  a  fixed  pedestal  or  base,  sormonnted 
by  a  turntable  carrying  a  drum.  The  base  shall  contain  the  taming 
mechanism  and  the  electric  connections,  and  be  so  arranged  that  it  can  be 
bolted  securely  to  a  deck  or  platform. 

219.  The  turntable  to  be  so  designed  that  it  can  be  rerolTed  in  a 
horizontal  plane  freely  and  indefinitely  in  either  direction,  both  regularly 
and  gradually  by  means  of  suitable  gearing,  and  rapidly  by  hand;  the 
gearing  being  thrown  out  of  action. 

220.  The  drum  to  be  trunnioned  on  two  arms  bolted  to  the  turntable^ 
so  as  to  have  a  free  movement  in  a  vertical  plane,  and  to  contain  die 
lamp  and  reflecting  mirror.  The  drum  to  be  rotated  on  its  tnninioas^ 
both  regularly  and  gradually  by  means  of  suitable  gearing,  and  npid|y 
by  hand;  the  gearing  being  thrown  out  of  action.    The  axis  <rf  die  dmm  to 
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be  capable  of  a  movement  of  not  less  than  70*  above  and  30"*  below  the 
horizontal. 

221.  The  drum  to  be  thoroughly  ventilated  and  well-balanced;  to  be 
fitted  with  peep  sights  for  observing  the  arc  in  two  planes,  and  with  hand- 
holes  to  give  access  to  the  lamp.  It  must  be  so  designed  that  either  a 
Mangin  or  a  parabolic  mirror  can  be  used,  and  a  means  for  balancing  it 
with  either  mirror  must  be  provided. 

222.  The  mirror  to  be  made  of  glass  of  the  best  quality,  free  from  flaws 
and  holes,  and  having  its  surfaces  ground  to  exact  dimensions,  perfectly 
smooth  and  highly  polished.  Its  back  to  be  silvered  in  the  most  durable 
manner;  the  silvering  to  be  unaffected  by  heat  To  be  mounted  in  a 
separate  metal  frame  lined  with  a  non-conducting  material,  in  such  a 
manner  as  to  allow  for  expansion  due  to  heat  and  to  prevent  injury  to  it 
from  concussion. 

223.  The  lamp  to  be  of  the  horizontal  carbon  type,  and  designed  for 
both  hand  and  automatic  feed.  The  feeding  of  the  carbons  must  be 
efiFected  by  a  positive  mechanical  action,  and  not  by  springs  or  gravitation. 
It  must  bum  quietly  and  steadily  on  an  8o-volt  circuit  in  series  with  a 
regulating  rheostat,  and  shall  be  capable  of  burning  for  about  six  hours 
without  removing  the  carbons. 

224.  The  front  of  the  drum  to  be  provided  with  two  glass  doors,  one 
composed  of  strips  of  clear  plate  glass,  and  the  other  of  strips  of  plano- 
concave glass  lenses,  so  designed  as  to  give  the  beam  of  light  projected 
from  the  mirror  a  horizontal  divergence  of  at  least  jo*.  The  doors  to  be 
interchangeable,  and  to  be  so  arranged  that  either  can  be  put  in  place  on 
the  drum  easily  and  quickly. 

ElectricaUy^onirolUd  Projector, 

225.  To  be  in  all  respects  similar  to  the  hand  controlled,  with  the  addi- 
tion of  two  shunt  motors,  each  with  a  train  of  gears;  one  motor  for  giving 
the  vertical  and  the  other  the  horizontal  movement  of  the  projector. 
The  motors  and  gears  to  be  contained  in  the  fixed  base,  and  to  be  well 
protected  from  moisture  and  mechanical  injury.  A  means  to  be  provided 
for  quickly  throwing  out  or  in  the  motor  gears,  so  that  the  projector  can 
be  operated  either  by  hand  or  by  motor,  as  desired. 

226.  The  motors  to  be  operated  by  means  of  a  compact,  light  and  water- 
tight controller,  which  can  be  located  in  any  desired  position  away  from 
the  projector.  The  design  of  the  controller  to  be  such  that  the  movement 
of  a  single  handle  or  lever,  in  the  direction  it  is  wished  to  cause  the  beam 
of  light  to  move,  will  cause  the  current  to  flow  through  the  proper  motor 
in  the  proper  direction  to  produce  such  movement  The  rapicUty  of  the 
movement  of  the  projector  to  be  governed  by  the  extent  of  the  Uirow  of 
the  handle  or  lever.  A  suitable  device  to  be  included  whereby  the  move- 
ment of  the  projector  can  be  instantly  arrested  when  so  desired. 

227.  All  projectors  to  be  finished  in  a  dead-black  color  thronghottt» 
excepting  the  working  parts,  which  shall  be  bright 
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228.  The  general  dimensions  of  projectors  to  be  within  the  following 
limits: 


DimeniioDS. 

Diameter 
of  base. 

Height 

of  centre 

of  ailrror. 

Wcicht 
coasplete. 

i8-inch  hand  controlled 

laches. 
22 

22 
24 

24 
26 

26 

laches. 
46 

46 

56 

S8 

Ponads. 
425 

600 

7«S 
875 

I.07S 

18-inch  electrically  controlled 

2A-inch  hand  controlled 

24-inch  electrically  controlled 

lo-inch  hand  controlled • 

30-inch  electrically  controlled 

229.  The  lamps  to  be  designed  to  produce  the  best  results  when  taking 
current  as  follows:  18-inch,  jo  to  35  amperes;  24-inch,  50  to  60  amperes; 
30-inch,  75  to  90  amperes. 

230.  The  18-inch  projector  shall  project  a  beam  of  light  of  sufficient 
intensity  to  render  plainly  discernible,  on  a  clear,  dark  night,  a  light- 
colored  object  10  by  20  feet  in  size,  at  a  distance  of  not  less  than  4,000 
yards;  the  24-inch  projector,  at  a  distance  of  not  less  than  5,000  yards; 
and  the  30-inch  projector  at  a  distance  of  not  less  than  6,000  jrards. 


Installing  Electric  Plants  and  Electrical  Means  of 

Interior  Communication  on  Board  Ships 

OF  THE  United  States  Navy. 

ELECTRIC  PLANTS. 

Conduit  and  Molding. 

1.  Conduit  will  be  used  for  all  spaces  in  the  water-tight  system.  It  is  to 
be  preferred  for  use  in  all  other  locations;  but  in  spaces  where  it  may  not 
be  desirable  to  run  it  over  woodwork,  as  in  chart-house,  emergency 
cabins  and  officers'  quarters,  standard  wooden  molding  may  be  used. 

2.  It  will  be  fastened  to  the  metal  of  the  ship  by  stout  metal  straps  at 
such  intervals  as  will  firmly  secure  it  in  place,  prevent  undue  vibration, 
and  withstand  any  unusual  strain  to  which  it  may  be  subject 

3.  It  shall  be  continuous  and  to  be  made  water-tight  at  bulkheads  by 
approved  flanges  and  stuffing  boxes. 

4.  Leads  through  armor  will  be  made  by  tapping  in  on  both  sides; 
continuity  to  be  secured  by  smooth  turning  the  end  of  one  of  the  con- 
duits, to  a  depth  of  the  thread,  for  a  length  equal  to  the  untapped  thick- 
ness of  the  armor;  the  ends  to  butt  together. 

5.  Connections  to  standard  junction  boxes,  switches  and  receptacles  to 
be  made  by  tapping  into  a  boss  on  a  plate  to  be  screwed  to  the  box.    A 
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box  of  cast  metal  with  bosses  for  tapping  in,  and  fitted  with  standard 
interior  fittings  and  covers,  may  be  used  instead  of  standard  boxes. 
Flanged  feet  to  be  provided  in  each  case  for  screwing  the  appliance  in 
place,  the  fiange  to  set  the  box  clear  of  the  metal  of  the  ship. 

6.  Both  positive  and  negative  legs  of  the  same  circuit  will  be  led  in  the 
same  conduit  for  all  conductors  of  and  below  30,856  cm.;  all  conductors 
above  50,856  cm.  to  have  a  conduit  for  each  leg.  A  clearance  of  not  less 
than  three-sixteenths  of  an  inch  to  be  allowed  for  drawing  in  and  out. 
When  double  conductor  plain  is  to  be  used,  a  clearance  of  not  less  than 
one-eighth  of  an  inch  is  to  be  allowed. 

Molding. 

7.  The  backing  strip,  laid  in  advance,  will  be  secured  by  brass  machine 
screws  (No.  14-20)  placed  alternately  on  the  sides,  and  so  spaced  (about 
12  inches  apart)  that  no  screws  will  come  under  junction  boxes,  switches 
or  receptacles;  the  screw  heads  being  countersunk. 

8.  Molding  to  be  secured  in  place  through  center  wall  with  brass  wood 
screws  (No.  8-1^  inches).  Screws  to  be  placed,  as  directed,  at  intervals 
not  greater  than  12  inches;  the  screw-heads  being  countersunk. 

9.  Molding  to  be  finished  in  the  same  manner  as  the  surrounding  wood- 
work, and  all  molding  and  backing  except  hard  wood  shall  be  thoroughly 
coated  with  white-lead  paint  after  being  fitted  and  before  being  secured 
in  place.  All  molding  to  be  capped,  the  capping  being  secured  to  the  side 
walls  by  round-head  brass  screws  placed  not  more  than  12  inches  apart. 

la  In  running  the  backing  strip,  a  path  that  will  clear  usual  sized  bolt 
heads  and  other  projections  will  be  chosen.  To  avoid  such  obstacles, 
small  detours  from  a  direct  lead  will  be  allowed. 

1 1.  The  part  of  the  molding  under  the  wire  gutters  is  never  to  be  reduced 
in  thickness  below  three-eights  of  an  inch. 

12.  Junction  boxes,  switches  and  receptacles  (combined  or  separate)  will 
be  separated  from  metal  surfaces  by  at  least  three-quarters  of  an  inch  of 
wood,  and  secured  with  brass  wood  screws  entering  the  wood  for  one- 
half  of  an  inch.  //  is  required  that  at  least  one-quarter  of  an  inch  of  clear 
solid  wood  shall  separate  all  wiring  accessories  from  the  metal  of  the  vessel. 

13.  The  junction  boxes,  switches  and  receptacles  being  wider  than  the 
backing  strip,  the  latter  will  always  be  built  out  to  bring  it  flush  with  their 
sides,  except  where  a  number  of  moldings  are  grouped  together,  as  in 
passageways  where  feeders  are  run;  then  these  boxes  can  be  let  into 
adjacent  moldings  (never  more  than  three-sixteenths  of  an  inch),  and 
so  disposed  that  no  two  in  adjacent  moldings  will  be  abreast.  They  are 
never  to  be  located  over  screws  securing  the  backing  in  place. 

14.  Controlling  switches,  feeder  junction  boxes  and  distribution  boxes 
are  to  be  placed  with  especial  reference  to  convenience  of  access. 

15.  Where  several  leads  of  molding  run  side  by  side,  a  backing  strip  of 
the  required  thickness  in  one  width  may  be  used  under  all. 

WlKING. 

16.  The  two-wire  system  to  be  used. 

17.  All  wire  to  be  that  prescribed  by  the  specifications  for  standard 
insulated  wire  supplies. 
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i8.  All  wires  to  be  run  where  directed  and  where  accessible;  those  for 
circuits  used  in  action  to  be  kept  below  the  water-line  as  much  as  possible. 

19.  Thorough  water-tightness  is  to  be  observed  for  all  leads  into  wiring 
appliances  and  fixtures,  and  through  all  bulkheads  and  decks. 

20.  The  outer  tape  and  braid  on  the  ends  of  all  conductors  on  lighting 
circuits,  where  such  conductors  are  connected  in  fixtures  and  wiring 
appliances,  is  to  be  removed,  exposing  the  vulcanized  rubber  underneath 
to  within  one-eighth  of  an  inch  of  the  outside  of  the  gland. 

21.  Special  care  must  be  observed  in  every  instance  not  to  cut  into  or 
otherwise  injure  the  vulcanized  rubber. 

22.  When  the  tape  and  braid  is  removed  for  connecting  up  movable 
fixtures,  the  braid  ends  shall  be  protected  from  fraying  by  whipping  the 
end  of  the  braid  and  varnishing. 

23.  All  wire  run  through  decks  or  bulkheads,  where  molding  is  used, 
must  be  led  through  standard  stuffing  tubes;  when  running  through  beams 
or  bulkheads,  and  water-tightness  is  not  required,  the  hole  for  the  lead 
must  be  bushed  with  hard  rubber,  the  hard  rubber  extending  into  the 
molding  on  each  side. 

24.  No  feeders  or  mains  to  be  led  overhead  in  locations  subject  to  heat, 
or  through  or  into  coal  bunkers,  unless  specially  authorized. 

Circuits. 

25.  The  circuits  will  be  divided  into  two  classes: 

1.  Lighting  circuits. 

2.  Motor  circuits. 

Lighting  Circuits. 

26.  Lighting  circuits  will  comprise  the  following  divisions,  according 
to  the  service  required: 

First  Continttal  service,  to  include  lights  at  or  in  (and  to  supply  energy 
for  operating  portable  ventilating  sets)— 

Passages.  Ventilating  fans. 

Fire  pumps.  Motors. 

Bilge  pumps.  Inner-bottom  manholes. 

Hand  pumps.  Auxiliaiy  condensers. 

Ash  hoists  (lower).  Auxiliary  boilers. 

Bunkers.  Dynamo-room. 
Workshops  Oower). 
Second.    Battle  service,  to  include  lights  at  or  in  (and  to  supply  energy 

for  operating  smoke  fans,  instruments,  and  firing  apparatus  on  dynamo 
circuit) — 

All  gtms.  Conning  tower. 

Ammunition-handling  rooms.  Central  station. 

Magazine  light  boxes.  Armory. 

Shell-room  light  boxes.  Range-finder. 

Ammunition-room  light  boxes.  Military  tops. 

Ammunition  hoists.  Hydraulic  rooms. 

Turret  turning  gear.  Instruments. 

Torpedo     compressors,     racks  Signal  tower. 
and  tubes. 
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Third.    General  service,  but  not  in  action  (and  to  supply  energy  for 
operating  bracket  and  desk  fans) — 

Chart-house.  Distiller. 

Officers'  quarters.  Workshops  (upper). 

Petty  officers'  quarters.  Diving  lamps. 

Offices.  Closets. 

Galleys.  Washrooms. 

Dispensary.  Lavatories. 

Sick  bay.  Heaters. 

Sunding  lights.  Side  ladders. 

Drying-rooms.  Propeller  booms. 

Winches  and  cranes.  Military  masts  (inside). 

Issuing-rooms.  Ground  tackle. 
Fourth.    Sea  service,  to  include  lights  at  or  in  (and  to  supply  energy 
for  operating  instruments) — 

Engine-rooms.  Forced  draught 

Fire-rooms.  Chart  table. 

Steering-rooms.  Shaft  passages. 

Steering  wheels.  Instruments. 

Fifth.    Day  service,  extinguished  at  9  P.  M.,  to  include  lights  in  (and 
those  on  the  top  or  sides  of  superstructure  and  deck  houses) — 
Hammock  spaces.  Storerooms. 

Holds.  Mess-rooms. 

Steerage  country. 

Sixth.    Special  service,  to  include — 
Signal  lights.  Projectors. 

27.  Lights  in  compartments  and  their  adjoining  compartments  which 
have  the  same  kind  of  service  (as  outlined  under  the  separate  divisions  of 
general,  sea  and  day  service)  to  be  grouped  on  the  same  mains  and  con- 
trolled by  a  switch  in  a  convenient  location. 

28.  The  maximum  load  for  all  lighting  feeders,  excepting  those  for 
search-lights,  shall  not  exceed  75  amperes. 

29.  In  case  the  current  required  for  any  service  exceeds  75  amperes,  a 
sufficient  number  of  separate  feeders  shall  be  provided.  Feeders  will  be 
numbered  and  designated  by  the  terms  forward  and  aft,  by  decks  or 
specific  compartments,  and  further  divided  into  starboard  and  port,  as  may 
be  required. 

30.  Lights  under  the  division  sea  service  will  be  on  the  mains  fed  by  the 
feeders  for  continual  service;  those  for  day  service  will  be  on  the  mains  fed 
by  the  feeders  for  generel  service. 

31.  Lights  on  mains  fed  by  feeders  for  battle  service  to  supplement  those 
on  feeders  for  continual  service, 

32.  A  signal  circuit  shall  be  provided  to  include  and  feed  the  double 
truck  lights,  night  signalling  sets,  binnacle  lights;  and  outlets  for  running 
lights,  top-lights,  stay  and  stem  lights,  and  for  signal  use. 

33.  The  signal  circuit  shall  be  fed  by  separate  feeders  leading  directly 
from  the  dynamo-room  switchboard,  to  connect  by  transfer  switches  to 
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adjacent  feeders  of  the  battle  service;  the  transfer  switches  to  be  located 
in  the  chart-house. 

34.  The  search-lights  shall  be  fed  by  separate  circuits,  each  leading  from 
the  dynamo-room  switchboard  through  a  rheostat,  ammeter,  and  D.  P. 
automatic  circuit-breaking  device;  to  be  placed  in  vertical  lines  on  separate 
instrument  boards. 

35.  The  circuit-breaking  device  to  be  of  approved  design,  construction 
and  operation ;  and  to  have  a  capacity  of  and  be  capable  of  being  adjusted 
to  a  current  of  50  per  cent  in  excess  of  the  normal  working  current  of 
the  lamp  in  circuit    Each  circuit  shall  have  its  own  voltmeter. 

36.  A  rheostat  in  a  non-combustible  frame  shall  be  supplied  and  fitted 
in  the  dynamo-room  for  each  search-light  The  rheostat  to  have  a  dead 
resistance  equivalent  to  a  drop  of  20  volts  for  the  normal  current  at  which 
the  lamp  operates,  and  also  an  adjustible  portion,  in  not  less  than  ten 
divisions,  to  give  a  drop  of  10  volts  for  the  normal  current  of  the  lamp; 
the  resistance  to  be  measured  hot  The  rheostat  to  be  of  approved  design, 
construction  and  operation.  The  rheostats  will  be  marked  "high"  and 
"  low  "  to  indicate  the  movement  of  the  handle  for  increased  or  decreased 
current 

37.  Search-light  circuits  shall  have  no  connection  with  the  circuits  for 
incandescent  lights,  except  as  provided  for  on  the  switchboard. 

38.  Each  search-light  circuit  shall  lead  to  its  own  pedestal,  where  it  will 
terminate  in  an  approved  water-tight  receptacle,  the  pedestal  to  be  located 
as  directed. 

39.  The  area  of  cross  section  of  search-light  feeders  shall  be  on  the 
basis  of  at  least  500  circular  mils  per  ampere  at  full  load. 

40.  Controller  receptacles  for  each  electrically  controlled  search-light 
will  be  installed  at  locations  convenient  for  the  operation  of  the  controller; 
the  pressure  wire  for  the  motors  to  be  connected  to  the  adjacent  transfer 
circuit. 

Motor  Circuits. 

41.  Each  motor  circuit  shall  be  connected  to  the  dynamo-room  switch- 
board by  a  D.  P.  automatic  circuit-breaking  device  of  approved  design, 
construction  and  operation;  to  have  a  capacity  of,  and  be  capable  of  being 
adjusted  to,  a  current  50  per  cent,  in  excess  of  the  normal  rated  load  of 
the  circuit. 

42.  Each  motor  of  and  above  4  K.  W.  will  have  a  separate  feeder  lending 
from  the  dynamo-room  switchboard. 

43.  Motors  below  4  K.  W.  will  be  supplied  by  the  same  feeders^  tiic 
maximum  load  on  any  one  feeder  not  to  exceed  75  amperes;  in  case  tiic 
current  required  exceeds  75  amperes,  a  sufficient  number  of  feeders  shall 
be  provided.  Motors  which  are  located  in  spaces  above  the  protective 
deck  and  not  protected  by  armor,  and  which  are  on  the  same  drcnit  widi 
protected  motors,  will  have  a  cut-out  switch  in  their  mains,  so  that  any 
damage  to  the  unprotected  portion  of  the  circuit  will  not  affect  tibe 
remainder. 

44.  When  more  than  one  motor  is  fed  by  the  same  feeder  the  main 
leading  to  each  motor  shall  have  in  circuit  an  automatic  drcnit-breakiBg 


DISEASES   OF  ELECTRICAL  INSTALLATION.  723 

device,  either  included  in  or  separated  from  the  controller,  which  shall 
open  the  circuit  both  in  case  of  failure  of  the  line  voltage  and  50  per  cent, 
overload. 

45.  If  not  included  in  the  controller  the  automatic  device  will  be  located 
conveniently  near  it 

46.  The  controller  and  automatic  circuit-breaking  device  to  be  of  ap- 
proved design,  construction  and  operation. 

Feeders  and  Mains  on  Lighting  Circuits. 

47.  The  area  of  cross  section  of  the  feeders  and  mains  on  the  lighting 
circuit  shall  be  such  that  the  fall  in  potential  from  the  dynamo  terminals 
to  the  most  distant  outlet  shall  not  be  more  than  3  per  cent,  at  the  normal 
load  of  the  feeder.  The  size  of  feeders  or  mains  to  be  the  same  through- 
out their  entire  length;  no  "  tapering  "  to  be  permitted. 

48.  There  shall  be  no  soldered  or  other  joints  in  feeders  or  mains 
except  those  made  in  the  standard  appliances. 

49.  No  feeder  or  main  will  have  a  less  area  of  cross  section  than  1,000 
circular  mils  per  ampere  at  the  normal  load,  to  be  reckoned  at  the  rate  of 
nine-tenths  ampere  per  lamp  of  i6-candle  power. 

50.  The  feeders  shall  be  controlled  by  switches  and  fuses  on  the  switch- 
board. 

51.  Mains  which  tap  into  feeders  may  be  arranged  in  loops  for  the 
purpose  of  equalizing  drops;  submains  shall  tap  into  mains  only,  with 
branches  leading  to  the  outlets. 

52.  No  wiring  appliance  other  than  switches  and  feeder  junction  boxes 
are  to  be  placed  on  feeders. 

53.  Wherever  mains  are  led  off  from  feeders  it  shall  be  done  through 
standard  feeder  junction  boxes,  having  double  pole  fuses  of  standard 
pattern,  which  shall  blow  on  the  basis  of  i  ampere  per  500  circular  mils 
of  the  main. 

54.  Not  more  than  two  feeders  shall  ever  be  interconnected,  and  no 
feeders  shall  be  interconnected  through  their  mains. 

55.  Feeders  which  interconnect  shall  have  an  area  of  cross  section  of 
not  less  than  1,500  circular  mils  per  ampere  at  the  normal  load. 

56.  Feeders  for  continual  service  and  battle  service  are  to  be  interconnected 
for  their  own  division  of  service.  Mains  for  any  division  of  service  are 
to  be  interconnected  either  to  their  adjacent  mains  or  to  those  of  the  deck 
next  above,  but  not  more  than  two  mains  shall  be  so  interconnected. 
Interconnected  mains  shall  have  an  area  of  cross  section  of  1,500  circular 
mils  per  ampere  at  normal  load. 

57.  All  mains  and  submains  are  to  be  made  controllable  by  switches, 
placed  near  the  junction  boxes. 

58.  All  outlets  shall  be  fed  from  the  mains  by  branch  wires,  which  shall 
be  an  unbroken  continuation  from  junction  box  to  outlet,  except  when 
specially  authorized. 

59.  The  wire  used  for  branch  circuits  shall  be  the  standard  No.  14  B.  & 
S.  G.  Leads  from  distribution  boxes  to  single  outlets  may  be  run  with 
double  conductor  plain. 


-I 


I 

i 

■I 
I 

I 
I « 
« I 

i 

f 


724  DISEASES  OF   ELECTRICAL  INSTALLATION. 

6a  When  molding  is  used,  each  outlet  on  anUtnual^  battle  and  Jifo  service 
shall  have  a  separate  three-way  branch  junction  box;  four-way  branch 
junction  boxes  may  be  used  in  this  case  for  outlets  on  general  or  day 
ser>'ice. 

61.  In  offices  and  staterooms,  two  outlets,  one  for  desk  light,  the  other 
for  desk  fan,  may  be  installed  on  the  same  branch  circuit. 

62.  Fuses  for  branch  junction  boxes  to  be  for  the  normal  rated  load  of 
4  amperes,  and  to  blow  at  8  amperes.  Fuses  for  feeders  and  mains  to  be 
at  the  rate  of  i  ampere  per  i.ooo  circular  mils,  and  to  blow  on  the  basis 
of  I  ampere  per  500  circular  mils. 

63.  No  individual  switches  shall  be  placed  on  branches  of  cotUimmal 
sen^icc  or  battle  serifice.  The  lights  on  the  branch  circuits  for  these  ser- 
vices shall  be  controlled  by  a  group  switch,  except  for  those  to  be  used 
as  standing  lights. 

Feeders  and  Mains  on  Motor  Circuits. 

64.  The  area  of  cross  section  of  the  feeders,  on  circuits  for  motors  o£ 
and  above  4  K.  W.  shall  be  such  that  the  fall  in  potential  from  the  dynamo 
terminals  to  the  motor  terminals  shall  not  be  more  than  5  per  cent,  at 
the  normal  load  of  the  feeder;  for  other  motor  feeders  to  be  as  prescribed 
for  lighting  feeders.  Whenever  possible,  the  feeders  for  motors  of  and 
above  4  K.  W.  shall  be  an  unbroken  continuation  form  the  switchboard 
to  the  controller  contacts. 

65.  Wherever  mains  are  led  off  from  feeders  it  shall  be  done  through 
standard  feeder  junction  boxes,  having  double  pole  fuses  of  standard  fiat- 
tern,  which  shall  blow  on  the  basis  of  double  the  normal  load  of  the  motor. 

Permanent  and  Movable  Fixtures. 

66.  Silver-plated  fixtures  to  be  used  in  cabins,  wardroom  and  jimior 
officers'  quarters  only.  Bronze  fixtures  to  be  used  in  offices,  and  quarters 
assigned  to  warrant  officers  and  chief  petty  officers. 

Permanent  Fixtures. 

67.  C.  F.  No.  /,  C.  F.  No.  3  and  Commercial  C.  F.  to  be  used  in  cabins 
and  wardroom  only. 

68.  C.  F.  No.  ^  to  be  used  for  general  overhead  lighting  in  passages, 
crew  spaces  and  chart-houses  on  day  service,  and  quarters  for  warrant  and 
chief  petty  officers.  For  other  spaces  the  steam-tight  fixture  is  to  be  pre- 
ferred for  overhead  lighting,  and  to  be  fitted  with  guard  wherever  the 
globe  is  liable  to  breakage. 

69.  If  lighting  is  desirable  on  both  sides  of  a  bulkhead,  it  will  be  pro- 
vided by  separate  lights. 

70.  Bunker  lights  are  to  be  installed  overhead  between  the  frames  in 
which  each  of  the  coal  chutes  are  placed:  a  light  to  be  installed  on  the 
bunker  bulkhead  conveniently  near  the  doors  leading  to  the  fireroom, 
that  the  part  of  the  bunker  in  the  vicinity  of  the  door  may  be  lightc<L 

71.  Bulkhead  fixture  to  be  used  for  standing  lights  for  all  locations  ex* 
cept  quarters  and  offices.    It  is  not  to  be  used  for  overhead  fighting 
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except  in  those  locations  where  the  steam-tight  fixture  would  allow  insuffi- 
cient head  room,  and  where  a  guarded  fixture  is  required. 

72.  Brackets  are  the  standard  fixtures  for  side  lighting  for  quarters  and 
offices. 

72.  Steam-tight  fixtures,  in  addition  to  the  use  prescribed  under  C.  F. 
No.  2,  shall  be  fitted  as  required  to  thoroughly  light  the  lubricators  under 
engine  cylinders  and  steam  chests. 

74.  Whenever  possible,  the  conduit  leads  to  the  cylinder  and  steam- 
chest  lights  shall  be  from  overhead  to  avoid  the  effect  of  vibration. 

75.  Double  truck  lights  are  to  be  installed  on  the  fore  and  main  masts 
of  vessels  having  two  or  more  masts. 

76.  Single-masted  vessels  to  have  a  double  truck  light  on  the  mast. 
Torpedo-boats  and  vessels  of  special  design  will  not  be  fitted  with  double 
truck  lights  unless  specially  authorized.  Double  truck  lights  are  to  be 
furnished  with,  and  connected  to,  two  lengths  of  double  conductor  plain 
and  two  receptacle  plugs;  the  length  of  conductor  to  be  that  best  adapted 
for  connection  to  the  receptacles;  the  receptacles  to  be  without  switches 
and  located,  in  case  of  use  with  topmasts,  on  the  bibbs  or  athwartship 
brackets  of  the  military  top;  in  the  case  of  pole  masts  the  receptacles  will 
be  located  under  the  upper  deck  in  which  the  mast  partners. 

77.  Leads  from  the  controller  to  the  receptacles  will  be  the  standard  No. 

14  B.  &  S.  G.  conductor,  and  will  be  run  as  best  adapted  for  the  par- 
ticular vessel. 

78.  The  controller  shall  be  in  strict  conformity  with  the  Bureau's 
designs. 

79.  Binnacle  light  to  be  connected  to  a  branch  junction  box  on  the  signal 
circuit  by  a  suitable  length  of  double  conductor  plain,  led  through  the 
pedestal  to  the  plunger  contacts. 

Movable  Fixtures. 

80.  Desk  lights  will  be  furnished  with,  and  connected  to,  a  length  of 
double  conductor,  silk,  and  an  attachment  plug;  the  length  of  conductor 
will  be  that  best  adapted  to  the  location,  but  in  no  case  to  be  less  than 

15  feet. 

81.  Not  less  than  two  hooks  for  suspending  the  shade  holder  of  the  desk 
light  will  be  installed;  to  be  conveniently  located  for  use. 

82.  Four  cup  hooks,  two  on  the  ceiling  and  two  on  the  bulkhead,  will 
be  placed  in  locations  convenient  for  suspension  of  the  bight  of  the  con- 
ductor. 

83.  All  the  foregoing  hooks  to  be  of  the  same  finish  as  the  fixture. 

84.  Running  lights,  toiving  and  top-lights  will  be  furnished  with,  and  con- 
nected to,  two  lengths  of  double  conductor  plain  and  two  receptacle  plugs; 
the  lengths  of  conductor  to  be  that  best  adapted  for  connection  with  the 
receptacles. 

85.  Receptacles  for  the  foregoing  lights  are  to  be  placed  conveniently 
near  the  lights  and  to  be  without  switches.  The  junction  boxes  to  be 
easily  accessible  for  replacing  and  inspecting  fuses. 

86.  Magazine  lanterns  will  be  furnished  with,  and  connected  to,  two 
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102.  Telegraph  lights  to  be  furnished  with,  and  connected  to,  a  length 
of  double  conductor  plain  and  a  receptacle  plug;  the  length  of  conductor 
to  be  that  adapted  for  connection  with  the  switch  and  receptacle. 

103.  The  switch  and  receptacle  to  be  located  on  the  column  of  the 
mechanical  engine-room  telegraph. 

104.  The  lamps  of  the  night-signalling  sets  to  be  connected  to  the  standard 
cable. 

105.  The  lamp  ladder  will  be  suspended  to  an  outrigger,  to  be  fixed  or 
pivoted  as  required,  and  fitted  as  best  adapted  for  the  use  of  the  particular 
vessel.  The  lower  end  of  the  lamp  ladder  to  be  steadied  by  a  galvanized- 
wire  cable  setting  up  with  a  turn  buckle  and  plate  inboard. 

106.  The  keyboard  to  be  secured  on  a  bracket  fastened  to  the  bridge 
rail  or  on  a  suitable  pedestal.  A  metal  cover  to  be  fitted  to  protect  the 
keyboard  from  the  weather. 

107.  The  outriggers,  keyboard,  bracket  and  cover  to  be  in  conformity 
with  the  Bureau's  designs. 

108.  The  signalling  set  to  be  connected  with  a  25-ampere  switch  and 
receptacle,  installed  on  the  signal  circuit. 

Steam  Pipes  and  Fittings. 

109.  Steam-pipe  connections  are  to  be  so  made  that  steam  can  be 
available  from  either  the  main  or  auxiliary  boilers.  All  piping  to  be  led 
with  especial  reference  to  head  room  and  facility  for  removal  and  repair 
of  pistons  and  valves.  No  joints  to  be  placed  over  or  in  line  with  the 
dynamos  or  switchboard. 

no.  The  main  steam  pipe  is  to  be  fitted  with  a  stop  valve,  reducing 
valve  and  separator,  to  be  located  in  the  dynamo-room  unless  otherwise 
directed. 

111.  A  trap  is  to  be  provided  and  connected  to  take  the  condensation 
of  the  separator,  drip  pipes  of  the  engines,  and  drains  from  lower  bends 
of  piping. 

112.  A  branch  steam  pipe,  fitted  with  a  stop  valve  near  the  main  steam 
pipe,  will  be  led  for  supply  to  each  generating  set. 

113.  All  piping  for  steam  and  exhaust  to  be  of  copper. 

114.  The  main  exhaust  pipe  is  to  be  fitted  with  a  valve,  placed  where 
it  will  be  accessible  and  in  best  position  to  ensure  minimum  condensation 
in  the  branch  exhausts;  and  also  with  an  oil  eliminator,  to  collect  the 
oil  from  the  exhaust  steam  on  its  passage  to  the  condenser,  in  all  cases 
where  cylinder  lubricators  are  fitted  on  the  steam  pipes. 

115.  A  sight  feed  cylinder  lubricator  is  to  be  fitted  in  a  suitable  position 
on  each  branch  steam  pipe,  if  so  directed. 

1 16.  The  main  steam  pipe  is  to  be  tapped  for  the  connection  to  the  steam 
gauge;  the  main  exhaust  pipe  to  be  tapped  for  connection  to  the  com- 
bined vacuum  and  back-pressure  gauge. 

117.  The  steam  gauge,  clock  and  vacuum  gauge  are  to  be  mounted  to- 
gether on  a  suitable  backboard. 

118.  All  piping  is  to  be  covered  with  an  approved  non-conducting 
material. 
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Dynamo-room  Accessories. 

119.  The  following  are  to  be  provided  in  the  dynamo-room:  An  oil  fill 
well  secured  and  of  large  capacity,  that  it  may  also  serve  the  purpose 
an  oil  receiver.  If  the  construction  of  the  filter  includes  heating  coils, 
will  be  connected  with  the  steam  and  drip  mains. 

120.  A  save-all,  for  catching  the  waste  oil  from  the  drainpipe  of  1 
engine  base. 

:.'  121.  An  overhead  hoist  and  traveller,  with  rails  for  each  dynamo  I 

; ;  handling  the  armatures. 

!;  122.  Lockers,  for  stowage  of  instruments  of  frequent  use,  and  a  I 

pockets  for  cotton  waste,  etc. 

123.  A  wrench  and  tool  board,  conveniently  placed  and  arranged  to  sea 
the  tools  in  place. 

124.  The  following  will  be  placed  in  the  dynamo-room,  if  space  permi 
if  not,  in  the  electrical  storeroom: 

I  125.  Oil  tanks,  for  cylinder  and  lubricating  oil,  to  be  supplied  with  coc 

I  trays  and  facilities  for  filling  and  cleaning;  the  capacity  to  be  as  large 

I  the  available  space  will  permit. 

I  126.  A  work-bench  and  vice. 

\  127.  All  accessories  and  appliances  for  dynamo-rooms  and  steam  cc 

I  nections  to  be  of  approved  design,  operation  and  construction. 

:  Foundations. 

128.  The  deck  under  all  generating  sets  is  to  be  so  supported  1 
strengthened  that  it  will  easily  sustain  the  weight  and  insure  that  1 
framing  of  the  vessel  will  assist  in  securing  rigidity  and  prevent! 
vibration. 

129.  The  bed  plates  should  preferably  rest  in  a  metal  pan,  with  ed| 
turned  up  about  two  inches  to  catch  waste  oil  and  water;  the  pan  to  r 
on  and  be  secured  to  a  wooden  base,  not  less  than  two  inches  in  tfaicknc 
to  deaden  vibration. 

I  JO.  Cutting  waterways  in  the  wooden  base  and  lining  with  lead  is 
be  avoided,  as  the  lead  is  readily  injured  and  cut 

131.  The  wooden  base  should  be  protected  from  access  of  water 
order  to  secure  durability.    All  foundations  to  be  leveled. 

Switchboard  and  Connections. 

132.  Switchboards  are  to  be  installed  with  an  especial  reference 
accessibility,  and  freedom  from  access  of  oil  thrown  by  the  moving  pa 
of  dynamos  and  engines. 

133.  It  is  desirable  that  sufficient  room  be  allowed  between  the  bulkfai 
and  back  of  the  switchboard  to  facilitate  connections. 

134.  The  slate  panels  constituting  the  switchboard  shall  be  separal 
from  the  metal  framework  (or  bulkhead)  by  a  wooden  framing;  t 
wooden  framing  to  embrace  and  lap  over  the  edge  of  each  panel,  to  hi 
it  together  in  case  of  breakage.  The  panels  to  be  secured  to  the  frand 
by  bolts,  with  countersunk  heads,  which  will  be  in  addition  to  tlM 
securing  the  framing  to  the  metal  framework;  the  holes  for  the  bolts 
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have  ample  clearance,  so  that  the  panels  will  be  held  by  the  pressure  of 
the  nuts  only;  the  weight  to  be  supported  by  a  ledge  on  the  wooden 
framing. 

135-  Dynamo  and  shunt  rheostat  leads  will  be  installed  in  the  standard 
molding  prescribed  for  that  use. 

136.  Dynamo  and  equalizer  leads  will  have  a  cross  section  on  the  basis 
of  1,500  circular  mils  per  ampere  of  the  rated  capacity  of  the  dynamo. 

137.  When  three  or  more  dynamos  are  to  be  connected  to  the  same 
switchboard,  especial  precaution  is  to  be  taken  to  insure  a  practical 
equality  in  resistance  of  the  equalizer  leads. 

138.  A  double  pole  automatic  circuit-breaking  switch,  of  approved  de- 
sign, construction  and  operation  will  be  connected  in  the  positive  and 
equalizer  dynamo  leads  on  the  switchboard. 

139.  All  rheostats  are  to  be  installed  with  reference  to  freedom  from 
access  of  oil  thrown  by  the  moving  parts  of  the  engine. 

140.  Search -light  rheostats  to  be  located  as  conveniently  near  to  the 
instrument  board  as  space  will  admit,  and  to  be  marked  with  the  names 
corresponding  to  their  respective  lights. 

141.  Switchboards  and  rheostats  are  to  be  raised  as  high  above  the  deck 
as  convenience  of  access  to  the  appliances  and  available  space  will  permit, 
and  to  be  placed  clear  of  the  dripping  from  dead  lights  in  the  deck  over- 
head. 

ELECTRICAL  INTERIOR  COMMUNICATIONS. 

Conduit  and  Molding. 

142.  Conduit  will  be  used  for  all  spaces  in  the  water-tight  system.  It 
is  to  be  preferred  for  use  in  all  other  locations;  but  in  spaces  where  it 
may  not  be  desirable  to  run  it  over  woodwork,  as  in  chart-house,  emerg- 
ency cabins  and  officers'  quarters,  standard  wooden  molding  may  be  used. 

143.  It  will  be  fastened  to  the  metal  of  the  ship  by  stout  metal  straps,  at 
such  intervals  as  will  firmly  secure  it  in  place,  prevent  undue  vibration 
and  withstand  any  unusual  strain  to  which  it  may  be  subject 

144.  It  shall  be  continuous  and  to  be  made  water-tight  at  bulkheads  by 
approved  flanges  and  stuffing  boxes. 

145.  Leads  through  armor  will  be  made  by  tapping  in  on  both  sides, 
continuity  to  be  secured  by  smooth-turning  the  end  of  one  of  the  conduits, 
to  a  depth  of  the  thread,  for  a  length  equal  to  the  untapped  thickness  of 
the  armor;  the  ends  to  butt  together. 

146.  Connections  to  standard  connection  boxes  to  be  made  by  tapping 
a  short  nipple,  with  right  and  left  coupling,  directly  into  the  box.  Stand- 
ard bell-wire  molding  to  be  installed,  as  prescribed  for  that  for  lighting 
and  motor  circuits. 

Wiring. 

147.  All  wire,  whether  for  use  on  dynamo  current,  battery  or  trans- 
former, to  be  that  prescribed  by  the  specifications  for  bell  wire  and  in- 
terior-communication cable;  the  specified  bell  wire  and  interior-commtmi- 
cation  cable  to  be  used  on  all  circuits,  whether  for  call  bells,  telephones, 

50 
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telegraphs  or  indicators,  excepting  where  a  standard  special  cable  h 
been  specified  for  a  particular  use. 

148.  Interior- communication  cable  to  be  used  for  all  leads  below  t 
main  deck,  excepting  for  quarters  and  office  calls  in  the  nonwater-tis 
system;  the  governing  principle  to  be  to  secure  thorough  water-tightiu 
between  the  water-tight  and  ron water-tight  sections  of  the  vessel,  whi 
will  necessitate  in  some  cases  the  extension  of  the  cable  into  the  DO 
water-tight  sections  through  the  water-tight  bulkhead.  Interior-commui 
cation  cable  is  also  to  be  used  for  circuits  to  the  conning  tower,  cha: 
house,  military  top,  signal  towers,  emergency  cabins  and  bridge. 

149.  Not  more  than  20  wires  will  be  used  in  any  one  lead. 

150.  Type  A  20  or  Type  40  connection  boxes  will  be  used,  as  may 
most  suitable  lor  the  particular  case,  special  reference  being  had  to  rede 
ing  the  number  of  boxes  to  a  convenient  minimum. 

151.  All  wire  or  cable  to  be  run  where  directed  and  where  accessib 
that  for  circuits  used  in  action  to  be  kept  below  the  water-line  as  mu 
as  possible. 

152.  Circuits  used  in  action  which  are  protected,  and  which  are  co 
nected  to  exposed  circuits,  to  be  provided  with  action  cut-ont  switch 
for  cutting  out  the  exposed  portions  of  the  circuits.  Thorough  wab 
tightness  is  to  be  observed  for  all  leads  into  wiring  appliances,  thronj 
the  bulkheads  below  the  main  deck,  and  through  all  decks. 

153.  The  outer  braid  and  tape  on  the  ends  of  all  bell  wire  and  cab 
where  they  are  connected  through  gaskets  in  boxes,  cut-outs  or  insti 
ments,  is  to  be  removed,  exposing  the  vulcanized  rubber  underneath 
within  one-eighth  inch  of  the  outside  of  the  gland;  special  care  to 
observed  not  to  cut  into  or  injure  the  vulcanized  rubber. 

154.  All  wire  and  cable  run  through  decks  or  bulkheads,  when  moldil 
is  used,  must  be  led  through  standard  stuffing  tubes;  when  rnniu 
through  beams  or  bulkheads,  and  water- lightness  is  not  required,  t 
hole  for  the  lead  must  be  bushed  with  bard  rubber,  the  bard  rubber  c 
tending  into  the  molding  on  each  side. 

155.  No  circuits  to  be  led  overhead  in  locations  subject  to  heat, 
through  or  into  coal  bunkers,  unless  specially  authorized. 

156.  All  conductors  are  to  be  run  in  conduit  or  molding.  No  deatii 
to  be  permitted  in  any  appliances  unless  specially  authoriied  and  approvt 

tS7.  Tag  boxes  are  to  be  provided  with  metal  name-plates  marked 
correspond  with  the  numbers  shown  on  the  drawings  of  the  circuits. 

158.  The  number  o(  soldered  joints  in  single -conductor  circuits  will 
kept  at  a  minimum,  and  entirely  avoided,  if  practicable.  When  solder 
joints  are  made,  it  is  to  be  done  by  first  cleaning  the  wires,  then  twistii 
closely  together  and  heating  sufficiently  only  to  cause  the  solder  to  fli 
freely  into  the  joint.  The  heating  will  preleiably  be  done  with  a  soldi 
ing  iron.  If  a  soldering  lamp  is  used,  special  precaution  will  be  taken 
prevent  overheating  of  the  rubber. 

isg.  The  solder  for  making  joints  shall  be  of  the  rosia-corc  tjpe;  : 
flux  of  other  than  rosin  to  be  used. 

160.  All  joints  shall  be  taped  while  warm  with  a  layer  of  mbber  ts| 
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and  covered  with  an  outside  layer  of  cotton  tape  for  protection  against 
mechanical  injury. 

161.  A  dry  location  will  be  selected  when  joints  are  to  be  made  in  leads. 

162.  The  interstices  between  wires  or  variation  from  full  circle  in  outer 
surface,  where  large  enought  to  admit  of  it,  are  to  be  filled  with  rubber 
tape.  The  tape  for  filling  is  to  be  cut  to  one  foot  in  excess  of  the  length 
of  the  tube,  then  soft  rolled  on  itself,  the  axis  of  the  spiral  being  in  the 
direction  of  the  length  of  the  tape.  These  are  to  be  laid  in  the  interstices 
so  that  6  inches  will  extend  beyond  each  end  of  the  tube  when  the  con- 
ductors are  in  their  normal  position.  The  whole  is  then  to  be  securely 
wrapped  with  rubber  tape,  lapping  one-half  of  its  width  to  same  length  as 
the  fillers  and  to  a  sufficient  thickness  at  the  gasket  to  make  it  bind  the 
taped  conductors  tightly.  Where  No.  16  B.  &  S.  G.  battery  wires  form 
sole  components,  they  shall  be  closely  grouped  together.  The  inner 
interstices  need  not  be  filled,  and  the  outer  only  when  their  number  is 
other  than  seven  and  nineteen.  The  outer  wrapping  is  to  be  done  in  every 
case  where  there  is  sufficient  difference  between  diameters  of  the  tube  and 
laid-up  conductors.  The  fillers  should  not  be  so  made  up  as  to  increase 
to  any  degree  the  outer  diameter  of  the  cable. 

163.  It  is  intended  that  the  tubes  will  be  made  practically  water-tight 
by  this  method,  and  the  work  must  be  done  to  insure  this  result  as  far 
as  possible. 

164.  All  call  bells  and  push-buttons  to  have  name-plates;  those  for  the 
bells  to  indicate  the  station  from  which  the  call  is  sent,  and  those  for 
the  buttons  to  indicate  the  station  to  which  sent. 

Circuits. 

165.  The  circuits  will  be  divided  into  the  following  classes: 

1.  Call-bell  circuits. 

2.  Telephone  circuits. 

3.  Telegraph  circuits. 

4.  Indicator  circuits. 

5.  Fire-alarm  circuits. 

6.  General-alarm  circuits. 

166.  Call-bell  circuits  will  comprise — 

Quarter's  and  office  calls. 
Voice-tube  calls. 
Wherever  necessary  to  prevent  confusion  in  calls  to  the  same  location, 
an  annunciator  will  be  installed,  with  a  convenient  number  of  drops. 

167.  Quarter's  call  will  include  the  following: 

168.  Commander-in-chief. — Calls  from  staterooms,  bathroom,  saloon  and 
office,  to  orderly  and  pantry;  also  a  call  from  the  signal  tower  to  the 
orderly.  Calls  in  each  saloon,  to  be  located  at  the  table,  to  call  the 
orderly  and  pantry. 

169.  Captain. — Calls  from  staterooms,  bathroom,  saloon  and  office,  to 
orderly  and  pantry;  a  return  call  from  the  cabin  to  the  chart-house,  and 
calls  from  the  emergency  cabin  to  the  chart-house,  orderly  and  cabin 
pantry.  Calls  in  each  saloon,  to  be  located  at  the  table,  to  call  the  orderly 
and  pantry. 
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170.  Wardroom. — Calls  from  staterooms,  bathroom  and  table,  to  the 
pantry;  one  table  call  to  call  the  messenger.  Additional  calls  in  state- 
rooms to  be  installed  as  follows: 

Executive  officer, — Call  to  oflBce,  master-at-arms  and  yeoman. 

Chief  engineer. — Call  to  each  main  engine-room  and  to  the  log-room. 

Paymaster. — Call  to  pay  ofiBce. 

Surgeon. — Call  to  the  dispensary. 

Navigator. — Call  to  office  and  dynamo-room. 

Marine  officer. — Call  to  first  sergeant 

171.  Junior  officers. — Calls  from  each  stateroom  and  table  to  the  pantry. 
In  ships  haWng  no  stateroom  the  call  to  be  from  the  table  only. 

172.  Warrant  officers. — Calls  from  staterooms  and  mess-room  to  pantry. 
A  call  will  be  installed,  at  some  convenient  place,  for  the  officer  of  the 
deck  to  call  the  cabin  orderly  when  stationed  on  a  lower  deck;  also  a 
call,  located  on  each  deck  used  for  quarters,  to  announce  the  departure  of 
boats;  the  latter  to  have  6-inch  single-stroke  bell. 

Office  Calls. 

173.  Executive  officer. — Calls  to  master-at-arms,  yeoman  and  wardroom 
pantry. 

Paymaster. — A  call  to  the  wardroom  pantry. 

Navigator. — Call  to  the  dynamo-room  and  wardroom  pantry. 

Voice-tube  Calls. 

174.  A  return  call  will  be  installed  at  each  end  of  continuous  voice  tubes. 
When  voice  tubes  are  connected  through  valves  or  hand  connections,  a 
return  call  will  lead  to  the  central  station. 

Telephone  Circuits. 

175.  Telephonic  connections  between  different  locations  are  to  be  in- 
stalled where  directed.  They  are  intended  to  take  the  place  of,  or  to 
supplement,  voice  tubes  between  the  locations.  They  will  include  the 
following:  A  direct  circuit  from  the  captain's  cabin  to  the  chart  house. 
A  circuit  connecting  the  conning  tower  to  the  central  station,  turrets, 
torpedo  tubes,  steering  engine-room  and  that  main  engine-room  in  which 
the  voice  tubes  terminate.  The  locations  mentioned  to  call  the  conning 
tower  through  an  annunciator;  the  connections  from  the  conning  tower 
to  be  controlled  by  switches;  the  annunciator,  transmitter,  push-button, 
switches  and  bell  to  be  combined  in  the  same  case.    The  switches  to  have 

• 

name-plates  indicating  the  connection.  When  installing  telephones,  posi- 
tions will  be  selected  for  the  instruments  where  least  exposed  to  vibration: 
tlic  mouthpieces  to  be  5  feet  above  the  deck.  Sections  of  telephone  cir- 
cuits which  are  run  in  molding,  and  with  separate  wires,  are  to  be  tagged 
Jit  convenient  intervals  for  facilitating  tracing  of  wires;  the  ends  of  all 
wires,  whether  separate  or  in  cable,  to  have  metal  tags  marked  to  dis- 
tinguish the  particular  wire.  All  circuits  to  be  on  separate  batteries.  A 
blue-print  diagram  of  leads  of  the  circuits,  the  location  of  batteries,  in- 
ents  and  tag  boxes,   with  all  connections,  to  be  furnished.    The 
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insulation  resistance  between  circuits,  and  from  each  circuit  to  ground, 
to  be  not  less  than  i  megohm.  The  circuits  to  the  conning  tower  shall 
be  run  inside  of  the  armored  tube;  any  sections  of  the  conning-tower 
circuits,  which  are  not  protected  by  armor,  shall  be  connected  through  an 
action  cut-off  switch. 

Batteries  for  Quarters'  and  Office  Caixs. 

176.  The  circuits  will  be  divided  into  separate  circuits,  each  to  have  its 
own  battery.  The  batteries  to  be  placed  in  battery  lockers  having  a 
separate  partition  for  each  cell;  the  lockers  to  be  located  as  near  the 
respective  annunciators  as  practicable;  the  partitions  for  the  cells  to  be 
4^  by  4}i  inches  inside  measurement,  and  also  to  be  on  the  front  of  the 
cells  to  prevent  their  falling  out  when  the  locker  door  is  opened.  The 
distance  between  shelves  to  be  9  inches.  The  door  to  be  provided  with 
a  snap  catch  and  a  name-plate  indicating  the  name  of  the  circtiit  which 
the  battery  supplies. 

Batteries  for  Voice-tube  Calls,  Telephones,  Fire-alarm,  and 

General-alarm  Circuits. 

177.  A  battery  locker  shall  be  provided  in  which  all  the  batteries  for 
voice-tube  calls,  telephone  calls  and  those  for  operating  general-alarm 
gongs  shall  be  located.  The  cells  to  be  grouped  on  trays  containing  not 
more  than  12  cells  each;  each  cell  to  be  placed  in  a  separate  compartment 
aH  by  4^  inches,  separated  by  partitions  3  inches  in  height;  each  tray 
to  be  provided  with  handles  for  lifting,  with  push  bolts  for  securing  in 
place,  and  with  a  name-plate  indicating  the  name  of  the  circtiit  which  the 
batteries  of  the  tray  supply.  The  voice-tube  calls  shall  be  on  separate- 
battery  circuits,  and  will  include  one  of  the  larger  annunciators  with  their 
push-buttons,  and  any  separate  bell  or  push-button  call  that  perform 
similar  service.  The  smaller  annunciators,  with  their  push-buttons  and 
bells,  may  be  collected  in  groups  of  two  or  three  on  the  same  battery 
circuit.  It  is  intended  in  the  foregoing  arrangement  of  annunciators  to 
avoid  general  interruption  of  service  in  case  of  faiult  in  any  circuit,  and 
also  to  decrease  the  work  on  the  batteries.  The  annunciators  to  be  as 
near  the  voice  tubes  as  practicable  and  in  a  safe  and  visible  location. 
Rotary  transformers,  to  be  located  in  the  dynamo-room,  when  practicable, 
will  generally  be  used  in  lieu  of  the  batteries  on  the  foregoing  circuits 
excepting  for  quarters,  telephone  and  office  calls;  the  transformers  and 
batteries  to  be  connected  to  the  circuits  through  the  standard  transfer 
switch. 

Push-buttons. 

178.  Push-buttons  in  quarters  shall  be  of  the  nonwater-tight  tjrpe;  and, 
in  staterooms,  shall  be  mounted  on  the  same  blocks  as  the  switch  for  the 
lights  and  located  near  the  head  of  the  berth.  Push-buttons  at  tables 
shall  be  of  the  pear-push  type,  the  cords  to  lead  from  ceiling  buttons;  cup 
hooks  to  be  conveniently  placed  for  hanging  the  bights  of  the  cords. 
Push-buttons  for  voice  tubes  will  be  located,  if  practicable,  directly  over 
or  under  the  mouthpiece. 
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Telegraph  and  Indicator  Circuits. 

179.  When  rheostats  are  used  (for  the  purpose  of  using  the  dynamo 
current)  the  binding  posts  to  which  the  connections  are  made  will  be 
equidistant  from  the  ends,  and  protect  the  circuit  from  exposure  to  the 
full  dynamo  potential. 

Engine  Telegraph. 

180.  A  transmitter  for  each  engine-room  will  be  installed  on  the  bridge 
(in  the  chart-house  and  in  the  conning  tower,  if  directed),  with  receivers 
in  each  engine-room  and  necessary  return  transmitters  and  receivers  as 
may  be  necessary  to  the  particular  device.  Standard  action  cut-out 
switches  are  to  be  placed  on  the  circuits  leading  to  the  bridge  and  chart- 
house. 

Helm  Telegraph. 

181.  A  transmitter  to  be  located  on  the  bridge,  in  the  chart-house  and 
in  the  conning  tower.  Receivers  will  be  provided  in  the  tiller-room, 
steering  engine-room  and  at  the  wheels  aft.  Standard  action  cut-out 
switches  are  to  be  placed  on  the  circuits  leading  to  the  bridge,  chart- 
house  and  wheels  aft. 

Engine-revolution  and  Direction  Indicators. 

182.  The  transmitters  to  be  in  the  shaft  passages;  in  vessels  not  provided 
with  shaft  passages  (or  alley)  to  be  located  as  far  aft  as  possible.  Re- 
ceivers to  be  located  in  the  engine-rooms,  conning  tower,  chart-house  and 
on  bridge.  Standard  action  cut-out  switches  are  to  be  placed  on  the 
circuits  leading  to  the  chart-house  and  bridge. 

Helm  Indicators. 

183.  The  transmitter  to  be  located  in  the  tiller-room.  Receivers  to  be 
located  in  the  steering  engine-room,  conning  tower,  chart-house,  on  the 
bridge  and  at  the  wheels  aft.  Standard  action  cut-out  switches  are  to  be 
placed  on  the  circuits  leading  to  the  chart-house,  bridge  and  wheels  aft 

Fire-alarm  Circuit. 

184.  The  annunciators  to  be  located  in  the  dynamo-room  unless  other- 
wise directed.  The  thermostats  to  be  placed  in  metal  cases  overhead  in 
suoli  storerooms  as  shall  be  directed,  and  overhead  and  on  bulkheads  in 
all  bunkers.  All  thermostats  in  any  one  compartment  to  be  connected  in 
parallel. 

General-alarm  Circuits. 

1 85.  The  jrongs  are  to  be  so  located  in  the  living  and  working  spaces 
as  to  be  heard  by  all  the  ship's  force.  The  gongs  are  to  be  operated  by 
contact  makers  located  in  the  chart-house,  conning  tower  and  the  state- 
rooms lor  the  captain  and  executive  officers.  All  contact  makers  mre  to 
be  placed  at  a  distance  from  the  push-buttons,  to  prevent  mistake. 

I.nstallation  of  Range-finders. 

x  The  wiring  to  be  the  standard  cable.    The  leads  to  be  nm  below 
protective  deck,  or  where  protected  by  armor,  and  run  in  conduit  or 
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molding  corresponding  to  the  use  of  conduit  or  molding  for  the  lighting 
circuits  in  the  location.  Water-tightness  to  be  insured,  and  effected  as 
prescribed  for  those  circuits.  The  range-finder  circuit  will  receive  its 
current  for  the  battle-servict  circuit,  the  connection  to  be  made  with  a 
standard  No.  14  B.  &  S.  G.  conductor,  the  conductor  to  be  connected 
to  a  rheostat;  the  range-finder  circuit  to  be  taken  from  interior  binding 
posts  on  the  rheostats,  to  protect  the  circuit  from  the  full  voltage  of  the 
battle-service  circuit.  The  rheostats  are  to  be  designed  to  provide  current 
for  both  range-finder  and  range-finder  telephone  circuits. 

187.  The  installation  of  all  electrical  apparatus  for  interior  communica- 
tions not  mentioned  in  these  specifications  shall  be  under  the  direction 
of  the  Bureau  of  Equipment  and  according  to  specifications  prepared  by 
the  Bureau  as  to  material,  apparatus  and  method  of  installation.  All  to  be 
subject  to  approval. 

Installation  of  Electric  Operators  for  Steam  Whistles  and 

Sirens. 

188.  The  clockwork  mechanism  will  be  placed  in  the  chart-house  on 
one  of  the  bulkheads,  as  directed.  The  connection  to  the  signal  circuit 
will  be  made  with  No.  14  B.  &  S.  lighting  conductors  in  lighting  wire 
conduit  and  molding  through  a  double  pole  switch  to  a  branch  junction 
box  three-way.  The  connection  to  the  controlling  switch  on  the  bridge 
is  to  be  made  with  the  standard  whistle  cable,  triple  conductor.  The 
connection  to  the  cable  coupling  case  at  the  magnet  case  is  to  be  made 
with  the  standard  whistle  cable,  double  conductor.  Inside  of  the  chart 
house  the  cables  will  be  run  in  interior-communication  molding.  From 
the  bridge  deck  to  the  rail  a  special  deck  tube  will  be  used.  The  run  from 
the  cable  coupling  case  to  the  desk  of  bulkhead  will  be  made  in  conduit, 
ending  in  a  flange.  In  going  through  the  hood  around  the  stack  an 
angle  flange  will  be  used.  The  conduit  will  be  secured  to  the  stack  at 
about  every  four  feet  by  pipe  supports.  A  sleeve  expansion  joint  is  to  be 
placed  in  the  conduit,  between  the  cable  coupling  case  and  the  upper 
support,  to  provide  the  increased  length  of  the  conduit  required  to 
accommodate  for  the  expansion  of  the  heated  steam  pipe  leading  to  the 
whistle.  The  electric- whistle  operator  and  signal  system  is  to  be  fitted 
with  accessories  for  proper  installation  as  shown  in  the  Bureau's  drawing 
No.  809  H.,  and  connected  as  per  Bureau's  drawing  No.  811  A. 

189.  When  the  installation  is  complete,  and  before  acceptance,  the 
insulation  resistance  of  all  circuits  must  be  tested  out,  and  conform  to 
the  following  specifications:  Circuits  for  caniinuai  service,  baitU  service, 
general  service,  sea  service  and  day  service  must  be  connected  up  to  all  their 
outlets  and  show  an  insulation  resistance  of  not  less  than  i  megohm  be- 
tween circuits,  and  from  each  circuit  to  ground.  Search-light  feeders  and 
motor  feeders  must  show  an  insulation  resistance  of  not  less  than  5 
megohms,  the  circuits  not  being  connected  up.  The  signal  circuit  will 
conform  to  the  test  for  search-light  feeders.  The  generating  sets,  wiring 
appliances,  fixtures  and  accessories  to  pass  the  tests  required  by  their 
respective  specifications. 
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THE  SECONDARY  BATTERY. 
By  Lieut.  F.  K.  Hill,  U.  S.  Navy. 


During  the  late  war  with  Spain  the  writer  was  on  the  Iowa  and 
had  command  of  the  secondary  battery  on  the  upper  deck — six- 
teen 6-pounders  and  two  4-inch  R.  F. 

So  much  has  been  written,  in  a  popular  way,  of  the  merits  of 
secondary  battery,  and  there  has  also  been  so  much  talk  on  the 
subject,  from  which  erroneous  conclusions  (in  the  writer's  opin- 
ion) have  been  drawn,  that  the  writer  has  thought  to  give  his 
views  from  deductions  made  after  seeing  the  battery  under  ser- 
vice conditions. 

It  was  a  general  opinion  in  the  Navy  that  since  no  good  range- 
finder  had  been  developed  the  secondary  battery  might  be  usctd 
for  this  purpose,  and  much  has  been  written  on  the  subject  It 
was  found  in  actual  service  that  against  forts  or  in  fleet  action 
these  guns  could  not  be  thus  used,  because,  in  the  great  number 
of  shots  delivered,  those  of  a  particular  ship  or  of  a  particular 
gun  could  not  be  located,  and  therefore  no  range  could  be  deter- 
mined by  an  individual  gun  or  group  of  guns.  In  action  between 
two  ships  the  secondary  battery  might,  under  some  circumstances, 
be  used  as  a  range-finder,  but  it  is  the  writer's  belief  that  since 
the  larger  guns  will  begin  an  action  they  certainly  will  never  stop 
firing  to  allow  the  smaller  guns  to  get  the  range,  and  the  range 
cannot  be  determined  by  a  small  gun  unless  the  larger  guns  cease 
firing. 

In  the  bombardment  of  forts  at  San  Juan,  Captain  Evans  soon 
saw  that  the  secondary  battery  was  making  no  impresskmi 
although  the  number  of  hits  was  great,  so  he  ordered  the  small 
guns  to  cease  firing,  and  from  that  time  on  the  6-pounder  gunt 
were  not  again  used  against  forts. 
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July  the  3d  was  the  day  on  which  the  secondary  battery  in  th( 
poptilar  mind  came  to  the  front,  and  yet  if  this  action  be  care 
fully  analyzed  the  secondary  battery  will  not  be  so  importan 
as  we  are  led  to  believe  from  common  report  The  secondar 
batteries  of  the  large  ships  did  what  they  were  called  on  to  do  ii 
the  case  of  the  torpedo  destroyers,  and  that  was  legitimate  an< 
complete  work  in  their  line. 

The  secondary  batteries  of  the  large  ships  also  did  most  o 
the  damage  to  the  four  armored  cruisers.  Yet,  does  it  foUov 
from  this  that  the  main  batteries  should  be  reduced  in  numbe: 
or  size?    The  writer  thinks  not,  for  the  following  reasons: 

1.  The  Spanish  ships  were  whipped  so  quickly  that  there  wa: 
no  time  to  develop  the  ultimate  fighting  strength  of  our  vessels 

2.  The  Spanish  vessels  were  loaded  with  wood,  and  their  de 
struction  was  due  secondarily  to  this  fact,  as  fire  was  an  importan 

{.  I  feature  in  their  destruction. 

i\\  3.  The  Spanish  gunners  did  no  good  shooting,  so  that  ou: 

■jj  service  of  the  secondary  battery  guns  was  never  materially  inter 

I:'  fered  with. 

For  these  reasons  the  writer  thinks  that  if  the  battle  had  beei 

between  two  fleets  of  battleships,  practically  non-inflammable 

«  I  with  good  gunners  on  both  sides,  the  first  part  of  the  actioi 

,  ^  would  have  seen  the  mutual  destruction  of  the  secondaiy  bat 

'  :.'!  teries  and  crews,  and  the  final  test  would  have  been  between  th( 

I  heavy  guns  and  the  armor. 

.  T  Therefore,  let  us  not  be  led  away  by  an  accidental  victory  o 

•  f  small  guns  and  say  that  we  should  have  more  rapid-firing  gun 

and  a  reduction  of  the  main  battery,  but  rather  let  us  keep  on  ii 
our  former  paths  with  big  ships  and  big  guns,  and  let  the  littli 
ones  keep  their  place  as  secondary,  for  secondary  they  certainly  arc 
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NAVAL  RESERVES  AND  NAVAL  VOLUNTEERS. 
By  Lieutenant  R.  C.  Smith,  U.  S.  Navy. 


To  naval  readers  it  is  not  necessary  to  expatiate  on  the  experi- 
ences of  Naval  Reserves  in  the  late  war.  The  fleet  was  largely 
increased  and  it  was  necessary  to  man  it  The  one-year's  men 
helped  out  materially,  but  they  were  not  numerous  enough  to 
meet  all  requirements.  As  a  result  the  Naval  Reserves  were 
utilized  in  the  general  service.  It  is  known  that  they  were  not 
altogether  satisfactory;  it  could  not  be  expected  that  they  should 
be;  but  on  the  whole  they  filled  positions  that  would  have  been 
otherwise  vacant,  and  some  of  them  did  very  good  work.  The 
navy  is  indebted  to  them,  and  they  should  be  made  to  feel  it.  The 
writer  served  a  couple  of  months  with  a  large  contingent  of  them 
aboard  an  auxiliary  cruiser.  Actual  hostilities  had  ceased  at  the 
time,  and  it  was  possible  to  observe  these  men  after  the  excite- 
ment of  war  had  subsided.  They  were  intelligent  and  patriotic, 
and  while  all  were  not  sailors,  they  did  their  work  creditably.  To 
have  become  the  equal  of  man-of-war's  men  they  would  have 
had  to  continue  permanently  in  the  service.  This  of  course  was 
out  of  the  question.  But  I  often  reflected  that  with  their  C24>acity 
and  local  organization  and  the  time  they  could  ordinarily  com- 
mand for  drill  and  instruction,  there  were  one  or  two  specialized 
duties  of  real  importance  to  the  navy  in  the  discharge  of  which 
they  could  be  made  actual  experts. 

The  Government  felt  that  much  of  the  trouble  of  the  Reserves 
was  due  to  lack  of  uniformity  in  organization,  drill  and  in- 
struction. But  as  this  will  always  be  the  case  when  there  is  no 
governmental  supervision  or  control,  the  remedy  seemed  to  lie 
in  enrolling  and  training  a  reserve  that  could  be  called  on  with 


740  NAVAL  RESERVES  AND  NAVAL  VOLUNTEERS. 

confidence  in  emergencies  like  the  one  that  lately  confronted 
us;  at  least  such  is  the  impression  I  have  gained  from  newspaper 
reports  and  the  bill  for  enrolling  a  reserve  now  before  Con- 
gress. This  bill  seems  to  follow  the  able  report  made  by  Lieu- 
tenant Southerland  to  the  Assistant  Secretary  of  the  Navy.  It 
is  to  be  hoped  it  will  pass,  as  it  will  accomplish  a  great  deal 
of  good  in  the  right  direction.  It  seems  unfortunately  to  have 
aroused  opposition  in  some  quarters.  I  am  not  in  a  position  to 
know  if  this  will  prove  serious.  I  have  had  talks  with  a  few 
reserve  men,  and  the  ground  seems  to  be  that  the  tendency 
will  be  to  disrupt  the  local  organizations.  This  of  course  would 
not  be  desirable,  as  the  local  training  is  of  great  importance  in 
supplementing  any  drill  and  instruction  that  can  be  included  in 
a  government  scheme. 

The  problem  then  is  to  encourage  the  local  organizations  as 
an  important  adjunct  to  the  governmental  enrollment  Any  oppo- 
sition that  exists  to  the  enrollment  comes  from  that  section  of  the 
present  Naval  Reserves,  the  individuals  of  which  feel  that  they 
are  not  deep-sea  sailors  and  do  not  desire  to  bind  themselves  to 
serve  anywhere  and  at  any  duty  to  which  the  government  may 
see  fit  to  order  them.  When  it  is  considered  that  the  non-sailor 
element  is  largely  in  the  majority  in  the  Naval  Reserves,  it  is 
seen  that  there  are  possibilities  here  of  a  serious  complication. 

There  are,  generally  speaking,  two  classes  of  men  available 
for  re-enforcing  the  navy  in  time  of  war;  men  with  previous 
nautical  training  and  men  without  it,  or  with  very  little.  If  the 
former  class  was  numerous  enough  to  fill  all  the  requirements 
the  question  would  be  simple  enough;  but  it  is  well  known  that 
this  is  not  the  case.  The  numbers  of  available  seamen  are  not 
nearly  adequate  to  the  navy's  needs  in  time  of  war.  Fortunately, 
of  the  other  class  there  are  many  men  of  nautical  inclination  and 
some  knowledge  of  the  water  who  are  ready  at  the  call  to  war 
to  render  any  service  that  lies  in  their  power.  Since  it  is  impos- 
sible to  obtain  all  the  seamen  that  would  be  desirable,  it  will  be 
decidedly  to  the  interest  of  the  navy  to  make  use  of  tiiese  other 
men  also.  And  to  get  the  best  results  from  their  services,  it 
will  be  necessary  to  determine  in  advance  the  character  of  their 
work,  train  them  for  it,  and  when  war  breaks  out  assign  them 
to  it.  If  to  assure  the  success  of  the  seaman  reserve  movement 
it  is  necessar}'  to  provide  government  supervision  and  control; 
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equally  will  it  be  necessary  for  the  goverament  to  supervise  and 
control  the  non-seaman  organization  and  management 

To  divide  these  classes  again  on  slightly  different  lines,  there 
are  men  who  are  ready  in  time  of  war  to  serve  the  country  any- 
where and  on  any  duty,  and  there  are  men  who  are  unable  for 
various  reasons  to  do  this,  but  who  would  be  glad  to  serve 
locally  in  such  capacity  as  they  could.  As  the  national  reserve 
will  be  composed  of  the  former  class  alone,  some  other  pro- 
vision will  be  required  to  ensure  the  services  of  the  latter  class. 
Here  seems  a  fitting  place  to  draw  a  distinction  between  the  two 
general  classes  referred  to  above.  The  term  naval  reserve  has 
been  used  rather  loosely  since  the  incipiency  of  the  movement 
To  make  a  distinction  some  State  organizations  have  been  called 
naval  militia.  The  difference  is  this:  The  ordinary  meaning  of 
a  reserve  of  anything,  whether  of  force,  or  of  men,  or  of  money, 
is  something  held  back,  but  available  and  ready  for  use  in  an 
emergency.  Under  this  definition  a  true  reserve  would  be  com- 
posed of  seamen  alone,  or  of  men  with  sufficient  nautical  and 
naval  training  to  step  aboard  the  man-of-war,  settle  down  in 
their  places,  and  thenceforth  be  to  all  intents  and  purposes  a  part 
of  the  regulars.  This,  I  take  it,  is  the  scope  of  the  present 
national  reserve  movement  As  such  it  is  a  splendid  thing  and 
deserving  of  success. 

The  so-called  State  reserves  were  usually  not  reserves  at  all, 
that  is,  referring  to  perhaps  nine-tenths  of  their  membership; 
and  this  was  the  reason  for  the  adoption  of  the  term  naval  militia. 
It  is  an  improvement  on  naval  reserve  in  the  meaning  conveyed, 
though  still  open  to  objections.  Militia  in  its  derivation  sug- 
gests soldiers;  and  though  in  the  present  day  the  naval  service 
is  said  to  be  a  military  service,  it  seems  good  to  stick  to  its  own 
designation.  To  make  a  general  distinction  between  the  two 
classes  why  not  limit  the  use  of  the  term  reserve  to  the  seaman 
class  alone,  and  characterize  all  the  other  available  elements  as 
naval  volunteers?  The  term  volunteer  has  sometimes  been  j^ 
plied  to  the  one-year's  men,  but  without  any  real  necessity,  as 
these  latter  were  regularly  enlisted  in  the  rates  they  were  qualified 
to  fill,  the  only  distinction  being  in  the  term  of  service.  Volun- 
teer has  in  it  something  of  the  suggestion  of  amateur,  which 
is  very  much  the  meaning  to  be  conveyed  The  men  designated 
are  mostly  amateur  sailors,  and  in  war  would  be  serving  the 
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country  for  love  and  patriotism,  or  for  the  love  of  adventure;  1 
result  is  the  same. 

The  national  reserve  then  takes  cognizance  of  men  who  3 
sailors  and  have  served  aboard  the  man-of-war;  or  if  they  hs 
not,  can  still  be  g^ven  sufficient  training  in  peace  time  to  ma 
them  useful  and  available  in  war  for  the  regular  duties  of  t 
blue-jacket  afloat.  Can  not  we  also  by  additional  legislation  ta 
cognizance  of  the  men  of  nautical  inclination  and  some  lo< 
knowledge  of  the  water  who  would  be  glad  to  serve  their  counl 
in  special  directions  and  near  their  homes  to  the  best  of  th 
abilities,  the  men  whom  it  has  been  suggested  above  to  call  nai 
volunteers?  Perhaps  they  also  could  be  enrolled  in  a  natioi 
organization  after  demonstrating  their  fitness  in  certain  branch 
which  will  be  considered  later.  The  national  reserves  and  t 
national  volunteers  could  then  serve  side  by  side  in  the  same  lo< 
organizations  with  mutual  benefit  In  time  of  war,  the  resen 
would  be  called  away,  but  the  volunteers  would  continue  unc 
governmental  control  the  same  general  work  they  had  be 
drilled  at  in  time  of  peace,  and  as  far  as  possible  under  their  01 
officers  and  organization.  Rank,  pay  and  privileges  could 
made  equivalent  in  the  two  branches.  It  is  perfectly  possil 
that  men  qualified  to  serve  in  the  reserves  might  for  varic 
reasons  prefer  the  volunteers,  or  a  volunteer  might  perfect  hims 
and  be  able  to  pass  an  examination  as  a  reserve.  Men  satisEs 
torily  qualified  could  well  be  permitted  to  transfer  from  o 
branch  to  the  other  under  suitable  limitations. 

While  I  do  not  propose  in  this  paper  to  consider  fully  the  ei 
ployment  of  the  naval  volunteers,  it  is  perhaps  desirable  to  enui 
erate  some  of  the  duties  to  which  they  might  appropriately 
assigned.  The  reconnoissance  of  the  coast  and  pilotage  of  i 
harbors  and  inland  waterways,  the  preparation  of  war  maps,  t 
coast  signal  service,  including  the  pigeon-messenger  service,  t 
mining  and  patrolling  of  the  harbors,  and  the  torpedo-boat  « 
vice  for  local  defense  are  all  duties  which  it  would  be  tiie  pi 
of  policy  to  turn  over  to  them  at  once. 

For  the  reconnoissance  of  the  coast  there  would  be  needed 
few  small  craft  of  various  kinds.  A  converted  yacht  in  each  di 
trict  would  be  a  good  beginning.  In  addition,  there  should  1 
one  or  tA\'0  steam  launches  and  several  cutters.  Records  won 
be  kept  and  the  results  of  the  work  noted  on  the  war  maps  m 
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charts.  A  knowledge  of  local  pilotage  would  necessarily  follow. 
The  work  would  be  directed  entirely  by  the  local  organizations, 
but  on  a  plan  devised  by  the  government  and  uniform  for  all 
districts.  An  annual  report  would  be  made  of  the  results,  and 
such  portions  published  as  were  not  confidential.  A  rivalry 
would  thus  result  between  the  various  districts  to  excel  in  the 
amount  and  quality  of  the  work. 

The  present  State  organizations  are  already  familiar  with  navy 
signaling.  Under  a  central  direction  coast  signal  stations  would 
be  established  at  various  points  and  manned  entirely  by  the  local 
volunteers.  Practice  would  be  undertaken  with  sufficient  fre- 
quency to  keep  the  men  proficient.  Telegraphy  and  the  care 
of  telegraph  and  telephone  circuits  would  be  a  part  of  the  require- 
ments. Recruits  for  this  branch  could  very  readily  be  found. 
The  pigeon-messenger  service  would  fall  naturally  under  the 
same  central  management  Distributed  about  the  country  are 
numerous  clubs  and  private  mdividuals  interested  in  pigeon 
flying.  They  should  be  encouraged  to  join  a  national  organiza- 
tion and  perfect  a  plan  in  time  of  peace  whereby  pigeon  cotes 
suitably  located  and  an  ample  supply  of  trained  birds  could  be 
at  hand  when  wanted. 

The  mining  of  our  harbors  is  now  by  law  in  the  hands  of  the 
army  engineers,  though  in  most  foreign  countries  these  duties, 
with  reason,  devolve  on  the  navy.  The  sailor's  knowledge  of 
boats  and  tides,  and  the  fact  that  he  must  be  trained  in  sub- 
marine mining  in  order  to  make  use  of  it  in  operations  on  the 
enemy's  coast,  are  sufficient  reasons  for  giving  him  control  of 
the  system  in  our  own  waters.  Added  to  this,  that  the  mines 
are  intended  for  use  against  hostile  shipping,  and  that  the  sailor 
is  familiar  with  the  ways  of  ships  and  can  often  anticipate  their 
movements  and  thus  locate  the  mines  in  the  most  advantageous 
positions,  and  the  case  seems  clear  for  the  navy. 

Here,  indeed,  is  a  field  for  our  naval  volunteers.  With  the 
large  and  growing  knowledge  of  electricity,  and  of  the  handling 
and  manipulation  of  electrical  cables  and  telephone  circuits, 
recruits  for  this  branch  of  work  could  be  had  with  ease.  It  is 
interesting  to  note  that  these  were  the  men  in  demand  by  the 
army  engineers  for  mining  our  harbors  in  the  war  just  passed. 
It  will  be  much  better  to  train  them  in  peace  times  for  the 
requisite  duties.    With  the  knowledge  of  the  water  that  every 
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resident  of  a  seaport  acquires  in  youth,  and  with  instruction  ; 
stated  intervals  by  officers  of  the  regular  service,  these  me 
would  become  actual  mining  experts,  and  their  services  woul 
be  of  the  greatest  value  to  the  government  The  same  mc 
would  compose  the  harbor  patrol,  the  chief  duty  of  which  is  regi 
lating  the  traffic  of  the  harbor  and  enforcing  the  rules  relating  1 
the  channels  through  the  mine  fields.  I  believe  there  were  di 
agreements  on  these  points  during  the  war,  mainly  by  reason  i 
the  divided  control. 

But  perhaps  the  most  valuable,  interesting  and  attractive  wox 
of  any  would  be  in  connection  with  the  local  torpedo-boj 
defense  system  with  which  this  country  must  surely  very  soo 
be  provided.  We  know  that,  generally  speaking,  torpedo-boai 
are  of  two  classes — destroyers,  designed  to  accompany  fleets,  an 
the  smaller  coast  defense  boats  operating  from  fixed  bases.  Tl 
destroyers  would,  as  now,  be  officered  and  manned  from  tl: 
regular  service,  as  would  a  certain  number  of  the  more  sea 
worthy  of  the  smaller  boats,  capable,  as  circumstances  permitto 
of  keeping  touch  with  the  fleet  in  its  operations  near  the  coaa 
But  of  the  remainder,  there  must  be  eventually  a  certain  numb< 
stationed  permanently  at  each  prominent  port  on  our  coas 
The  regulars  of  the  navy  could  not  man  all  of  these  if  tiiey  wishc 
to.  Who  other  than  the  local  naval  volunteers  can  possibly  ton 
the  personnel  of  this  service?  The  alternative  will  be  in  laying*  n 
the  boats  in  large  numbers,  against  which  permanent  practice 
should  like  to  register  a  most  earnest  protest.  They  must,  i 
course,  be  laid  up  in  the  winter  season  at  our  northern  seaport 
and  some  will  always  be  under  repair;  but  with  these  exceptioi] 
they  should  be  kept  for  the  greater  part  continually  in  use.  Tb 
training  of  a  crew  for  effective  work  requires  weeks  of  practio 
and  if  some  twenty  odd  officers  and  men  are  sent  to  launch 
boat  from  the  ways,  get  up  steam  and  go  out  to  look  for  tb 
enemy,  they  are  going  to  meet  with  ignominious  failure  shoal 
they  come  up  with  him  in  the  first  few  days. 

To  organize  a  permanent  local  service  we  must  look  for  thei 
requirements.  The  officers  and  men  must  be  watermen,  if  nc 
deep-sea  sailors.  They  must  have  a  good  knowledge  of  th 
pilotage  of  all  harbors,  bays,  inlets,  inland  waterways  and  ah« 
channels  in  their  own  district.  They  must  be  of  a  mecbania 
turn  of  mind  to  appreciate  the  machinery  of  the  boat  and  A 
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mechanism  of  the  torpedo.  These  are  the  requirements,  and  it 
is  easily  seen  that  they  can  be  met  by  material  now  in  the  present 
State  organizations.  The  perfection  of  the  material  depends  on 
practice;  and  as  to  that,  if  the  boats  should  be  made  available, 
they  would  be  in  use  by  the  different  crews  every  long  summer 
afternoon  as  a  welcome  respite  from  routine  office  or  machine 
shop  work. 

The  districts  would  be  in  command  of  regular  officers,  and 
there  would  have  to  be  enough  instructors  and  torpedo  experts 
to  keep  the  work  moving.  The  boats  themselves  could  be  even- 
tually officered  and  manned  entirely  from  the  naval  volunteers, 
under  whose  care  they  would  be  hauled  out  and  laid  up  in  winter. 

I  have  thus  tried  to  show  that  there  is  work  for  a  corps  of  naval 
volunteers  as  well  as  for  the  reserves.  Of  coiu^e,  all  of  this  work 
could  be  done  by  reserves  if  enough  of  them  could  be  got 
together.  But  it  does  not  seem  likely  that  there  will  be  more 
than  enough  for  many  years  to  fill  up  the  war  complement  of  the 
fleet.  Therefore  it  becomes  a  necessity  to  utilize  men  who  can 
acquire  a  working  knowledge  of  various  specialties  but  who  are 
in  no  sense  man-of-war's  men,  and  therefore  cannot  form  part  of 
a  true  reserve. 

The  reserves  and  volunteers  would  have  no  trouble  in  coming 
together  in  the  local  organisations,  and  would,  indeed,  derive 
mutual  benefit  from  the  contact.  If  reserves  alone  are  enrolled 
and  the  State  organizations  are  still  maintained,  there  must  be 
inevitable  bickerings  between  the  members  who  do  and  those 
who  do  not  belong  to  the  national  organization.  By  enrolling 
the  volunteers  also,  it  is  probable  that  all  cause  for  friction  would 
disappear,  and  the  local  organizations  would  be  stimulated  and 
encouraged  as  never  before.  A  man  then  with  any  nautical  skill 
or  liking,  however  slight,  and  with  any  mechanical  or  sailor-like 
knowledge  up  to  that  of  the  trained  man-of-war's  man,  can  find 
a  place  where  he  will  fit  in,  and  can  count  on  being  employed  in 
time  of  war  on  a  duty  with  which  he  is  familiar,  a  consideration 
which  it  seems  to  me  must  be  the  beginning  of  any  success  in 
organizing  the  auxiliary  navy. 
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VIEWS  OF  ADMIRAL  CERVERA  REGARDING  THE 
SPANISH  NAVY  IN  THE  LATE  WAR. 

[Printed  by  permission  of  the  Chief  Intelligence  Officer.] 


INTRODUCTORY. 

Under  the  title  "  Vindication  of  the  Navy,"  there  appeared  in 
the  La  Epoca,  Madrid,  November  5,  1898,  this  article,  which  is 
made  up  mainly  of  extracts  from  letters  from  Admiral  Cervera, 
written  previous  to  the  declaration  of  war  and  continued  to 
May  5.  These  letters  were  written  by  Admiral  Cervera  in  pro- 
test against  Spain  rushing  into  war  in  face  of  certain  defeat,  due 
to  the  naval  strength  of  the  United  States  and  the  unpreparedness 
of  the  Spanish  navy. 

Cervera  writes:  "I  ask  myself  if  it  is  right  for  me  to  keep 
silent,  and  thereby  make  myself  an  accomplice  in  adventures 
which  will  surely  cause  the  total  ruin  of  Spain.  And  for  what 
purpose?  To  defend  an  island  which  was  ours  but  belongs  to 
us  no  more,  because  even  if  we  should  not  lose  it  by  right  in  the 
war,  we  have  lost  it  in  fact,  and  with  it  all  wealth  and  an  enormous 
number  of  young  men,  victims  of  the  climate  and  bullets,  in  the 
defense  of  what  is  now  no  more  than  a  romantic  ideal.  Further- 
more, I  believe  that  this  opinion  of  mine  should  be  known  to  the 
Queen,  and  by  the  whole  counsel  of  ministers. 

"...  If  our  correspondence  of  the  last  two  months  is  lookec* 
over  it  will  be  seen,  not  that  I  have  been  a  prophet,  but  that  I  havp 
fallen  short  of  the  true  mark.     Let  us  not  have  any  illusions  a^ 
o  what  we  can  do.  .  .  . 

"  I  have  deemed  it  my  duty  to  express  my  opinions  to  the 
proper  authorities  clearly  and  wHhout  ^-ofinir  9  ^und  the  bush 
Vow,  let  orde  ^  be  p''*»n  to  me:  i   "1I'  -"*-         ^^    '^^  -^.ntrgy 
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Spain  had  neglected  her  navy,  and  Cervera  shows  it  was  in 
prudent  for  her  to  attempt  war  against  a  superior  naval  power. 

Richardson  Clover, 

Chief  Intelligence  OfKcer, 

Navy  Department, 

Office  of  Naval  Intelligence, 
Nov.  29, 1898. 

THE  VINDICATION  OF  THE  NAVY. 
(From  La  Epoca,  Madrid,  November  5,  1898.) 

The  first  judgment  of  a  part  of  the  public  concerning  the  co 
duct  of  the  navy  in  the  combats  of  Cavite  and  Santiago  has  ha 
already  much  modified.  In  the  face  of  the  evidence  of  offici 
reports;  of  the  praises  and  expressions  of  respect  and  admirati( 
of  the  victors  toward  those  who  fought  against  them  under  disa 
vantageous  circumstances;  of  the  technical  explanations  given  1 
foreign  and  Spanish  scientific  authorities,  the  unjust  accusatioi 
of  the  first  few  days  have  faded  away. 

But  still  more  complete  must  be  the  vindication  of  the  nav 
which  has  been  treated  with  unjust  severity  and  manifest  partii 
ity,  when  justice  compels  us  to  acknowledge  that  in  all  the  even 
of  the  war  the  navy  has  done  all  that  could  be  asked  of  it,  coi 
sidering  its  limited  means;  and  that  not  only  has  it  done  its  dui 
in  naval  actions,  but  it  has  also  assisted  the  action  of  tlie  lai 
forces,  as  for  instance  in  Santiago,  now  mounting  and  serving  tl 
batteries,  which  made  it  possible  to  prolong  the  resistance  of  tl 
dty;  now  landing  its  crews  and  fighting  in  the  trenches  so  heioi 
ally  that  it  was  these  naval  forces  that  suffered  the  greatest  lossc 

As  regards  Admiral  Cervera  and  his  conduct  from  the  time  1 
took  command  of  the  fleet  until  the  terrible  battle  of  Santiag 
we  feel  sure  that  not  only  will  the  supreme  councfl  of  war  ai 
marine  recognize  that  he  carried  the  fulfillment  of  duty  to  tl 
last  possible  extreme,  but  also  that  public  opinion  will  have  I 
atone  to  him  for  the  injustice  with  which  he  has  been  treated,  ai 
will  surround  him  with  the  respect  deserved  by  those  who,  sobo 
dinating  every  consideration  to  the  love  of  their  country,  pcmiti 
out  to  those  who  were  blind  the  abyss  toward  which  they  we 
conducting  the  nation.  His  advice  and  representations  were  n 
heeded,  and  he  heroically  complied  with  the  law  of  obedieiic 
under  which  are  all  who  wear  the  honorable  military  oniionn. 
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We  will  not  refer,  for  the  present,  to  the  battle  of  Santiago, 
which  is  now  sub  judice,  but  full  light  will  be  thrown  upon  this 
subject  in  due  time.  But  previous  events  demonstrate  the  fore- 
thought of  Rear-Admiral  Cervera  and  the  lamentable  blindness  of 
those  who  would  not  hear  him,  and  are  sufficient  for  the  vindica- 
tion of  the  sailors  of  Santiago. 

From  documents  known  by  many  chiefs  and  officers  of  the  navy 
it  appears  that  Admiral  Cervera  expressed  himself  always  ready 
to  give  absolute  obedience  to  the  orders  of  tlie  government;  that 
he  pointed  out  the  dangers  of  a  disastrous  war  with  the  United 
States  while  it  was  still  possible  to  avoid  it;  that  he  repeatedly 
reported  the  deficiencies  in  the  vessels  under  his  command;  that 
he  persistently  offered  to  come  to  Madrid  to  explain  to  the 
council  of  ministers  the  reasons  why  our  fleet  was  going  to  cer- 
tain destruction;  that  he  was  not  allowed  to  explain  these  reasons 
to  those  about  to  take  upon  themselves  the  enormous  responsi- 
bility of  this  war;  that  he  was  forced  to  sail  without  a  war  plan, 
against  his  opinion  and  that  of  all  the  commanders  of  the  fleet, 
who  signed  a  solemn  protest  declining  the  responsibility  of  the 
consequences;  that  finally  many  of  the  elements  indispensable 
to  put  the  ships  in  a  fair  condition  were  not  supplied  to  him;  that 
the  Colon  sailed  without  her  turret  artillery,  and  some  of  the 
Bilbao  cruisers  with  some  of  the  pieces  and  ammunition  defective, 
and  at  least  one  of  them  with  her  speed  very  much  reduced  on 
account  of  the  state  of  her  bottom. 

Though  they  possessed  such  conclusive  and  justifying  docu- 
ments, those  officers  had  the  self-denial,  the  patriotism,  and  the 
spirit  of  discipline  not  to  reply  to  the  attacks  made  against  them, 
thus  setting  a  fine  example  which  is  very  rare  in  these  times  of 
personal  and  corps  egotism,  general  insubordination,  and  wild 
passions.  This  noble  conduct  makes  it  still  more  necessary  to 
give  full  satisfaction  to  the  navy  by  making  public,  when  the 
Cortes  meet,  all  the  official  correspondence  exchanged  between 
Admiral  Cervera  and  the  minister  of  marine,  as  well  as  the  sup- 
plementary private  documents  bearing  on  the  subject 

We  have  had  occasion  to  see  some  of  these  documents,  and  we 
wish  to  anticipate  that  justification,  and  to  show  that  in  reality 
it  was  not  Cervera  who  lost  the  fleet,  but  those  who,  against  the 
opinion  of  the  Admiral  and  the  commanders  of  the  fleet,  without 
even  hearing  Cervera's  representations,  sent  the  vessels  to  fight 
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tinder  such  conditions  that  they  had  to  perish,  thus  sacrificing  to 
the  vain  and  noisy  outcry  of  our  jingoes  tiie  best  vessels  of  Spain 
and  the  lives  of  hundreds  of  brave  men. 

Present  circumstances  prevent  us,  at  this  time,  from  matdi^ 
known  much  interesting  data.  However,  the  following  is  quite 
sufficient,  we  believe,  to  form  a  more  just  opinion  of  our  navy. 

In  January,  1898,  Admiral  Cervera  wrote  to  one  of  his  relatives: 

Deficiencies  of  the  Naval  Industry. 

''About  two  years  ago  I  wrote  you  a  letter  concerning  our  con- 
dition to  go  to  war  with  the  United  States.  I  requested  you  to 
keep  that  letter  in  case  some  day  it  should  be  necessary  to  bring  it 
to  light  in  defense  of  my  memory  or  myself  when  we  had  experi- 
enced the  sad  disappointment  prq>ared  for  us  by  the  stupidity  of 
some,  the  cupidity  of  others,  and  the  incapability  of  all»  even  of 
those  with  the  best  of  intentions. 

"  To-day  we  find  ourselves  again  in  one  of  those  critical  periods 
which  seem  to  be  the  beginning  of  the  end,  and  I  write  ]rou  again 
to  express  my  point  of  view  and  to  explain  my  action  in  this 
matter,  and  I  beg  you  to  put  this  letter  with  the  other  one,  so 
that  the  two  may  be  my  military  testament 

"  The  relative  military  positions  of  Spain  and  the  United  Stales 
has  grown  worse  for  us,  because  we  are  extenuated,  absolntdy 
penniless,  and  they  are  very  rich,  and  also  because  we  have 
increased  our  naval  power  only  with  the  Col6n  and  the  tocpedo- 
destroyers,  and  they  have  increased  theirs  much  more. 

*'  What  I  have  said  of  our  industry  is  sadly  confirmed  in  every- 
thing we  look  at.  There  is  the  Catalufia,  b^^  more  dian  eiglit 
years  ago,  and  her  hull  is  not  yet  completed.  And  this  when  we 
are  spurred  on  by  danger,  which  does  not  wake  patriotism  in  any- 
body, while  jingoism  finds  numerous  victims,  perhaps  mysdf 
to-morrow.  And  the  condition  of  our  industry  is  the  same  in  all 
the  arsenals. 

''  Let  us  consider,  now,  our  private  industries.  The  Maqutnista 
Terrestre  y  Maritima  supplies  the  eng^es  of  the  Alfonso  XIII; 
Cadiz  the  Filipinas.  If  the  Carios  V  is  not  a  dead  faihsre,  she  b 
not  what  she  should  be;  everything  has  been  sacrificed  to  i^eed* 
and  she  lacks  power.  And  remember,  that  the  constmctioa  is 
purely  Spanish.  The  Company  of  La  Grafia  has  not  conqJeted 
its  ships,  as  I  am  told.    Only  the  ^^zcaya,  Oqaendo  and  Maria 
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Teresa  are  good  ships  of  their  class;  but,  though  constructed  at 
Bilbao,  it  was  by  Englishmen.  Thus,  manifestly,  even  victory 
would  be  a  sad  thing  for  us.  As  for  the  .administration  and  its 
intricacies,  let  us  not  speak  of  that;  its  slow  procedure  is  killing 
us.  The  Vizcaya  carries  a  14-cm.  breech-plug  which  was  declared 
useless  two  months  ago,  and  I  did  not  know  it  until  last  night. 
And  that  because  an  official  inquiry  was  made.  How  many  cases 
I  might  mention  I  But  my  purpose  is  not  to  accuse,  but  to  explain 
why  we  may  and  must  expect  a  disaster.  But  as  it  is  necessary  to 
go  to  the  bitter  end,  and  as  it  would  be  a  crime  to  say  that  pub- 
licly today,  I  hold  my  tongue,  and  go  forth  resignedly  to  face  the 
trials  which  God  may  be  pleased  to  send  me.  I  am  sure  that  we 
will  do  our  duty,  for  the  spirit  of  the  navy  is  excellent;  but  I 
pray  God  that  the  troubles  may  be  arranged  without  coming  to  a 
conflict  which,  in  any  way,  I  believe  would  be  disastrous  for  us." 

State  of  the  Fleet. 

In  the  beginning  of  February  Admiral  Cervera  wrote  to  a  high 
official  personage: 

''Although  I  am  sure  that  I  am  telling  you  nothing  new,  I  think 
it  is  not  idle,  in  these  critical  times,  to  make  a  study  of  the  condi- 
tion of  the  fleet.  We  must  discount  the  Alfonso  XIII,  so  many 
years  under  trials  that  it  appears  we  shall  not  have  the  pleasure 
ever  to  count  it  among  our  vessels  of  war.  The  fleet  is  reduced 
to  the  three  Bilbao  cruisers,  the  Col6n,  the  Destructor,  and 
the  torpedo-destroyers  Furor  and  Terror.  The  three  Bilbao 
battle-ships  are  practically  complete,  but  the  14-cm.  artillery,  the 
main  power  of  these  vessels,  is  practically  useless,  on  account  of 
the  bad  system  of  its  breech  mechanism,  and  the  bad  quality  of 
the  cartridge  cases,  of  which  there  are  only  those  on  board. 

"The  Colon,  which  is  undoubtedly  the  best  of  all  our  ships 
from  a  military  point  of  view,  has  not  received  her  guns.  The 
Destructor  may  serve  as  a  scout,  although  its  speed  is  not  very 
high  for  this  ser\'ice  in  the  fleet  The  Furor  and  Terror  are 
in  a  good  condition,  but  I  doubt  if  they  can  make  effective 
use  of  their  75-mm.  pieces.  As  for  the  supplies  necessary  for  a 
fleet,  we  frequently  lack  even  the  most  necessary.  In  this  arsenal 
(Cadiz)  we  have  not  been  able  to  coal,  and  both  at  Barcelona  and 
Cadiz  we  could  only  obtain  half  of  the  biscuit  we  wanted,  and 
that  only  because  I  had  ordered  8,000  kilos  to  be  made  here.    We 


752        VIEWS  OF  ADMIRAL  CERVERA  REGARDING 

have  no  charts  of  the  American  seas,  although  I  suppose  that 
they  have  been  ordered;  but  at  the  present  time  we  could  not 
move.  Apart  from  this  deficient  state  of  the  material,  I  have  the 
pleasure  to  state  that  the  spirit  of  the  personnel  is  excellent,  and 
that  the  country  will  find  it  all  that  it  may  choose  to  demand  It 
is  a  pity  that  a  lack  of  better  and  more  abundant  material,  greater 
supplies,  and  less  hindrances  are  wanting  to  put  this  personnel  in 
a  condition  to  amply  carry  out  its  role!  " 

"  I  note,"  said  the  Admiral  in  another  letter,  "  what  I  am  told 
concerning  the  heavy  artillery  of  the  Colon.  It  is  to  be  very 
much  regretted  that  there  is  always  so  much  underhand  work 
about  everything,  and  that  there  should  be  so  much  of  it  now 
regarding  the  acceptance  of  the  254-mm.  guns,  because  if  we 
finally  take  them,  it  will  seem  that  we  are  yielding  to  certain  dis- 
agreeable impositions,  and  if  things  come  to  the  worst,  it  seems 
to  me  we  will  have  to  accept,  as  the  proverb  says,  *  hard  bread 
rather  than  none ';  and  if  we  have  no  other  guns,  and  these  ones 
can  fire  at  least  25  or  30  shots,  we  will  have  to  take  them  anyhow, 
even  though  they  are  expensive  and  inefficient  And  we  must 
not  lose  time,  so  that  the  vessej  may  be  anned  and  supplied  with 
ammunition  as  soon  as  possible.** 

Some  time  afterwards,  when  matters  were  getting  worse  and 
worse,  the  Admiral  was  more  explicit  stilL  Shortly  after  the 
Dupuy  de  Lome  incident  he  said: 

"  I  do  not  know  when  the  Pelayo  and  Carlos  V  will  be  able  to 
join  the  fleet,  but  I  suspect  that  they  will  not  arrive  in  time.  Of 
the  first  one  I  know  nothing  at  all,  but  I  have  received  some  news 
concerning  the  second  one,  and  certainly  not  very  satisfoctory  as 
regards  the  time  it  will  take  for  it  to  be  ready.  It  seems  to  me 
that  there  is  a  mistake  in  the  calculation  of  the  forces  we  may 
count  upon  in  the  sad  event  of  a  war  with  the  United  States.  In 
the  Cadiz  division  I  believe  the  Numancia  will  be  lacking.  I  do 
not  think  we  can  count  on  the  Lepanto.  Of  the  Carlos  V  and  the 
Pelayo  I  have  already  spoken.  The  Colon  has  not  yet  received 
her  artiller\',  and  if  war  comes,  she  will  be  caught  without  her 
heav>'  artillery.  The  eight  principal  vessels  of  the  Havana  station 
have  no  military  value  whatever,  and,  besides,  are  badly  worn  out, 
therefore  they  can  be  of  very  little  use.  In  saying  this  I  am  not 
moved  by  a  fault-finding  spirit,  but  only  by  a  desire  to  avoid  illii- 
sions  that  may  cost  us  very  dear. 
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''  Taking  things  as  they  are,  however  sad  it  may  be,  it  is  seen 
that  our  naval  force  when  compared  with  that  of  the  United 
States  is  approximately  in  the  proportion  of  i  to  3.  It  therefore 
seems  to  me  a  dream,  almost  a  feverish  fancy,  to  think  that  with 
this  force,  extenuated  by  our  long  wars,  we  can  establish  the 
blockade  of  any  port  of  the  United  States.  A  campaign  against 
them  will  have  to  be,  at  least  for  the  present,  a  defensive  or  a 
disastrous  one,  unless  we  have  some  alliances,  in  which  case  the 
tables  may  be  turned.  As  for  the  offensive,  all  we  could  do 
would  be  to  make  some  raids  with  our  fast  vessels  in  order  to 
do  them  as  much  harm  as  possible.  It  is  frightful  to  think  of 
the  results  of  a  naval  battle,  even  if  it  should  be  a  successful  one 
for  us,  for  how  and  where  would  we  repadr  our  damages?  I, 
however,  will  not  refuse  to  do  what  may  be  judged  necessary, 
but  I  think  it  convenient  to  analyze  the  situation  such  as  it  is, 
without  cherishing  illusions  which  may  bring  about  terrible  dis- 
appointments." 

Comparison  of  the  Fleets. 

The  comparison  of  both  navies,  based  upon  the  studies  made  in 
prevision  of  a  war  with  the  United  States,  suggested  to  the 
Admiral  the  following  considerations  on  February  25,  1898: 

**  If  we  compare  the  navy  of  the  United  States  with  our 
own,  counting  only  modem  vessels  capable  of  active  service, 
we  find  that  the  United  States  have  the  battle-ships  Iowa,  Indi- 
ana, Massachusetts,  Oregon  and  Texas;  the  armored  cruisers 
Brooklyn  and  New  York;  the  protected  cruisers  Atlanta,  Min- 
neapolis, Baltimore,  Charleston,  Chicago,  Cincinnati,  Columbia, 
Newark,  San  Francisco,  Olympia,  Philadelphia,  and  Raleigh, 
and  the  rapid  unprotected  cruisers  Detroit,  Marblehead,  and 
Montgomery.  Against  this  we  have,  following  the  same  classifi- 
cation, the  battle-ships  Pelayo,  Infanta  Maria  Teresa,  Vizcaya, 
and  Oquendo,  armored  cruiser  Col6n,  and  protected  cruiser  Car- 
los V,  Alfonso  XIII,  and  Lepanto;  no  feist  unprotected  cruisers; 
and  all  this  supposing  the  Pelayo,  Carlos  V,  and  Lepanto  to  be 
ready  in  time,  and  giving  the  desired  value  to  the  Alfonso  XIII. 
I  do  not  mention  the  other  vessels  on  account  of  their  small  mili- 
tary value,  surely  inferior  to  that  of  the  nine  gunboats,  from 
1,000  to  1,600  tons  each,  six  monitors  still  in  service,  the  nun 
Katahdin,  the  Vesuvius,  and  the  torpedo-boats  and  destroyers. 
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which  I  do  not  count.    I  believe  that  in  the  present  form  the  ( 
parison  is  accurate  enough. 

''  Comparing  the  displacements,  we  find  that  in  battle-shipj 
United  States  have  41,589  tons  against  our  30,917  tons 
armored  cruisers  they  have  17471  tons  against  our  6,840;  in 
tected  cruisers  51,098  against  18,887,  ^^^  in  '^^  tmprote 
cruisers  they  have  6,287  and  we  none.  The  total  of  vessels  { 
for  all  kinds  of  operations  comprise  116,445  ^^^^  against  56 
tons,  or  something  less  than  one-half. 

"  In  speed  our  battle-ships  are  superior  to  theirs,  but  no 
their  armored  cruisers.  In  other  vessels  their  speed  is  sup< 
to  ours. 

''  Comparing  the  artillery,  and  admitting  that  it  is  possibl 
fire  every  ten  minutes  the  number  of  shots  stated  in  the  respe< 
reports,  and  that  only  one-half  of  the  pieces  of  less  than  20 
are  fired,  and  supposing  that  the  efficiency  of  each  shot  of  the 
bers  32,  30,  28,  25,  20,  16,  15,  14,  12,  10,  17.5,  5.7,  4.7,  and  3. 
represented  by  the  figures  328,  270,  220,  156,  80,  41,  33,  27, 
10,  4,  2,  and  I,  which  are  the  hundredths  of  the  cubes  of 
numbers   representing   their  calibers   expressed  in  centime 

i  f- li-Y  we  find  that  the  artillery  power  of  the  An 

I  can  battle-ships  is  represented  by  43,822,  and  that  of  oun 

29,449;  that  of  the  American  armored  cruisers  by  I3i550, 
that  of  ours  (Colon)  by  6,573;  that  of  the  American  prote 
!  cruisers  by  62,725,  and  that  of  ours  by  14,600;  that  of  the  Ai 

1:^}  ican  unprotected  cruisers  by  12,30a    Therefore,  according 

]  i  these  figures,  the  offensive  power  of  the  artillery  of  the  Un 

jl  States  vessels  will  be  represented  by  132,397,  and  that  of  i 

;  I  by  50,622,  or  a  little  less  than  two-fifths  of  the  enemy's. 

\\  ''To  arrive  at  this  appalling  conclusion  I  have  alr^dy  said 

;«  it  has  been  necessary  to  count  the  Pelayo  and  Carlos  V,  wl 

probably  will  not  be  ready  in  time;  the  Lepanto,  which  surely 
not  be  ready,  and  the  Alfonso  XIII,  whose  speed  renders  he 
a  very  doubtful  utility. 

i  j  Impossibility  of  an  Offensive  Campaign. 

Now.  to  carry  out  any  serious  operations  in  a  maritime  y 
the  first  thing  necessary  is  to  secure  control  of  the  sea,  which 
only  be  done  by  defeating  the  enemy's  fleet,  or  rendering  ti 


It 
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powerless  by  blockading  them  in  their  military  ports.  Can  we  do 
this  with  the  United  States?  It  is  evident  to  me  that  we  can  not. 
And  even  if  God  should  grant  us  a  great  victory,  against  what 
may  be  reasonably  expected,  where  and  how  would  we  repair  the 
damages  sustained?  Undoubtedly  the  port  would  be  Havana,  but 
with  what  resources?  I  am  not  aware  of  the  resources  existing 
there,  but  judging  by  this  department,  where  everything  is  scarce, 
it  is  to  be  assumed  that  the  same  condition  exists  everywhere,  and 
that  the  immediate  consequences  of  the  first  great  naval  battle 
would  be  the  enforced  inaction  of  the  greater  part  of  our  fleet  for 
the  rest  of  the  campaign,  whatever  might  be  the  result  of  that 
great  combat  In  the  meantime  the  enemy  would  repair  its  dam- 
ages inside  of  its  fine  rivers,  and  aided  by  its  powerful  industries 
and  enormous  resources.  This  lack  of  industries  and  stores  on 
our  part  renders  it  impossible  to  carry  on  an  offensive  campaign. 

''  If  the  control  of  the  sea  remains  in  the  hands  of  our  adver- 
saries, they  will  immediately  make  themselves  masters  of  any 
unfortified  port  which  they  may  want  in  the  island  of  Cuba,  count- 
ing, as  they  do,  on  the  insurgents,  and  will  use  them  as  a  base 
for  their  operations  against  us.  The  transportation  of  troops  to 
Cuba  would  be  most  difficult  and  the  success  very  doubtful,  and 
the  insurrection,  without  the  check  of  our  army,  which  would 
gradually  give  way,  and  with  the  aid  of  the  Americans,  would 
rapidly  increase  and  become  more  formidable. 

"  These  reflections  are  very  sad;  but  I  believe  it  to  be  my  una- 
voidable duty  to  set  aside  all  personal  considerations  and  loyally 
to  represent  to  my  country  the  resources  which  I  believe  to  exist, 
so  that,  without  illusions,  it  may  weigh  the  considerations  for  and 
against,  and  then,  through  the  government  of  His  Majesty,  which 
is  the  country's  legitimate  organ,  it  may  pronounce  its  decision. 
I  am  sure  that  this  decision  will  find  in  all  of  us  energetic,  loyal, 
and  decided  executors.     Our  motto  is  *  the  fulfillment  of  duty.' " 

More  Deficiencies — ^the  Country  must  be  told  the  Truth. 

On  February  26  the  Admiral  wrote  the  following: 

"  When  I  received  yesterday  the  letter  in  which,  among  other 

things,  you  asked  me  if  the  Col6n  could  go  out  for  target  practice, 

I  answered  that  the  vessel  was  ready,  and  at  the  same  time  I  took 

measures  so  that  the  cartridge  cases  which  might  be  used  in  that 
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practice  should  be  recharged,  but  it  appears  that  there  is  no  fur- 
nace in  which  they  can  be  reannealed,  or  a  machine  to  reform  the 
cartridge  cases.  The  extra  charges  which  the  vessel  brought  (72 
per  gun)  are  therefore  useless. 

"  I  send  to-day  the  official  letter  which  I  announced  yesterday. 
Its  conclusions  are  indeed  afflicting,  but  can  we  a£Ford  to  cherish 
illusions?  Do  we  not  owe  to  our  country  not  only  our  life  if 
necessary,  but  the  exposition  of  our  beliefs?  I  am  very  uneasy 
about  this.  I  ask  myself  if  it  is  right  for  me  to  keep  silent,  and 
thereby  make  myself  an  accomplice  in  adventures  which  will 
surely  cause  the  total  ruin  of  Spain.  And  for  what  purpose? 
To  defend  an  island  which  was  ours  but  belongs  to  us  no  more, 
because  even  if  we  should  not  lose  it  by  right  in  the  war,  we  have 
lost  it  in  fact,  and  with  it  all  our  wealth  and  an  enormous  number 
of  young  men,  victims  of  the  climate  and  bullets,  in  the  defense 
of  what  is  now  no  more  than  a  romantic  ideal.  Furthermore,  I 
believe  that  this  opinion  of  mine  should  be  known  by  the  Queen, 
and  by  the  whole  council  of  ministers." 

That  this  thoughtful  and  patriotic  advice  was  not  favorably 
received  by  the  government  is  shown  by  the  following  letter  a  few 
days  afterwards: 

"  Yesterday  I  received  your  letter  of  the  28th,  and  I  regret  very 
much  the  painful  impressions  caused  by  my  remarks;  but  I  am 
not  surprised,  because  they  are  truly  sad,  and  still,  perhaps,  they 
fall  beneath  the  mark,  judging  from  an3rthing  one  sees.  Just 
now  we  have  another  proof  of  this  in  the  fact  that  the  difficulty  of 
obtaining  cartridge  cases  for  the  Colon  arises  from  the  want  of 
means  (money),  and  this  on  the  eve,  perhaps,  of  a  war  against  the 
richest  nation  in  the  world.  I  do  not  wish  to  dwell  too  much  on 
this  point,  for  no  practical  result  could  be  obtained.  But  every 
detail  points  out  either  our  lack  of  means  or  our  defective  oi^ni- 
zation»  and,  above  all,  our  utter  lack  of  preparation. 

"  I  have  deemed  it  my  duty  to  express  my  opinions  to  the 
proper  authorities  clearly  and  without  beating  around  the  bush. 
Now  let  orders  be  given  to  me ;  I  will  carry  them  out  with  energy 
and  decision.     I  am  ready  for  the  worst" 

More  Data  Regarding  our  Inferiority — Danger  to  the 

Philippines. 

''An  examination  of  our  forces,"  said  the  Admiral  on  March 
25,  "  based  upon  what  I  already  know  and  upon  recent  informa- 
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tion  and  observation,  not  only  confirms  what  I  said,  but  shows  it 
to  be  still  worse.  I  have  visited  the  Vitoria,  on  which  I  counted, 
and  from  my  visit  I  have  drawn  the  conviction  that  we  can  not 
count  on  her  for  the  present  conflict  Neither  does  my  infor- 
mation permit  me  to  count  on  the  Pelayo,  Carlos  V,  or  Numancia. 
And  yet,  as  this  opinion  is  not  based  upon  personal  observation, 
I  include  them  in  the  enclosed  statement  Whatever  may  be  the 
direction  given  to  the  conflict,  either  war,  negotiations  direct,  or 
through  a  third  party,  an  arbitrator  or  otherwise,  the  longer  the 
decision  is  delayed  the  worse  it  will  be  for  us.  If  it  is  war,  the 
longer  it  takes  to  come  the  more  exhausted  we  will  be.  If  it  is 
negotiation  of  any  kind,  the  longer  it  is  postponed  the  greater  will 
be  the  demands,  each  time  more  irritating,  which  will  be  pre- 
sented by  the  United  States,  and  to  which  we  will  have  to  yield 
in  order  to  gain  time  in  the  vain  hope  of  improving  our  military 
position.  And  as  our  position  can  not  be  improved,  let  us  see 
what  we  can  expect  from  a  war  under  such  conditions. 

"  It  would  be  foolish  to  deny  that  what  we  may  reasonably 
expect  is  defeat,  which  may  be  glorious,  but  all  the  same,  defeat 
which  would  cause  us  to  lose  the  island  in  the  worst  possible 
manner.  But  even  supposing  an  improbability,  that  is,  that  we 
should  obtain  a  victory,  that  would  not  change  the  final  result  of 
the  campaign.  The  enemy  would  not  declare  itself  defeated,  and 
it  would  be  foolish  for  us  to  pretend  to  overcome  the  United 
States  in  wealth  and  production.  They  would  recover  easily, 
while  we  would  die  of  exhaustion,  although  victorious,  and  the 
ultimate  result  would  be  always  a  disaster.  Only  in  case  we  could 
count  on  some  powerful  ally  could  we  aspire  to  obtain  a  satisfac- 
tory result. 

'*  But,  besides  having  to  discount  the  high  price  to  be  paid  for 
such  an  alliance,  even  then  we  would  only  be  postponing  the 
present  conflict  for  a  few  years,  when  it  would  become  graver  than 
it  is  to-day,  as  is  the  present  insurrection  in  comparison  with  the 
last. 

*'  Even  admitting  the  possibility  of  retaining  Cuba,  this  island 
would  cost  us  enormous  sacrifices  by  the  necessity  of  being  con- 
stantly armed  to  the  teeth.  And  here  the  problem  already  pointed 
out  by  somebody  arises:  Is  the  island  worth  the  ruin  of  Spain? 
(Silvela  in  Burgos.)  I  do  not  speak  on  the  subject  of  privateer- 
ing, because  it  seems  to  me  that  no  man  acqtiainted  with  history 
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can  attach  any  value  to  privateering  enterprises,  which  nowadays 
are  almost  impossible  on  accotmt  of  the  character  of  moderr 
vessels. 

''The  accompanying  statement  shows  that  our  forces  in  th< 
Atlantic  are  approximately  one-half  of  those  of  the  United  States 
both  as  regards  tonnage  and  artillery  power.  I  have  nevei 
thought  of  the  forces  which  the  United  States  have  in  the  Pacific 
and  Asia  in  connection  with  the  development  of  events  in  the 
West  Indies;  but  I  have  always  considered  these  forces  a  great 
danger  for  the  Philippines,  which  have  not  even  a  shadow  of  a 
resistance  to  oppose  to  them.  And  as  regards  the  American 
coasts  of  the  Pacific,  the  United  States  have  no  anxiety  about 
them.  I  think  you  are  mistaken  in  believing  that  during  the 
month  of  April  our  situation  will  change.  As  I  have  said  above 
I  am  sure  that  neither  the  Carlos  V,  the  Pelayo,  the  Vitoria,  or  the 
Numancia  will  be  ready,  and  nobody  knows  how  we  will  be  a! 
regards  14-cm.  ammunition.  It  seems  sure  that  by  the  end  ol 
April  the  254-mm.  guns  of  the  Colon  will  not  be  mounted.  Ever 
if  I  were  mistaken,  then  our  available  forces  in  the  West  Indies 
would  be  49  per  cent  of  that  of  the  Americans  in  tonnage,  and 
47  per  cent  in  artillery. 

"  Our  only  superiority  would  be  in  torpedo-boats  and  de- 
stroyers, provided  all  of  them  arrive  there  in  good  order. 

''  I  do  not  know  exactly  what  are  the  sentiments  of  the  peoph 
concerning  Cuba,  but  I  am  inclined  to  believe  that  the  immensi 
majority  of  Spaniards  wish  for  peace  above  all  things.  But  those 
who  so  think  are  the  ones  who  suffer  and  weep  inside  of  their  owi 
houses,  and  do  not  talk  so  loud  as  the  minority  who  profit  by  the 
continuation  of  this  state  of  affairs.  However,  this  is  a  subject 
which  it  is  not  for  me  to  analyze. 

"  Our  want  of  means  is  such  that  some  days  ago  three  men  went 
overboard  while  manning  the  rail  for  saluting,  through  the  break- 
ing of  an  old  awning  line.  A  new  line  had  been  asked  for  fift} 
days  ago,  but  it  has  not  yet  been  replaced.  In  old  times,  forty- 
three  days  after  the  Heman  Cortes  was  laid  down  the  vessel  wu 
at  sea.  It  is  now  fifty-one  days  since  I  requested  the  changing  ol 
certain  tubes  in  the  boilers  of  a  steam  launch  of  die  Teresa,  and  ] 
do  not  yet  know  when  it  will  be  done.  This  will  protwbly  be  the 
proportion  between  us  and  the  United  States  in  the  repair  ol 
damages,  in  spite  of  our  having  the  Havana  dock,  which  is  the 
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principal  thing,  but  not  all.  As  for  the  crews,  I  do  not  know 
them,  but  I  may  say  that  the  crews  that  defeated  our  predecessors 
at  Trafalgar  had  been  recruited  in  the  same  way. 

"  This  is  my  loyal  opinion,  and  for  the  sake  of  the  nation,  I  ex- 
press it  to  the  Government.  If  it  is  thought  advisable  for  me  to 
express  it  personally,  I  am  ready  to  start  at  the  first  intimation. 
After  I  have  done  this,  thus  relieving  my  conscience  of  a  heavy 
weight,  I  am  quite  ready  to  fulfill  the  comparatively  easy  duty  of 
conducting  our  forces  wherever  I  may  be  ordered,  being  sure  that 
all  of  them  will  do  their  duty. 

North  Atlantic  Squadron. 

SPAIN. 

Protected  vessel  actually  there,  or  unprotected  but  with  a  speed  of  over 
15  miles: 

Ditplacement.      Artillery. 

Vizcaya    7,ooo  6,130 

Oquendo   7,000  6,130  . 

Marques  de  la  Ensenada 1,064  1,000 

UNITED  states. 

Same  kind  of  vessels: 

New  York 8,200  6,400 

Indiana 10,288  9»304 

Massachusetts   10,288  9,304 

Texas   6,315  550 

Brooklyn 9,271  7,88o 

Iowa  11,410  8,360 

Montgomery    2,089  4,100 

Marblehead    2,089  4,100 

Detroit 2,089  4,100 

Terror    3,600  2,896 

To  these  may  be  postively  added:  65,639         60,994 

SPAIN. 

Infanta  Maria  Teresa 7,000  6,130 

Cristobal  Col6n   6,840  8,490* 

Alfonso  XIII 4,826  4,340 

18,666  18,960 

UNITED  STATES. 

Minneapolis   7,375  4,790 

Columbia 7,375  4,790 

14,750  9,580 

*  Without  the  25-cm.  guns,  the  value  of  which  is  represented  by  1,248. 
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Doubtful  additions: 

SPAIN.  DirpUceaicDi.      Anillcry. 

Pclayo    9,917  6,987 

Carlos  V 9^60  5,6ao 

19^167         12,607 

UNITED  STATES. 

Atlanta    j,ooo  4,270 

Charleston    3,730  4,570 

Chicago  4,500  4*470 

Newark   4/)g8  6,740 

Philadelphia  4>324  7,640 

Dolphin  1,485  700 

Yorktown  1,703  33^0 

22340         3i>7io 

In  the  South  Atlantic  they  have: 

Cincinnati  3»20O  4>79S 

All  the  other  vessels  have  very  little  military  value,  with  the  exception  of 
the  torpedo-boats  and  destroyers,  not  mentioned  in  this  statement,  indnd- 
ing  the  Katahdin  and  Vesuvius. 

CeRVERA   WISHED  TO   EXPLAIN   HIS   OPINION    TO  THE  COUNCIL 

OF  Ministers. 

Admiral  Cervera's  already  expressed  desire  to  personally  inform 
the  council  of  ministers  was  still  more  clearly  expressed  under 
date  of  March  16. 

"  Yesterday  I  received  your  favor  of  the  day  before,  by  which 
I  see  that  our  opinions  agree  concerning  the  conflict  which  threat- 
ens our  unfortunate  country.  As  both  of  us  are  animated  by  the 
best  desires,  such  agreement  was  sure  to  come.  It  also  appears 
that  the  whole  government  participates  in  this  opinion,  but  I  am 
afraid  that  there  may  be  some  minister  who,  while  believing  that 
we  are  not  in  favorable  conditions,  may  have  been  dazzled  by  the 
names  of  the  vessels  appearing  in  the  general  statement,  and  may 
not  realize  how  crushing  a  disproportion  really  exists,  e^edally 
if  he  is  not  thoroughly  aware  of  our  lack  of  everjrthing  that  is  nec- 
essar>'  for  a  naval  war,  such  as  supplies,  ammunition,  coal,  etc 
We  have  nothing  at  all.  If  this  fear  of  mine  is  well  founded,  I 
think  it  is  of  the  greatest  importance  that  the  whole  council  ol 
ministers  without  exception  be  fully  and  clearly  informed  of  oui 
terrible  position,  so  that  there  may  not  remain  the  least  doubt  thai 
the  war  will  simply  lead  us  to  a  terrible  disaster,  followed  by  a 
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humiliating  peace  and  the  most  frightful  ruin;  for  which  reason  it 
is  necessary  not  only  to  avoid  the  war  but  to  find  some  solution 
which  will  render  it  impossible  in  the  future.  If  this  is  not  done, 
the  more  time  is  spent,  the  worse  will  be  the  final  result,  whether 
it  is  peace  or  war. 

"  From  this  reasoning,  as  clear  as  daylight  to  me,  it  appears 
that  since  we  can  not  go  to  war  without  meeting  with  a  certain 
and  frightful  disaster,  and  since  we  can  not  treat  directly  with  the 
United  States,  whose  bad  faith  is  notorious,  perhaps  there  is 
nothing  left  for  us  to  do  but  to  settle  the  dispute  through  arbitra- 
tion or  mediation,  provided  the  enemy  accepts.  However,  this 
order  of  consideration  does  not  come  within  my  sphere  of  duty, 
which,  as  the  chief  of  the  squadron,  is  limited  to  reporting  the 
state  of  military  affairs  and  then  carrying  out  the  orders  of  the 
Government.  The  latter,  however,  must  be  fully  informed  of  the 
situation.  Before  dropping  this  subject,  I  must  insist  that  per- 
haps it  would  be  well  for  me  to  verbally  inform  the  members  of 
the  Cabinet,  and  to  say  that  I  am  ready  to  start  at  the  first  inti- 
mation. 

''  Concerning  the  available  forces  and  what  may  be  expected  of 
them :  I  will  be  very  glad  if  Ansaldo  carries  out  his  promise  about 
the  254-mm.  g^ns  of  the  Colon.  The  14-cm.  cartridge  cases  are 
absolutely  necessary.  This  vessel  has  only  thirty,  and  it  is  to  be 
supposed  that  the  stores  of  the  Oquendo  and  Vizcaya  are  not 
better  supplied.  For  the  present  the  firm  is  supplying  only  one 
hundred  per  week;  and  supposing  that  the  first  ones  have  already 
arrived  or  will  arrive  in  Cadiz  one  of  these  days,  at  this  rate  we 
won't  have  finished  until  October.  Then  they  have  to  be  charged, 
therefore  they  can  never  be  ready  in  time  for  the  present  conflict 
I  thought  I  would  have  the  first  ones  by  January,  and  I  will  not 
have  them  until  April.  The  engines  of  the  Pelayo  are  ready,  and 
the  vessel  can  sail,  but  how  about  the  secondary  battery  and  the 
armored  redoubt?  These  will  not  be  ready.  If  the  old  battery 
could  be  mounted!  But  I  doubt  it;  the  ports  will  not  permit  it 
I  have  heard  it  said  that  the  crew  which  brought  the  Pelayo  was 
taken  from  the  Vitoria,  which  is  another  proof  of  our  excessive 
poverty.  It  will  be  very  well  if  the  Carlos  V  is  soon  ready,  but 
I  understand  that  the  lo-cm.  battery  has  not  yet  been  mounted, 
and  then  the  trials  are  to  be  made. 

"  I  never  had  great  confidence  in  the  purchasing  of  vessels. 

52 
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Too  much  fuss  is  made  over  every  detail  by  ignorant  people, 
was  through  this  that  we  lost  the  Garibaldi,  and  now  we  ha\ 
lost  the  Brazilian  cruisers.  In  fact,  we  have  only  secured  th 
Colon,  an  excellent  ship,  but  which  has  not  yet  arrived,  and  th 
Valdes.  And  supposing  that  we  had  everything  our  own  wa] 
and  that  Providence  should  g^nt  us  a  victory,  which  is  highl 
improbable,  we  would  then  find  ourselves  in  the  condition  e^i 
plained  in  my  last,  and  which  it  is  not  necessary  to  repeat  ] 
only  rests  for  me  now  to  be  informed  of  the  destination  of  th 
fleet.  I  believe  the  Teresa  ought  to  be  in  Cadiz,  where  the  can 
ridge  cases  are  to  be  recharged,  and  she  could  sail  as  all  he 
guns  were  mounted. 

"  I  will  insist  no  more,  but  the  voice  of  my  conscience,  animate 
by  my  love  for  my  country,  tells  me  that  in  saying  this  I  am  fu 
filling  my  unavoidable  duty." 

Condition  of  the  Fleet  Immediately  before  the  War, 

In  the  month  of  April,  shortly  before  the  war,  Cervera  wrote 

"  My  fears  are  realized.  The  conflict  is  coming  fast  upon  uj 
and  the  Colon  has  not  received  her  big  guns;  the  Carlos  V  hs 
not  been  delivered,  and  her  lo-cm.  artillery  is  not  yet  mountec 
the  Pelayo  is  not  ready  for  want  of  finishing  her  redoubt,  and, 
believe,  her  secondary  battery;  the  Vitoria  has  no  artillery,  and  < 
the  Numancia  we  had  better  not  speak. 

"  But  after  all  I  am  glad  the  end  is  coming.  The  country  ca 
stand  this  state  of  affairs  no  longer,  and  any  arrangement  will  b 
a  good  one,  however  bad  it  looks,  if  it  comes  without  our  bavin 
to  lament  a  great  disaster,  as  may  happen  if  we  go  to  war  with 
few  half-armed  vessels,  and  without  want  of  means  and  excess  ( 
incumbrances." 

A  few  days  afterwards  he  wrote: 

"  On  account  of  the  general  anxiety  it  is  very  important  t 
think  of  what  is  to  be  done,  so  that,  if  the  case  arises,  we  may  a< 
rapidly  and  with  some  chance  of  efficiency,  and  not  be  gropin 
about  in  the  dark,  or  like  Don  Quixote,  go  out  to  fight  windmil 
and  come  back  with  broken  heads. 

"  If  our  naval  forces  were  superior  to  those  of  the  United  State 
the  question  would  be  an  easy  one.  All  we  would  have  to  d 
would  be  to  bar  their  way.  But  on  the  contrary  our  forces  ai 
very  inferior  to  theirs.     To  endeavor  to  bar  their  way,  whic 
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could  only  be  done  by  giving  them  a  decisive  naval  battle,  would 
be  the  greatest  of  follies.  That  would  simply  mean  a  sure  defeat^ 
which  would  leave  us  at  the  mercy  of  the  enemy,  who  would  easily 
take  a  good  position  in  the  Canaries,  establish  there  a  base  of 
operations,  crush  our  commerce,  and  safely  bombard  our  mari- 
time cities.  It  is  therefore  absolutely  necessary  to  decide  what 
we  are  going  to  do,  and  without  disclosing  our  proposed  move- 
ments, be  in  a  position  to  act  when  the  time  comes. 

''  This  was  the  substance  of  my  telegram,  and  my  ideas  have 
not  changed  since  then.  If  we  are  caught  without  a  war  plan, 
there  will  be  vacillations  and  doubts;  and,  after  defeat,  there  may 
come  humiliation  and  shame.'* 

On  the  eve  of  the  war  Cervera  justly  lamented  the  lack  of  a 
plan  as  follows: 

''  I  regret  very  much  to  have  to  sail  without  having  agreed  upon 
some  plan,  even  in  general  lines,  for  which  purpose  I  repeatedly 
requested  permission  to  go  to. Madrid.  From  the  bulk  of  the 
telegrams  received  I  think  I  see  that  the  government  persists  in 
the  idea  of  sending  the  little  squadron  (torpedo-boat  flotilla)  to 
Cuba.  That  seems  to  me  a  very  risky  adventure,  which  may  cost 
us  very  dear,  for  the  loss  of  our  flotilla  and  the  defeat  of  our 
squadron  in  the  Caribbean  Sea  entails  a  great  danger  for  the 
Canaries,  and  perhaps  the  bombardment  of  our  coast  cities.  I 
do  not  mention  the  fate  of  the  island  of  Cuba  because  I  have 
anticipated  it  long  ago.  A  naval  defeat  would  only  precipitate 
its  ultimate  loss,  while  if  left  to  defend  itself  with  its  present  means, 
perhaps  it  would  give  the  Americans  some  annoyance.  We  must 
not  deceive  ourselves  concerning  the  strength  of  our  fleet  If  our 
correspondence  of  the  last  two  months  is  looked  over  it  will  be 
seen  not  that  I  have  been  a  prophet,  but  that  I  have  fallen  short  of 
the  true  mark.  Let  us  not  have  any  illusions  as  to  what  we  can 
do." 

The  last  documents  relating  to  the  sailing  of  the  fleet  from  Cape 
Verde  are  the  most  interesting.  They  show  what  was  the  condi- 
tion of  the  vessels  on  the  19th  of  April,  the  day  before  the  rupture 
of  relations.  Admiral  Cervera  wrote  from  Saint  Vincent,  Cape 
Verde  : 

"  The  boilers  of  the  Ariete  are  practically  out  of  service,  so 
that  this  vessel,  instead  of  being  an  element  of  power,  is  the 
nightmare  of  the  fleet.    She  could  only  be  used  for  port  defense. 


I 


I 
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j  The  boilers  of  the  Azor  are  eleven  years  old,  and  are  of 

I  locomotive  type.    As  for  the  Furor  and  Terror,  their  bow  pi 

give  as  soon  as  they  are  in  a  sea  way,  and  some  of  their  fra 
have  been  broken.  The  Pluton  had  an  accident  of  this  1 
when  coming  from  England,  and  had  her  bows  strengthene 
Ferrol. 

"  I  do  not  know  whether  the  port  of  San  Juan  de  Puerto  ] 
affords  good  protection  for  the  fleet  If  it  does  not,  and  if 
port  of  Mayaguez  can  not  be  effectively  closed,  the  fleet  wouli 
in  a  most  unfavorable  position.  However,  before  forming  a  ji 
ment,  I  shall  await  the  arrival  of  the  Vizcaya,  whose  capl 
Eulate,  is  thoroughly  acquainted  with  Puerto  Rico.  I  am  < 
stantly  preoccupied  about  the  Canaries.  It  will  be  necessar 
close  and  fortify  the  port  of  Graciosa  Island,  as  well  as  the  is 
commanding  the  port  of  La  Luz  in  Grand  Canary. 

"  The  idea  of  sending  the  fleet  to  Cuba  seems  to  have  1 
abandoned,  I  believe  very  wisely. 

"  Concerning  Puerto  Rico,  I  have  often  wondered  whethi 
would  be  wise  to  accumulate  there  all  our  forces,  and  I  do 
think  so.    If  Puerto  Rico  is  faithful,  it  wiU  not  be  such  an 
job  for  the  Yankees;  if  it  is  not  faithful,  it  will  inevitably  fo 
the  same  fate  as  Cuba,  at  least  as  regards  us. 

"  On  the  other  hand,  I  am  very  much  afraid  for  the  Philipi 
and  the  Canaries,  as  I  have  said  before;  and  above  all,  the  p 
bility  of  a  bombardment  of  our  coast,  which  is  not  imposi 
considering  the  audacity  of  the  Yankees,  and  coanting,  as 
do,  with  four  or  five  vessels  of  higher  speed  than  our  own. 
all  these  reasons,  I  am  doubtful  as  to  what  it  would  be  besi 
me  to  do ;  and  I  will  not  take  any  decision  without  the  Ofnnic 
the  council  of  captains,  as  prescribed  by  the  ordinances. 

"  I  leave  this  letter  open  until  to-morrow,  in  case  somet 
should  happen. 

"  I  have  just  now  been  informed  that  the  Vizcaya  and  Oqnt 
are  in  sight.  I  have  had  the  pleasure  of  seeing  them  come  in 
of  greeting  their  captains.  The  crews  are  in  the  best  of  b 
and  spirits,  but  the  Vizcaya  needs  docking  badly.  Daring 
trip  from  Puerto  Rico  she  burned  200  tons  more  Aan 
Oquendo,  which  means  a  diminution  of  her  speed  of  from  3 
'  knots  according  to  my  reckoning,  and  a  diminntion  of  her  wp 
of  action  of  from  25  to  35  per  cent,  thus  losing  the  advantag 
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speed.    Both  are  now  coaling,  but  it  is  a  long  job,  for,  unfor- 
tunately, we  do  not  feel  at  home  here.    We  are  indeed  unlucky!  " 

Council  of  War  of  the  Commanders  of  the  Fleet. 

It  is  well  known  that  before  the  sailing  of  the  squadron  the  com- 
manders of  the  vessels  held  a  council  of  war  on  board  the  Coldn, 
on  April  21. 

This  is  what  Cervera  wrote: 

''  The  council  lasted  nearly  four  hours.  The  prevailing  spirit 
was  of  the  purest  discipline,  characterized  by  the  high  spirit  which 
animates  the  whole  fleet,  and  especially  the  distinguished  com- 
manders, who  are  an  honor  to  Spain  and  the  navy,  and  whom  it 
is  my  fortune  to  have  as  companions  in  these  critical  circum- 
stances. The  first  and  natural  desire  expressed  by  all  was  to  go 
resolutely  in  quest  of  the  enemy,  and  to  surrender  their  lives  on 
the  altar  of  the  mother  cotmtry ;  but  the  vision  of  this  same  mother 
country  abandoned,  insulted,  and  trod  upon  by  the  enemy,  proud 
of  our  defeat — for  nothing  else  can  be  expected  by  going  to  meet 
them  on  their  own  ground  with  our  inferior  forces — ^forced  them 
to  see  that  such  sacrifice  would  not  only  be  useless  but  harmful, 
since  it  would  place  the  mother  country  in  the  hands  of  an  inso- 
lent and  proud  enemy,  and  God  only  knows  what  the  conse- 
quences might  be.  I  could  see  the  struggle  in  their  minds 
between  these  conflicting  considerations.  All  of  them  loathe  the 
idea  of  not  going  immediately  in  search  of  the  enemy,  and  finish- 
ing once  and  for  alL  But,  as  I  said  before,  the  specter  of  the 
country  violated  by  the  enemy  rose  above  all  other  considera- 
tions, and,  inspiring  themselves  with  that  courage  which  consists 
in  braving  criticism  and  perhaps  the  sarcasm  and  accusations  of 
the  ignorant  masses,  which  know  nothing  about  war  in  general 
and  naval  warfare  in  particular,  and  which  believe  that  the  Alfonso 
XIII  or  the  Christina  can  be  pitted  against  the  Iowa  or  Massa- 
chusetts, they  expressly  and  energetically  declared  that  the  in- 
terests of  the  mother  cotmtry  demanded  this  sacrifice  from  us. 

"  One  of  the  captains  had  certain  scruples  about  expressing  his 
opinion,  saying  that  he  would  do  what  the  Government  of  His 
Majesty  should  be  pleased  to  order;  but  as  all  of  us,  absolutely  all, 
shared  these  sentiments — ^it  is  hardly  necessary  to  say — his 
scruples  were  soon  overcome.  Another  of  the  captains,  certainly 
not  the  most  enthusiastic,  but  who  may  be  said  to  have  repre- 
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sented  the  average  opinion  prevailing  in  the  cottndl,  has  written, 
by  my  order,  his  ideas,  which  reflect,  better  than  I  could  ezpiesi 
them,  the  opinions  of  all.  This  document  exactly  exfiresses  tiic 
opinion  which  prevailed  in  the  meeting. 

"'An  act  was  signed  in  which  it  was  stated  that,  having  met  by 
order  of  the  commander-in-chief  and  under  his  presidenqr,  ikut 
second  in  command  and  the  captains  of  the  vessels,  the  prestdent 
submitted  to  discussion  the  foUowing  point: 

" '  Under  the  present  circumstances  of  the  mother  cotmtry,  it  is 
expedient  that  this  fleet  should  go  at  once  to  America^  or  should 
it  stay  to  protect  our  coasts  and  the  Canaries,  and  to  provide  for 
any  contingency? ' 

"  Several  opinions  were  exchanged  concerning  the  probable 
consequences  of  our  campaign  in  the  West  Indies;  the  great  de- 
ficiencies of  our  fleet  compared  with  that  of  the  enemy  were  made 
manifest,  as  well  as  the  very  scanty  resources  which  tbe  islands  of 
Cuba  and  Puerto  Rico  are  able  to  offer  for  the  purpose  of  estab- 
lishing a  base  of  operations.  In  consideration  of  tihis,  and  the 
grave  consequences  for  the  nation  of  a  defeat  of  our  fleet  in 
Cuba,  thus  leaving  unobstructed  the  coming  of  the  enemy  against 
the  Peninsula  and  adjacent  islands,  it  was  unanimously  agreed  to 
call  the  attention  of  the  government,  by  means  of  a  td^inmn,  in 
which  the  commander-in-chief  of  the  squadron,  in  agreement  witfi 
V  the  second  in  command  and  the  commanders  of  the  vessels,  sug- 

gested to  go  to  the  Canaries.  The  Ariete — it  said — boilers  in  bad 
condition,  those  of  the  Azor  very  old,  Vizcaya  needs  doddng  to 
paint  bottom  if  speed  is  to  be  maintained.  Canaries  would  be 
protected  against  a  rapid  descent  of  the  enemy,  and  aU  the  farces 
would  be  in  a  position,  if  necessary,  promptly  to  come  to  Ae 
defense  of  the  mother  coimtry.' 


'  ^  ^^A^%.^<*  tf*.^^         ^^C      Altt  ^       ^A<&  ^i^^btt  ^^^m         tm   <~iaM—  4— ■■     '* 


!  Opinion  of  Senor  Congas. 

I  The  opinion  of  Captain  Victor  M.  Concas,  commander  of  €bt 

!  battle-ship  Infanta  Maria  Teresa,  concerning  the  sobjects  pre- 

!  sented  for  discussion  by  the  admiral  of  the  fleet  at  the  oooncD  of 

war  held  on  board  the  Christ6bal  Col6n,  was  as  follows: 
"(i)  That  the  naval  forces  of  the  United  States  are  so  im- 
i  mensely  superior  to  our  own  in  number  and  dass  of  veiadi» 

armor  and  artillery,  and  in  preparations  made— besides  die  advan- 
tage given  them  by  the  insurrection  in  Cuba,  the  possible  one  io 
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Puerto  Rico,  and  the  one  still  existing  in  the  East — that  they  have 
sufficient  forces  to  attack  us  in  the  West  Indies,  in  the  Peninsula 
and  adjacent  islands,  and  in  the  Philippines.  That  since  no 
attention  has  been  paid  to  that  archipelago,  which  was  perhaps 
the  most  urgent,  in  order  to  reduce  our  vulnerable  points,  and 
which  could  have  been  done  with  a  single  battle-ship,  to-day  any 
division  of  our  limited  forces  and  any  separation  from  the  Euro- 
pean seas  involves  a  strategic  mistake  which  would  bring  war  to 
the  Peninsula,  a  frightful  disaster  to  our  coasts,  the  payment  of 
large  ransoms,  and  perhaps  the  loss  of  some  island.  As  soon  as 
this  fleet  leaves  for  the  West  Indies  it  is  evident — as  has  happened 
already  more  than  once  (sic) — ^that  the  American  flying  squadron 
will  sail  for  Europe;  and  even  if  its  purpose  was  only  to  make  a 
raid  or  a  demonstration  against  our  coasts,  the  just  alarm  of  all 
Spain  would  cause  the  enforced  return  of  this  fleet,  although  too 
late  to  prevent  the  enemy  from  reaping  the  fruits  of  its  easy  vic- 
tory. 

''  The  only  three  vessels  of  war  remaining  for  the  defense  of  the 
Peninsula,  the  Carlos  V,  the  Pelayo,  whose  repairs  are  not  yet 
finished,  and  the  Alfonso  XIII,  of  very  little  speed,  are  not 
enough  for  the  defense  of  Spain,  and  in  no  way  for  that  of  the 
Canaries.  The  yacht  Giralda  and  the  steamers  Germania  and 
Normania  are  vessels  of  no  fighting  qualities  and  add  no  strength 
to  our  navy. 

"  (2)  The  plan  of  defending  the  island  of  Puerto  Rico,  abandon- 
ing Cuba  to  its  fate,  is  absolutely  impossible,  because,  if  the 
American  fleet  purposely  destroys  a  city  of  the  last-named  island, 
in  spite  of  all  the  plans  of  the  government  upon  the  subject,  and 
even  if  it  should  be  the  maddest  thing  in  the  world,  the  govern- 
ment itself  would  be  forced  by  public  opinion  to  send  this  fleet 
against  the  Americans,  under  the  conditions  and  at  the  point  the 
latter  might  choose. 

**  (3)  Even  deciding  upon  the  defense  of  Puerto  Rico  alone,  the 
trip  across  to-day,  after  the  practical  declaration  of  war,  without 
a  military  port  where  the  fleet  might  reorganize  itself  on  its 
arrival,  and  without  an  auxiliary  fleet  to  keep  the  enemy  busy — 
who,  I  suppose,  will  make  St  Thomas  its  base  of  operations — is 
a  strategic  error  the  more  deplorable  because  there  have  been 
months  and  even  years  of  time  to  accumulate  the  necessary  forces 
in  the  West  Indies.    It  seems  probable,  juc^^g  from  the  infor- 
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mation  acquired,  that  the  supplies  accumulated  at  St  Thomas  are 
intended  by  the  enemy  to  establish  a  base  of  operations  in  the 
vicinity  of  our  unprotected  Vieques  (Vierges).  For  all  these 
reasons  the  responsibility  of  the  trip  must  remain  entirely  with 
the  government 

"  (4)  Adding  these  three  battle-ships  and  the  Crist6bal  Colon, 
without  its  big  guns,  to  the  two  remaining  in  the  Peninsula  and 
to  the  few  and  old  torpedo-boats  which  we  have  left,  it  is  pos- 
sible to  defend  our  coast  from  the  Guadiana  to  Cape  Creus,  in- 
cluding the  Balearic  and  the  Canaries,  thanks  to  the  distance  of 
the  enemy  from  its  base  of  operations.  This  defense,  however, 
will  have  to  be  a  very  energetic  one  if  the  enemy  brings  its  best 
ships  to  bear  on  us. 

"  (5)  It  is  very  regrettable  that  there  are  not  enough  vessels  to 
cover  all  points  at  one  time;  but  duty  and  true  patriotism  compel 
us  to  clearly  express  the  resources  which  the  country  gave  us, 
and  the  necessities  which  present  circumstances  bring  on  the 
country  in  danger. 

"  (6)  Lastly,  I  believe  that  the  military  situation  should  be  made 
known  to  the  minister  of  marine,  reiterating  our  profoundest 
subordination  to  his  orders,  and  our  firm  purpose  most  energeti- 
cally to  carry  out  the  plans  of  operations  he  may  communicate  to 
these  forces.  But  after  pointing  out  the  probable  consequences, 
the  responsibility  must  remain  with  the  government" 

From  Cape  Verde. 

Finally,  on  April  22,  the  Admiral  said: 

*'  It  is  impossible  for  me  to  give  an  idea  of  the  surprise  and 
astonishment  experienced  by  all  on  the  receipt  of  the  order  to 
sail.  Indeed  that  surprise  is  well  justified,  for  nothing  can  be 
expected  of  this  expedition  except  the  total  destruction  of  the 
fleet  or  its  hasty  and  demoralizing  return;  when  here  in  Spain 
it  might  be  the  safeguard  of  the  nation. 

''  You  talk  about  plans,  and  in  spite  of  all  my  efforts  to  have 
some  laid  out,  as  it  was  wise  and  prudent,  my  desires  have  been 
disappointed.  How  can  it  be  said  that  I  have  been  supplied 
with  everything  I  asked  for?  The  Colon  has  not  yet  her  big 
guns,  and  I  asked  for  the  bad  ones  if  there  were  no  others.  The 
14-cm.  ammunition,  with  the  exception  of  about  300  shots,  is 
id.    The  defective  guns  of  the  Vizca)ra  and  Oquendo  have  not 
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been  changed.  The  cartridge  cases  of  the  Colon  can  not  be 
recharged.  We  have  not  a  single  Bustamante  torpedo.  There  is 
no  plan  or  concert,  which  I  so  much  desired  and  called  for  so 
often.  The  repairs  of  the  servomotors  of  the  Infanta  Maria 
Teresa  and  the  Vizcaya  were  only  made  after  they  had  left  Spain. 
In  short,  this  is  already  a  disaster,  and  it  is  to  be  feared  that  it 
will  be  a  more  frightful  one  before  long.  And  perhaps  everything 
could  be  changed  yet!  But  I  suppose  it  is  too  late  now  for  any- 
thing that  is  not  the  ruin  and  the  desolation  of  our  country. 

**  The  Vizcaya  can  no  longer  steam,  and  she  is  only  a  boil  in 
the  body  of  the  fleet. 

"  But  I  insist  no  more.  The  act  has  been  done,  and  I  will  try 
to  find  the  best  way  out  of  this  direful  enterprise." 

The  following  are  the  last  letters  we  know  of: 

**  Saint  Vincent  (Cape  Verde),  April  24,  1898. 

"  I  have  just  received  the  telegram  ordering  us  to  start,  and  I 
have  given  orders  to  tranship  from  the  Cadiz  to  these  vessels  coal, 
supplies,  crews,  and  the  artillery  of  the  destroyers,  which  was  on 
board  the  Cadiz. 

'*  I  intended  to  sail  without  finishing  the  provisioning  of  the 
vessels,  but  since  the  Cadiz  is  to  stay,  I  have  decided  to  ship  as 
much  coal  as  possible.     I  will  try  to  sail  to-morrow. 

*'As  the  act  has  been  consummated,  I  will  not  insist  upon  my 
opinion  of  it.  May  God  grant  that  I  be  mistaken!  You  see  I 
was  right  when  I  said  that  by  the  end  of  April  the  Pelayo,  Carlos 
V,  Vitoria,  and  Numancia  would  not  be  finished;  the  Colon  would 
not  have  its  big  guns,  unless  we  took  the  bad  ones,  and  we  would 
not  have  the  new  14-cm.  ammunition  with  which  to  fight,  etc. 

"  With  an  easy  conscience  I  go  to  the  sacrifice,  but  I  can  not 
understand  that  decision  of  the  navy*  general  officers  against  my 
opinions. 

''  I  have  been  informed  of  the  sailing  of  a  cargo  of  coal  for 
Puerto  Rico,  where  it  is  supposed  to  arrive  on  the  nth  or  12th 

*  In  a  council  of  eighteen  general  officers,  fourteen  voted  for  the  imme- 
diate sailing  of  Cervera's  fleet  from  Cape  Verde.  Generals  Gomez,  Imaz 
and  Lazaga  voted  against  it  until  the  re-enforcement  of  the  fleet  by  the 
Pelayo,  Carlos  V,  Alfonso  XIII  and  Lepanto  and  the  three  destroyers  re- 
maining in  the  Peninsula.  Generals  Butler  and  Mozo  shared  this  opinion 
conditionally,  subordinating  it  to  the  decision  of  the  government 
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of  May,  but  I  am  afraid  lest  it  should  fall  into  the  hands  of  tl 
enemy. 

"  It  is  a  mistake  to  suppose  that  I  can  accept  or  avoid  a  nav; 
battle  at  will.  The  Vizcaya,  on  account  of  her  stay  in  Havar 
and  the  nine  months  without  cleaning  her  bottom,  is  nothing  hi 
a  buoy,  and  I  can  not  abandon  her." 

One  Telegram  from  Villaamil. 

"At  Sea,  May  5,  1898. 

"Dear  Juan:  To  complete  our  collection  of  documents, 
think  you  should  have  the  inclosed  copy  of  a  private  teleg^m  froi 
Villaamil  to  Sagasta.  I  send  you  this  letter  by  means  of  tw 
destroyers  which  I  am  sending  to  Martinique  in  search  of  new 
All  is  well  on  board,  and  the  spirit  is  excellent  We  shall  sc 
what  God  has  in  store  for  us.  The  final  result  is  not  doubtfu 
but  if  only  we  could  start  with  a  good  lucky  stroke!  God  b 
with  us !     Good-by.     Regards  to  your  folk,  etc. 

"  Pascual  "  (Cervera's  first  name). 

[Copy  of  Telegram.] 
Praxedes  Sagasta,  Madrid:  ^P^  ^^'  ^^• 

In  view  of  importance  to  the  country  of  destination  of  th: 
fleet,  I  deem  it  expedient  you  should  know,  through  a  friend  wh 
does  not  fear  censure,  that,  while  as  seamen  we  are  all  ready  t 
die  with  honor  in  the  fulfillment  of  duty,  I  think  it  undoubte 
that  the  sacrifice  of  these  naval  forces  will  be  as  certain  as  it  wi 
be  fruitless  and  useless  for  the  termination  of  the  war,  if  tk 
representations  repeatedly  made  by  admiral  to  minister  of  marir 
are  not  taken  into  consideration. 

F.  Villaamil. 


[OOnUtBTID.] 
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COMMENTS  OF  REAR-ADMIRAL  PLODDEMANN, 

GERMAN  NAVY,  ON  THE  MAIN  FEATURES 

OF  THE  WAR  WITH  SPAIN. 

[Printed  by  permission  of  the  Chief  Intelligence  Officer.] 


INTRODUCTORY. 

This  able  analysis  of  the  main  features  of  the  Spanish-American 
war  by  M.  Pliiddemann,  Rear-Admiral,  German  navy,  presents 
in  a  comprehensive  form  many  of  the  technical  deductions  of  the 
late  war.  He  comments  on  the  high  quality  and  endurance  of 
our  navy  ordnance  and  on  the  defective  results  from  the  navy 
fuse  now  in  use. 

As  regards  the  question  of  the  importance  of  the  Navy  con- 
trolling the  transport  service,  his  reference  to  the  landing  of  the 
army  at  Daiquiri  is  instructive.  Referring  to  the  want  of  con- 
trol and  discipline  on  board  the  merchant  steamers  chartered  as 
transports  for  service  under  the  Quartermaster's  Department  of 
the  Army — that  control  and  discipline  at  sea  which  foreign  mili- 
tary authorities  have  long  since  by  experience  recognized  can 
only  be  obtained  through  the  navy — he  states: 

Under  these  circumstances  it  is  not  strange  that  the  landing  of  the  pro- 
visions, guns  and  ammunition,  and  the  entire  equipment,  all  of  which  were 
so  much  needed  in  this  locality,  which  offered  no  resources,  was  effected 
with  such  slowness  that  the  troops  were  reduced  from  the  outset  to  the 
meager  rations  which  each  man  carried  with  him. 

Richardson  Clover, 

Chief  Intelligence  Officer. 

December  21,  1898. 
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By  M.  Pluddemann,  Rear-Admiral,  German  Navy. 
(Translated  from  the  Marine-Rundschau,  November,  1898.) 

While  the  events  of  the  war  just  ended  show  nothing  which 
might  lead  to  a  radical  revolution  of  present  ideas  as  to  rational 
warfare  and  the  use  of  modem  war  material,  and  while  no  essen- 
tially new  appliances  have  been  made  use  of  which  might  cause 
us  to  anticipate  a  change  in  the  floating  material  or  the  weapons 
of  the  sea  powers,  still  the  war  has  enriched  former  experiences. 
But,  on  the  other  hand,  it  might  lead  to  erroneous  conclusions, 
as  many  good  devices  did  not  have  a  chance  to  be  tested,  the 
weakness  of  the  adversary  making  them  superfluous,  and  others 
not  good  did  not  have  bad  results,  because  they  were  counter- 
balanced by  the  defects  and  mistakes  on  the  part  of  the  enemy 
or  by  other  favorable  circumstances. 

The  following  is  a  discussion  of  the  points  which  are  of  special 
interest  to  the  naval  officer: 

I.  Battles  of  the  Fleet. 

Aside  from  the  moral  qualities  of  the  personnel,  which  consti- 
tute the  prerequisite  of  success,  there  are  five  main  ^tors  on 
which  the  result  of  a  battle  depends — ^the  construction  and  equip- 
ment of  the  ships,  the  artillery,  the  torpedo,  the  ram,  and  speed. 

The  torpedo  and  the  ram  have  not  been  used  in  the  late  war, 
for  the  reason  that  the  hostile  ships  have  never  come  close  enough 
to  each  other.  It  is  claimed,  it  is  true,  that  two  Spanish  torpedo- 
boats  attempted  an  attack  at  Cavite  on  May  i.  But  these  two 
vessels  were  so  entirely  covered  by  the  rapid-fire  artillery  of  the 
Olympia,  even  at  a  distance  of  2000  meters,  that  they  could  only 
save  their  crews  by  running  ashore  as  fast  as  possible.  It  is 
doubtful  whether  they  were  really  torpedo-boats.  If  so,  the  at- 
tack could  only  have  been  made  owing  to  entire  inexperience 
with  torpedo-boat  attacks  and  complete  ignorance  of  modem 
rapid-fire  guns. 

The  other  two  factors,  artillery  and  speed,  have  proved  to  be  of 
much  more  essential  and  indeed  of  a  very  powerful  effect  The 
superiority  of  the  American  artillery  as  to  ntunber,  caliber,  and 
kind  of  guns  is  well  known.  The  general  opinion  is  also  that 
the  shooting  of  the  Americans  was  very  good,  while  that  of  the 
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Spanish  was  miserable.  This  was  the  more  essential  for  the 
Americans  at  Cavite,  owing  to  the  fact  that  a  large  number  of 
their  shells  did  not  explode.  If  nevertheless  they  achieved  such 
a  complete  success  and  caused  such  destructive  fires,  it  was  be- 
cause of  the  comparatively  large  number  of  hits;  there  were  still 
quite  a  considerable  number  of  shells  that  did  explode.  Ever 
as  early  as  at  the  bombardment  of  San  Juan  it  was  discovered 
that  many  of  the  shells  did  not  explode;  but  this  fact  was  most 
noticeable  at  the  naval  battle  of  Cavite.  It  is  true  that  at  the 
end  of  the  battle  all  the  Spanish  vessels  were  under  water  to  the 
upper  deck,  so  that  the  really  mortal  injuries  could  not  be  veri- 
fied; the  parts  above  water  showed  a  number  of  hits,  and  there 
is  no  reason  for  the  assumption  that  the  ratio  of  exploded  shells 
to  that  of  unexploded  ones  was  essentially  different  in  the  lower 
parts. 

The  Reina  Christina  showed  ten  shots  that  had  gone  entirely 
through  the  vessel;  the  after  smokestack  had  been  torn  down  by 
the  falling  of  the  mainmast;  no  explosive  effect  could  be  noticed. 
However,  the  whole  ship  had  been  burned  out,  which  made 
accurate  observation  difficult 

The  Castilla  showed  considerable  explosive  effects.  Thr 
smokestacks  and  metal  bulkheads  of  the  upper  deck  were  pierced 
in  different  places  by  fragments  and  splinters.  The  conning 
bridge  and  superstructure  deck  were  completely  destroyed  and 
torn  down. 

On  the  Don  Antonio  de  Ulloa  the  masts  were  pierced  in  sev- 
eral places;  a  5.7-centimeter  shot  had  gone  clear  through  a  12 
centimeter  gun  shield;  the  chart  house  and  the  starboard  side 
aft  showed  two  hits  each,  in  which  there  had  been  failure  to 
explode. 

The  Don  Juan  de  Austria  was  burned  out;  effects  of  firing 
could  not  be  observed. 

On  the  Marquis  del  Duero  the  tube  of  the  12-centimeter  star- 
board gun  was  bent  upward;  the  cause  of  this  could  not  be  ascer- 
tained. Two  shots  had  pierced  the  ship's  side.  The  upper  edge 
of  the  smokestack  had  been  indented  by  a  projectile.  No  splinter 
effects  were  noticeable. 

On  the  General  Lezo  the  demolition  of  the  smokestack  was 
apparently  due  to  an  explosion. 

The  Isla  de  Cuba  showed  no  injuries. 
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On  the  Isla  dc  Luzon  the  12-centimeter  forward  gun,  with  its 
whole  pivot  and  shield,  had  fallen  over  backward  in  firing.  Two 
shots  (presumably  4-centimeter)  had  gone  through  the  bow;  one 
of  the  masts  had  been  g^zed  by  a  small-caliber  shot  The  eng^e 
telegraph  and  superstructures  had  been  demolished;  the  helm 
upturned  by  splinters. 

On  the  Argos  nothing  could  be  observed. 

The  Velasco  had  the  foremast  pierced  and  slightly  burned,  the 
mainmast  torn  down,  and  the  anchor  stock  shot  off. 

When  the  American  fleet  advanced  for  the  attack  it  was  fired 
upon  by  a  battery  at  Manila.  The  Olympia  answered  with  two 
shots;  both  shells  were  afterwards  found  unexploded  near  Luneta. 
The  governor's  house  at  Cavite  also  showed  a  shot  without 
explosive  effect. 

In  this  respect  better  results  appear  to  have  been  achieved  at 
Santiago.  This  may  be  gathered  from  the  details  known,  al- 
though the  reports  refer  only  in  a  few  instances  to  the  explosive 
effects  attained;  but  even  here  a  number  of  cases  of  nonexplosion 
have  been  noticed  on  the  Spanish  ships,  as  well  as  the  fortifica- 
tions. 

The  following  table  gives  some  data  concerning  the  hits  in  the 
naval  battle  of  Santiago: 

AMERICAN  GXTNS. 

AjnericftB  datigBatlon. 
i-pdr.    6-pdr.    4-iii.      s-in.      8-iB.    ta-in.    sj-ia.  TmsU 

Caliber,  in  centimeters S-?      57      10      12.7      20      50      33 

Number  of  guns  on  board 22       84       6         12      32       6       8      170 

HITS. 

Maria  Teresa i  17  i  4  3       j      ..  ag 

Almirante  Oquendo 46  6  3  7      ..      ..  6a 

Vizcaya    ii  4  6  45      ••      ••  65 

Cristobal  Colon 5  ..  2      7 

Total I        79      II  15      55       2      ..       163- 

This  is  not  quite  i  hit  per  gun,  or,  leaving  out  the  i-pounders, 
which  have  only  a  short  range  of  fire,  9  hits  to  8  guns. 

The  Iowa  is  the  only  ship  that  has  lo-centimeter  guns,  the 
Brooklyn  the  only  one  having  12.7-centimeter  guns.    These  data 
can  not  lay  claim  to  absolute  accuracy,  owing  to  the  extent  of 
the  destruction.    The  calibers  of  the  hits  also  admit  of  some 
margin. 
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Special  mention  should  be  made  of  the  following  points:  The 
fallen  foremast  of  the  Maria  Teresa  showed  2  hits;  lo  hits  from  3 
ships  went  into  the  smokestacks. 

On  the  Almirante  Oquendo  a  20-centimeter  shell  went  through 
the  forward  turret  roof,  exploding,  and  killing  the  whole  crew  in 
the  turret.  If  the  turret  had  had  no  roof  the  shell  would  have 
passed  over  it. 

The  superstructures  on  the  deck  of  the  Vizcaya  had  been  almost 
completely  destroyed  by  the  end  of  the  battle.  Whether  the 
torpedo  which  lay  ready  for  firing  in  a  bow  launching  tube  was 
detonated  by  a  hostile  projectile  could  not  be  definitely  estab- 
lished. It  has  also  been  said  that  the  forward  ammunition  maga- 
zine had  exploded. 

A  20-centimeter  shell  hit  the  protective  shield  of  the  second  14- 
centimeter  gun  of  the  Maria  Teresa,  exploded  in  the  rear  of  it. 
and  killed  and  mutilated  everyone  in  the  vicinity,  as  did  also 
another  shell  of  the  same  kind  which  struck  the  battery  deck  aft 
Still  farther  aft  two  30-centimeter  shells  struck  so  close  together 
that  their  shot  holes  were  merged  into  one.  Explosive  fragments 
from  them  had  torn  a  hole  4  feet  square  in  the  ship  on  the  oppo- 
site side  (starboard). 

The  Christobal  Colon,  although  having  received  but  seven 
shots,  gave  up  the  game,  seeing  that  there  was  no  possibility  of 
escape,  as  even  the  Oregon  and  Texas  had  caught  up  with  her 
after  a  three  hour's  chase. 

In  no  case  has  an  armor  belt  been  pierced.  The  greatest  de- 
struction comparatively  was  wrought  by  the  5.7-centimcter  pro- 
jectiles, while  the  efficacy  of  the  3.7-centimetcr  projectiles  was 
very  small,  their  range  not  exceeding  2000  meters.  They  are 
therefore  to  be  done  away  with,  perhaps  a  little  overhastily,  since 
they  were  constructed  primarily  as  against  torpedo-boats  and  for 
use  at  comparatively  short  distances. 

In  connection  with  the  hits,  a  few  figures  as  to  the  consumption 
of  ammunition  may  be  of  interest,  while  the  total  consumption  of 
ammunition  is  not  yet  known.  Smith,  a  seaman  on  board  the 
Iowa,  fired  135  aimed  shots  from  a  lo-centimeter  rapid-fire  gun 
in  fifty  minutes.  During  the  same  period  of  time  two  5.7-centi- 
meter guns  of  the  same  ship  fired  440  shots.  The  Oregon  used 
in  all  1,775  shells,  but  1,670  of  this  number  were  used  for  the 
twenty  5.7-centimeter  guns  alone  (or  perhaps  only  for  the  ten  of 
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one  side  of  the  ship),  while  the  four  30-centimeter  guns  fi 
i  31  shots. 

The  American  material  has  demonstrated  not  only  its  effic 
'  -j  but  also  its  durability,  as  only  four  guns  were  in  need  of  rep2 

at  the  end  of  the  war,  in  all  of  which  projectiles  had  burst  in 
bore.    This  fact,  taken  in  connection  with  other  frequent  Cailu 
'  of  fuses,  shows  that  the  construction  of  the  fuse  in  America 

still  far  from  perfect. 

It  is  well  known  that  the  extensive  fires  on  board  the  Span 
ships  were  due  principally  to  the  fact  that  the  Spanish  had  i 
sufficiently  considered  modem  experiences  and  principles  by 
moving  everything  combustible  from  the  ships.  One  drcu 
stance  should  be  mentioned  in  this  connection  which  has  perhj 
not  been  fully  appreciated,  namely,  the  danger  of  wooden  de< 
with  pitch  in  the  seams.  The  danger  of  these  decks  was  s 
further  increased  in  the  Spanish  ships  by  the  circumstance  tl 
the  planks  were  not  even  resting  on  an  iron  deck.  An  iron  1 
ing  excluding  the  air  and  being  a  conductor  of  heat  natun 
decreases  the  danger  of  a  fire  spreading,  though  it  does  not  < 
viate  it,  as  the  splinters  of  exploding  projectiles  pierce  the  de 
thereby  causing  drafts  of  air  from  below.  On  the  Maria  Terc 
Almirante  Oquendo,  and  Vizcaya  the  upper  decks  and  all  1 
woodwork  were  completely  burned,  other  decks  partially. 

The  Americans  had  avoided  all  combustible  material  in  1 
construction  and  equipment  of  their  ships;  and  moreover,  spec 
orders  were  given  at  the  beginning  of  the  war  that  all  the  shi 
should  be  examined  and  everything  combustible  that  might  ha 
been  left  or  accumulated  on  board  through  carelessness  should 
removed.  Besides,  the  Spanish  appear  to  have  relied  entirely 
their  steam  pumps  and  water  mains  for  extinguishing  fir 
When  these  had  been  destroyed  or  injured  by  hostile  projectil 
they  had  no  other  means  to  fall  back  on.  Even  the  most  prii 
tive  means  for  fighting  fires,  such  as  fire  buckets  and  tubs  fill 
with  water,  are  indispensable  in  connection  with  our  modem  & 
extinguishing  equipment  which  is  very  effective  indeed,  but  al 
very  complicated. 

The  thick  powder  smoke  sometimes  suffocated  the  America 
and  almost  blinded  them.  They  sought  to  remedy  this  by  ^ 
wet  cloths  over  their  heads  with  small  holes  cut  into  them  I 
the  eyes.  Smokeless  powder  would  probably  have  had  still  mc 
troublesome  effects. 
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The  range-finders,  to  which  the  good-firing  results  of  the 
Americans  were  often  attributed  in  the  beginning,  were  not  of 
much  use.  Owing  to  their  delicate  construction,  their  usefulness 
was  soon  impaired.  The  distances  were  then  estimated  from  the 
height  of  the  masts  of  the  hostile  ships. 

While  the  Spanish  were  inferior  in  every  other  respect,  they 
might  have  averted  the  whole  sad  catastrophe  of  Santiago  by 
preserving  and  taking  advantage  of  their  greater  speed,  which 
they  had  shown,  at  least,  at  the  trial  trips  of  their  ships.  In  this 
respect  the  Americans  were  at  a  g^eat  disadvantage  from  the 
outset. 

The  speed  of  the  two  armored  cruisers.  New  York  and  Brook- 
l>Ti,  was  superior  by  i  knot  to  that  of  the  Spanish  cruisers,  but 
these  were  the  only  ones;  the  speed  of  all  the  other  vessels  was 
inferior  by  from  2^  to  5  miles.  The  American  ships,  aside  from 
previous  services  required  of  them — the  Oregon,  for  instance, 
had  not  reached  Key  West  on  her  return  from  San  Francisco 
until  May  26 — had  been  blockading  Santiago  for  five  weeks.  Their 
boilers  were  in  constant  use  and  could  not  be  properly  cleaned; 
the  bottoms  of  the  ships  were  badly  fouled.  It  is  claimed  that  in 
order  to  make  1 1  knots  an  hour  the  ships  had  to  use  as  much  coal 
as  they  required  to  make  16  knots,  when  in  good  condition,  and 
even  then  they  could  not  attain  their  original  speed.  The  Span- 
ish, on  the  other  hand,  had  a  good  opportunity  during  their  six- 
weeks'  stay  in  Santiago  harbor  to  put  their  boilers  and  engines 
in  first-class  condition  and  to  clean  the  bottoms  of  the  ships. 

Here,  again,  the  moral  qualities  of  the  personnel  are  of  the 
greatest  importance.  Technical  perfection  is  but  an  auxiliary  in 
warfare — a  o  which  acquires  value  only  by  the  figure  placed  be- 
fore it,  namely,  the  mental  qualities  of  the  warrior.  It  is  doubt- 
ful, however,  whether  the  Spanish  ships  ever  actually  possessed 
the  speed  officially  claimed  for  them.  At  trial  trips  it  is  easy 
enough  to  use  means  by  which  the  efficiency  attained  appears 
greater  on  paper  than  it  is  in  reality,  especially  if  the  personnel 
accepting  the  ship  is  not  of  the  highest  moral  and  technical 
standing.  In  any  event,  the  Spanish  engine  personnel  was  not 
equal  to  its  task. 

It  did  not  need  this  war  to  establish  the  value  of  an  efficient 
engine  pcrsomiel  for  success  in  war;  but  the  immensity  of  the 
catastrophes  must  make  it  plain  even  to  the  most  superficial  mind 
53 
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that  it  would  be  very  wrong  to  deny  the  importance  of  the 
vices  of  the  men  who  g^ve  life  and  motion  to  the  ship  by  the  i 
arduous  kind  of  work  simply  because  they  do  not  handle  1 
and  lanyard,  but  coal  shovel  and  fire  hook.  The  very  bea 
human  material,  strong  in  body  and  mind,  is  the  only  kind  i 
able  for  this  work,  and  a  navy  should  spare  neither  trouble 
expense  to  secure  it. 
On  the  subject  of  the  efficiency  of  monitors  opinions  in  Un 
'1  j  States  naval  circles  were  much  divided  at  the  beginning  of 

''  war.    The  North  Americans  are  the  only  ones  who  still  < 

tinue  to  build  this  type  of  ship.  Little  has  been  heard  of  1 
services  during  the  war.  Two  of  them  went  from  San  Fnmc 
to  the  Philippines,  the  greater  part  of  the  way  in  tow  of  I 
colliers.  The  Monterey,  accompanied  by  the  collier  Brutus, 
San  Diego,  Cal.,  on  June  11  and  arrived  at  Manila  on  Augui 
The  distance  is  7600  miles,  3725  miles  of  which  she  was  to^ 
Twice  she  had  to  touch  at  anchoring  places,  namely,  at  Ha 
and  Guam.  She  was  towed  from  the  8th  to  the  23d  of  J 
712  miles;  from  the  5th  to  the  22d  of  July,  2541  miles,  and  i 
the  25th  to  the  28th  of  July,  472  miles;  average  speed  whil 
tow,  6.76  knots.  The  weather  vras  fine  during  the  whole  t 
with  the  exception  of  a  slight  storm  on  July  31.  The  vo] 
took  in  all  two  months  less  seven  days.  The  Monadnodc  I 
exactly  the  same  length  of  time,  having  left  San  Franctacc 
June  23  and  arrived  at  Manila  on  August  16. 

These  voyages  are  quite  remarkable  as  far  as  sea  eflidenc 
concerned,  but  when  it  comes  to  war  efficiency  they  had  1m 
not  be  relied  upon.  The  confidence  in  the  efficiency  of 
monitor  for  war  purposes  has  been  considerably  fthaken.  Ca]] 
Mahan,  who  used  to  argue  in  favor  of  a  defensive  navy  oompi 
of  monitors,  has  recently  expressed  the  opinion  that  the  is 
ciency  of  the  monitors  had  now  been  proved;  that  they  had  1 
a  constant  impediment  to  the  fleet  owing  to  their  lack  of  sp 
limited  coal  capacity,  and  unstable  platforms,  which  compk 
excluded  effective  firing  in  a  bombardment  For  harbor  dcfe 
also  he  prefers  land  fortifications  to  monitors. 

II.  Bombardments. 


What  might  be  the  results  of  a  serious  battle  between  an 
clads  and  coast  forts  the  war  has  not  demonstrated.    The  An 
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cans  in  these  instances  have  never  gone  close  enough  to  make  it 
possible  to  note  decisive  results  on  either  side  of  the  belligerents. 
They  should  not  be  blamed  for  this.  If  they  could  obtain  their 
object  without  taking  greater  risks,  it  would  have  been  a  mistake 
to  take  such  risks,  and  they  certainly  did  attain  their  object.  The 
g^eat  injuries,  however,  which  the  Americans  claimed  to  have 
inflicted  at  different  times  have  subsequently  proved  to  be  exag- 
gerations and  delusions.  Even  at  target  practice  we  believe  only 
reluctantly  the  statements  of  "  too  short "  or  "  too  far  "  made  by 
an  observer  favorably  stationed.  The  claims  that  the  forts  had 
been  silenced,  which  would  presuppose  that  the  guns  had  been 
dismounted,  were  also  founded  on  delusion. 

There  is  no  doubt  that  the  Americans  had  better  g^ns  than  the 
Spanish  in  their  land  batteries  and  could  fire  at  distances  which 
the  Spanish  guns  could  not  reach.  When  this  was  recognized 
ashore  and  the  firing  stopped,  the  ships  thought  they  had  silenced 
the  batteries.  It  has  therefore  been  demonstrated  that  the  ships 
were  unable  to  seriously  injure  the  land  fortifications  at  great 
distances.  After  all  the  bombardments  of  Santiago  there  was 
but  one  gun  dismounted  in  each  of  the  batteries  at  the  Morro  and 
the  Socapa.  It  has  not  been  demonstrated  whether  with  equal 
armaments  and  skill  in  firing  on  the  part  of  the  Spanish  the  ships 
would  not  have  seriously  suffered.  Still  less  has  it  been  demon- 
strated what  the  relative  situation  of  the  belligerent  parties  would 
have  been  if  shorter  distances  had  been  chosen. 

The  employment  of  torpedo-boats  for  bombardments,  as  at 
Cardenas,  must  be  designated  as  entirely  unsuitable.  Torpedo- 
boats  are  expensive  and  delicate  vessels,  equipped  for  launching 
torpedoes  and  for  g^eat  speed.  Their  guns  are  intended  to  be 
used  only  in  extreme  cases.  When  the  torpedo  weapons  can  not 
be  used  their  other  principal  quality,  speed,  in  connection  with 
the  circumstance  that  they  draw  little  water,  may  be  utilized  for 
the  transmission  of  orders  and  information;  but  bombardments, 
even  in  narrow  and  shallow  waters,  had  better  be  left  to  the 
most  primitive  gunboats,  etc.;  they  can  do  better  work  and  are 
less  expensive,  but  can  never  take  the  place  of  a  disabled  torpedo- 
boat. 

The  so-called  dynamite  cruiser,  Vesuvius,  was  a  failure.  Her 
projectiles  can  be  fired  only  at  medium  and  short  distances,  and 
cannot  be  aimed.    The  terrible  effects  claimed  for  hits  can  not 
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be  considered  as  counterbalancing  this.  It  is  true  that  an  acci- 
dental hit  may  cause  great  havoc,  but  in  this  age  of  accurate 
firearms  we  should  no  longer  reckon  with  such  uncertain  factors. 
The  Americans  have  utilized  the  vessel  accordingly.  They  used 
to  send  her  at  night  against  the  coast  defenses,  counting  on  acci- 
dental hits,  while  the  vessel,  protected  by  the  darkness,  did  not 
betray  her  presence  by  any  flash  at  the  discharge  nor  by  smoke 
or  detonation.  Nothing  has  been  heard  of  any  particular  result. 
No  attempt  was  made  to  carry  out  the  idea,  so  much  talked  of 
at  first,  of  destroying  the  mine  obstructions  by  systematic  bom- 
bardments of  the  harbor  entrance.  In  order  to  do  this  it  would 
have  been  necessary  for  the  vessel  to  approach  the  shore  in  day- 
time, when  she  would  have  been  exposed  to  the  very  dangerous 
fire  of  the  coast  forts,  and  a  systematic  bombardment  could  hardly 
be  spoken  of  in  view  of  the  uncertainty  of  a  fire. 

The  Americans  consider  this  vessel  a  failure,  as  also  the  ram 
Katahdin,  which,  aside  from  four  rapid-fire  guns,  has  no  other 
weapons  but  her  ram. 

III.  Coast  Defense. 

Some  obstructions  by  means  of  vessels  and  mines  were  laid  out 
by  both  belligerents,  but  have  not  come  into  play.  The  Spanish 
had  attempted  to  close  the  entrance  of  San  Juan  Harbor  in  Porto 
Rico  and  that  of  the  Pasig  River  at  Manila  by  sunken  vessels. 
In  the  latter  case  it  was  the  opinion  of  German  officers  that  it  did 
not  constitute  a  military  obstruction,  although  it  interfered  con- 
siderably with  the  movements  of  shipping. 

The  two  mines  which  were  blown  up  in  front  of  the  Olympia  at 
the  beginning  of  the  battle  of  Cavite  were  not  intended  as  a  regu- 
lar obstruction  of  the  channel,  but  represented  ony  a  small  mine 
field  for  vessels  that  might  accidentally  pass  over  them.  They 
were  fired  prematurely. 

In  the  entrance  of  Guantanamo  Bay  the  Americans  found  quite 
a  number  of  mines.  These  might  have  caused  considerable 
damage  if  they  had  operated,  for  the  Americans  entered  the  bay 
without  any  precautionary  measures,  and  the  screws  of  the  Mar- 
blehead  tore  two  of  the  mines  loose  from  their  anchorages  so  that 
they  rose  to  the  surface  of  the  water.  Then  the  whole  bay  was 
systematically  searched  for  mines.  This  was  done  on  June  31 
by   the   boats   of  the   Marblehead   and   Newark.    Four    steam 
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launches,  under  the  fire  of  Spanish  infantry  hiding  on  the  shore, 
fished  up  thirteen  mines  on  the  first  day  with  light  chains  they 
were  towing.  The  ships,  of  course,  fired  on  the  hostile  position, 
which  was  soon  abandoned.  During  the  next  few  days  thirty- 
five  more  mines  were  found  and  taken  ashore.  These  proved  to 
be  charged  with  120  pounds  of  gun-cotton  each.  Many  of  them 
showed  evidences  of  having  been  in  contact  with  ships'  bottoms 
or  screws,  but  the  firing  mechanism  was  not  capable  of  operating. 
The  fuses  showed  such  grave  defects  that  it  was  quite  evident 
that  the  work  of  constructing  them  had  not  been  done  under  the 
supervision  of  a  superior. 

The  mines  raised  in  Santiago  Harbor  after  the  surrender  of 
the  place  proved  on  the  whole  to  be  in  better  condition.  Still, 
the  outer  row  containing  contact  mines  was  of  doubtful  value. 
One  mine  was  found,  for  instance,  in  which  half  of  the  gun-cotton 
had  been  burned,  leaving  no  doubt  that  it  had  been  in  contact 
with  some  object — probably  the  Merrimac — and  that  the  fuse  had 
acted,  but  that  the  gun-cotton  charge  had  become  spoiled. 

The  second  row  of  mines  (electric)  was  in  pretty  good  condi- 
tion and  might  easily  have  destroyed  one  or  more  ships  if  an 
attempt  had  been  made  to  force  the  entrance.  These  latter  mines 
contained  a  charge  of  200  pounds  of  gun-cotton  each.  All  the 
mines  in  Guantanamo  as  well  as  Santiago  Bay  were  thickly  ovei^ 
grown  with  barnacles  and  seaweeds. 

As  a  curiosity,  it  may  be  mentioned  that  lightning  struck  an 
American  mine  in  the  lower  Mississippi  and  exploded  it,  and  that 
several  mines  in  the  Potomac  were  exploded  by  lightning  at  a 
few  seconds'  interval  without  causing  any  disturbance  in  the  rest 
of  the  mine  system.  They  blew  up  exactly  as  it  was  intended 
that  they  should  be  blown  up  in  war. 

IV.  Blockades  and  Cruiser  Warfare. 

Both  of  these  were  applied  by  the  belligerents  in  the  mildest 
possible  form.  Spain  can  hardly  be  considered  in  this  connec- 
tion. She  could  do  no  blockading,  and  it  is  somewhat  doubtful 
whether  it  was  quite  voluntarily  that  she  abstained  from  captur- 
ing hostile  merchantmen.  The  Americans  were  enabled  to  main- 
tain quite  an  effective  blockade  on  the  coasts,  which  they  desig- 
nate<I  as  blockaded,  by  means  of  the  large  number  of  yachts  and 
other  steamers  which  they  had  incorporated  into  their  navy  as 
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auxiliary  vessels,  while  their  large  ships  were  giving  tlieir 
tion  to  the  hostile  naval  forces. 

It  can  hardly  be  said  that  the  Americans  carried  00  systonad- 
cally  any  destructive  warfare  as  against  Spanish  merdiantiiien. 
Those  they  did  capture  almost  ran  into  their  hands,  so  to  qieak. 
This  was  especially  the  case  at  the  b^^inning  ci  the  war,  mostly 
with  vessels  which,  owing  to  the  usual  Spanish  cardesness^  had 
received  no  warning  of  the  fact  that  hostilities  were  aboiil  to 
break  out.  This  was  even  the  case  with  the  Spanish  gwnhnt 
Callao  in  the  Philippines.  Still  a  few  prizes  maj  be  mentiooed 
which  were  captured  while  making  a  direct  attenqit  to  mn  tbe 
blockade,  also  a  few  cases  where  vessels  were  chased  till  tlicy 
ran  ashore,  while  a  few  last  Spanish  vessds  succeeded  in  running 
the  blockade.  But  neither  the  successful  nor  the  iininfff  fill 
attempts  at  running  the  blockade  were  of  much  inqportanoe. 

A  number  of  neutral  vessels  were  also  c^>tnred,  bat  nearly  all 
of  them  were  released  again,  for  the  American  Govemment»  in 
adjudicating  their  cases,  showed  a  liberality  which  was  qmle  un- 
heard of  in  former  naval  wars  and  which  probaUy  had  m  poGti- 
cal  background.  About  thirty  vessek  in  all  were  rotitidcrBd 
good  prizes. 

As  the  United  States  as  well  as  Spain  have  refrained  from  priwa* 
teering,  although  they  were  the  very  countries  which 
that  right  at  the  time  of  the  Pkris  dedaration,  it  may  be 
that  privateering  is  definitely  at  an  end. 

During  the  blockade  of  Santiago  the  harbor  entrance 
night  kept  constantly  under  the  light  of  the  projector  of 
ship  designated  for  the  duty  and  boats  were  stationed  at  intervab 
between  the  other  vessels  and  the  shore,  so  that  any  attrnnii  of 
the  Spanish  ships  to  go  out  might  at  once  be  perceived.  It  has 
been  commented  upon  that  the  ship  so  illuminating  the  hatbor 
entrance  was  hardly  ever  fired  upon  by  the  fortificatioa 
It  would  seem  as  though  telegraphically  connected 
stations  at  the  Morro  and  Socapa  cotdd  have  ascertained  the 
exact  distance  of  the  troublesome  watcher  and  made  her 
if  not  entirely  impossible,  yet  extremely  difficult  by  firings 
her. 

V.  Landings. 

The  landing  of  the  Americans  at  Daiquiri  is  the  largest  l^«*«^ 
effected  since  that  of  the  western  powers  at  BalaUsfm  io  Che 
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Crimean  war.  Yet  the  total  forces  landed  did  not  exceed  15,000 
men,  embarked  in  fifty-three  steamers.  It  took  a  long  time  be- 
fore the  troops  were  ready  to  start,  for  everything  required  for  an 
army  and  a  landing  had  first  to  be  procured.  When  the  expedi- 
tion finally  did  start  it  was  found  that  a  great  deal  had  been  over- 
looked or  was  incomplete,  or  had  been  lost  in  the  chaos,  or  could 
not  be  secured.  For  instance,  no  cavalry  horses-— except  for  one 
troop — could  be  taken  along  because  there  had  not  been  time  to 
fit  out  the  vessels  for  the  reception  of  horses.  The  voyage  and 
the  landing  were  effected  in  the  most  beautiful  weather;  the 
Americans  had  good  luck,  as  they  always  did.  The  forces  were 
landed  unmolested. 

The  disembarkation  was  effected  almost  entirely  at  a  small 
landing  bridge  where  but  two  boats  could  go  alongside  at  a  time. 
Attempts  to  have  boats  run  ashore  on  the  small  sandy  beach,  at 
one  end  of  which  was  the  bridge,  had  to  be  abandoned  after  the 
loss  of  several  boats,  which  were  wrecked  in  the  stu^  on  the  pro- 
jecting rocks  and  stones.  The  report  that  the  United  States  war- 
ships had  first  fired  on  the  open  strip  of  land  back  of  the  landing 
place  and  routed  the  Spanish  should  not  be  taken  literally.  No 
such  open  strip  of  land  exists  there.  The  rocks  reach  close  to 
the  sea,  offering  hundreds  of  sheltered  places  from  which  the 
bridge  might  have  been  fired  upon.  Authorities  in  military  mat- 
ters state  that  300  men,  though  they  might  not  have  been  able 
to  prevent  the  landing  entirely,  could  have  caused  great  losses. 
But  on  this  occasion,  as  on  so  many  others,  the  Spanish  showed 
that  they  had  no  appreciation  of  military  situations,  and  as  soon 
as  the  bombardment  commenced  they  retreated.  They  need  not 
have  paid  much  attention  to  the  Cubans.  The  Spanish  ought  to 
have  known  that  now  that  the  Americans  had  arrived  the  Cubans 
would  avoid  danger  even  more  than  before. 

With  the  landing  of  the  army  all  operations  on  the  part  of  thr 
Americans  ceased  for  a  while.  In  spite  of  the  most  exhaustive 
use  of  all  the  boats  and  auxiliaries  of  the  warships,  including  the 
armor-clads  guarding  the  entrance  to  Santiago  Harbor,  it  took 
several  days  before  the  field  g^ns  and  luggage  could  be  brought 
ashore,  to  say  nothing  of  the  siege  guns.  It  was  found  that  there 
ought  to  have  been  many  more  lighters,  especially  such  as  are 
equipped  with  lifting  apparatus.  There  was  only  one  of  these — 
a  second  one  had  disappeared  during  the  voyage.    There  were  no 
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devices  for  landing  horses  and  mules  which  were  intended  idr 
drawing  the  guns.  The  animak  were  hoisted  overboard,  and  it 
was  taken  for  granted  that  they  would  swim  adiore.  But  in  a 
number  of  instances  this  did  not  happen.  Many  of  the  friglit- 
ened  and  bewildered  animals  swam  out  to  sea  and  were  drowned. 
As  all  the  boats  were  being  used  in  the  landing  and  were  crowd- 
ing each  other  for  hours  at  the  landing  place,  there  was  none 
available  to  go  after  the  mules  and  lead  them  in  the  right  direc- 
tion. The  few  men  in  charge  of  landing  the  animala  had  all 
they  could  do  to  get  those  that  swam  ashore  out  o!  the  sorf  and 
in  safety.    About  50  animals  perished. 

There  was  lack  of  management  generally.  No  one  in  antfaor- 
ity  had  been  appointed  commander  of  the  landing  place.  The 
commander-in-chief,  General  Shatter,  did  not  tronble  himaclf 
about  the  landing.  Admiral  Sampson  had  only  made  anange- 
ments  as  far  as  the  warships  and  their  boats  were  concerned. 
The  only  landing  bridge  was  but  partly  covered  with  loose  bovda. 
No  material  nor  tools  were  at  lumd  to  build  other  bridges,  and 
little  attention  was  given  to  the  one  bridge  in  existence*  as  is 
evidenced  by  the  fact  that  three  weeks  later  the  loose  boatds  were 
still  loose. 

The  conditions  at  Siboney,  where  part  of  the  troops  aiMl  wap- 
plies  were  landed  a  little  later,  were  quite  similar,  except  that 
there  was  no  bridge  at  all.  But  in  calm  weather  a  few  boats  oonld 
be  run  ashore  side  by  side.  No  bridge  was  built  here  far  Obit 
landing  of  the  voluminous  luggage. 

The  relations  between  the  military  authorities  and  the  officeis 
of  the  transport  steamers  had  not  been  regolated.  The  Istter 
had  only  their  own  advantage  and  that  of  the  ships*  owners  in 
view,  and  did  not  pay  the  least  attention  to  the  wishes  and  ptans 
of  the  officers  of  the  troops.  The  greater  part  of  the  time  tbcy 
kept  at  a  distance  of  from  3  to  20  miles  from  the  shore,  to  make 
sure  not  to  go  too  near  or  to  get  into  collision  with  odier  ▼rinh, 
and  if  at  times  they  did  assist  in  unloading  their  cargoes^  diey 
would  return  to  the  sea  as  fast  as  possible  as  soon  as  fire  was 
opened  ashore,  often  taking  with  them  the  most  indiqiensable 
articles  of  the  army  equipment.  An  American  lepocter  even 
calls  them  insolent,  un-American,  mutinous  cowards^  The  arny 
authorities  were  unprepared  and  powerless  before  snch  f^ymlntt 
on  the  part  of  the  officers  of  the  transports.    Under  thess 
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cumstances  it  is  not  strange  that  the  landing  of  the  provisions, 
guns,  and  ammunition,  and  the  entire  equipment,  all  of  which 
were  so  much  needed  in  this  locality,  which  offered  no  resources, 
was  effected  with  such  slowness  that  the  troops  were  reduced  from 
the  outset  to  the  meager  rations  which  each  man  carried  with 
him,  and  where  these  had  been  thrown  away,  as  had  been  done 
in  many  instances  in  order  to  lighten  the  weight,  the  soldiers 
suffered  hunger. 

VI.  Coaling. 

The  late  war  will  give  a  new  impulse  to  the  important  question 
of  supplying  coal.  Ships  and  fleets  carrying  on  war  in  a  region 
where  they  do  not  have  available  bases  of  supplies  and  coal 
depots  in  their  immediate  vicinity,  or  whenever  they  are  not 
certain  that  there  may  not  be  occasion  for  their  having  to  leave 
such  region  temporarily,  should  have  their  own  colliers  along. 
The  colliers  should  have  the  same  speed  as  the  squadron.  The 
ships  should  not  be  compelled  to  rely  on  rendezvous  or  the  un- 
certainty of  colliers  sent  after  them.  But  not  only  should  care 
be  taken  to  have  a  sufficient  supply  of  coal,  but  also  to  provide 
appliances  for  taking  coal  on  board  under  all  circumstances  in 
the  shortest  possible  time.  The  lack  of  such  24>pliances  has  con- 
tributed not  a  little  to  the  disasters  of  the  Spanish.  The  coaling 
of  Admiral  Camara's  ships  at  Port  Said  was  nothing  but  a  com- 
edy. Admiral  Cervera  intended  to  coal  rapidly  at  Santiago  and 
proceed.  But  the  appliances  for  that  purpose  proved  so  defec- 
tive that  the  United  States  fleet  had  shut  him  up  in  the  harbor 
before  he  could  finish  coalmg,  which  operation  took  several  days. 
At  present  not  many  ships  are  being  built  with  that  end  in  view, 
nor  are  they  being  equipped  with  appliances  for  coaling  in  the 
shortest  possible  time.  This  will  be  absolutely  necessary  in 
future,  so  that  the  ships  may  be  enabled  to  take  on  coal  or  other 
fuel  either  from  a  wharf  or  from  a  lighter  or  collier  at  sea. 

VII.  Auxiliary  Warships. 

What  can  be  done  with  money  and  a  practical  mind  in  the 
matter  of  securing  naval  war  material  the  Americans  have  done 
since  the  war  cloud  first  appeared  on  the  horizon.  It  is  true  that 
the  purchase  of  foreign  warships  before  the  beginning  of  the 
war  proved  almost  a  failure.    The  United  States  bought  the  fol- 
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lowing  Brazilian  warships:  The  protected  cruiser  Amazonas,  of 
3450  tons,  afterwards  called  the  New  Orleans;  the  protected 
cruiser  Almirante  Abreu,  same  size,  afterwards  called  the  Albany, 
and  the  cruiser  Nictheroy,  of  7,080  tons,  afterwards  called  the 
Buffalo,  which,  aside  from  her  good  rapid-fire  armament,  had  a 
38-centimeter  dynamite  gun;  from  other  sources,  the  cruiser 
Diogenes,  of  1,800  tons,  renamed  the  Popeka,  and  a  torpedo- 
boat  purchased  in  Germany,  called  the  Somers.  The  only  ones 
of  these  that  were  assigned  to  the  active  fleet  were  the  Topeka 
and  the  New  Orleans.  The  Albany  and  the  torpedo-boat  Somers, 
which  were  still  in  England  after  the  breaking  out  of  the  war, 
were  not  allowed  to  leave  there  on  account  of  England's  neutral- 
ity. The  Buffalo  did  not  leave  the  navy-yard  during  the  war. 
Hie  United  States  had  better  luck  with  the  merchant  steamers 
they  purchased  and  converted  into  auxiliary  cruisers  and  gun- 
boats. 

They  bought  60  yachts  and  other  steamers  as  auxiliary  gun- 
boats and  scouts,  4  large  fast  ocean  steamers  as  auxiliary  cruisers, 
II  tugs,  subsequently  armed.  The  following  were  chartered: 
Four  large  ocean  steamers  as  auxiliary  cruisers.  Placed  in  com- 
mission: Fourteen  revenue  cutters  as  auxiliary  gunboats  and 
scouts.  In  all,  93  steamers  for  warlike  actions,  more  or  less 
armed  and  fitted  out  for  that  purpose. 

There  were  also  purchased  as  adjuncts  of  the  fleet  20  transport 
vessels,  9  colliers,  i  repair  ship,  2  water-distilling  ships,  2  ice- 
manufacturing  ships,  3  hospital  ships;  in  all,  37.  This  does  not 
include  the  temporarily  chartered  steamers  for  the  larger  troop 
transports. 

The  large  auxiliary  cruisers  were  also  occasionally  utilized  for 
the  rapid  transportation  of  troops.  The  auxiliary  gunboats  were 
indispensable  for  the  blockade  of  the  extensive  stretch  of  the 
coast.  The  names  of  several  of  these,  even  of  tugs,  have  been 
specially  mentioned  in  several  of  the  battles.  A  few  of  the  auxil- 
iary vessels,  as,  for  instance,  the  St.  Louis  and  the  Zafiro,  were 
equipped  with  special  devices  for  dragging  for  cables,  which  they 
have  used  with  good  success. 

As  for  the  adjuncts  of  the  fleet,  the  distilling  ships  were  in- 
tended especially  to  furnish  fresh  water  to  the  blockading  auxil- 
iary vessels  and  the  transports  of  the  landing  army.  As  most  of 
these  vessels  had  inadequate  distilling  apparatus,  some  of  them 
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none  at  all,  this  was  necessary,  so  that  they  might  not  be  com- 
pelled to  leave  the  blockade  for  the  purpose  of  renewing  their 
water  supply.  The  repair  ship  Vulcan  was  also  equipped  with 
a  powerful  distilling  apparatus. 

The  ice-manufacturing  ships  supplied  the  vessels  not  equipped 
with  ice  machines,  also  the  hospitals  of  the  invading  army  of 
Cuba.  The  object  of  the  other  adjuncts  of  the  fleet  is  self- 
evident. 

The  repair  ship  Vulcan  has  proved  extremely  useful,  even  in- 
dispensable for  the  blockading  fleet  at  Santiago.  She  supplied 
31  vessels  with  extra  engine  parts,  material,  and  tools.  Twenty- 
six  vessels  were  repaired,  and  a  number  of  repairs  were  also  made 
on  guns  and  their  equipments.  The  Vulcan  also  rendered  im- 
portant services  in  connection  with  the  raising  of  the  Maria 
Teresa  and  is  now  doing  the  greater  part  of  the  work  in  tempor- 
arily repairing  said  ship  for  the  purpose  of  transferring  her  to 
one  of  the  United  States  navy-yards. 

How  important  it  is  to  own  transports  specially  fitted  out  for 
the  transportation  of  troops  and  war  material  has  been  demon- 
strated in  this  war,  though  principally  by  the  lack  of  vessels  equip- 
ped for  such  service.  Of  the  transports  purchased  during  the 
war,  the  Navy  Department  intends  to  retain  i6,  which  are  to  be 
refitted  for  service  as  regular  marine  transports,  namely,  the 
Panama,  Port  Victor,  Rita,  Mohawk,  Mobile,  Massachusetts, 
Manitoba,  Minnewaska,  Mississippi,  Michigan,  Roumania, 
Obdam,  Berlin,  Chester,  and  Britannia,  employed  on  the  Atlantic 
ocean,  and  one  on  the  P^ific  coast  During  the  war  they  were 
used  not  only  for  the  transportation  of  troops,  but  also  for  sup- 
plying provisions  and  material. 

It  would  have  been  very  desirable  to  have  had  even  more  of 
these.  The  blockading  fleet,  for  instance,  complained  of  the 
very  defective  mail  service,  as  also  of  the  foct  that,  although  it  was 
comparatively  but  a  short  distance  to  the  United  States  ports,  so 
few  fresh  provisions  were  received,  which  circumstance  impaired 
the  health  of  the  troops. 

Vessels  built  for  special  purposes  are  in  times  of  peace,  at  ma- 
neuvers, stepchildren  of  the  Navy;  they  are  considered  expensive 
and  troublesome  adjuncts  which  have  to  be  taken  into  considera- 
tion in  maneuvers  and  impede  their  n^id  execution;  and  yet  how 
useful  they  are  and  how  much  relief  they  are  able  to  furnish  in 
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actual  war!    Whenever  mobilizations  show  that  there  is  i 

sufficient  number  of  suitable  merchant  steamers  which  wou 

j  unquestionably  at  the  disposal  of  the  Navy  at  the  beginning 

war,  provision  should  be  made  to  have  vessels  set  apart  \ 
can  be  easily  equipped  for  such  purposes,  and,  if  necessai 
own  and  keep  in  constant  readiness  a  number  of  such  special 
sels  even  in  time  of  peace. 
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The  next  number  of  the  Institute  Proceedings,  issued  the 
last  of  March,  will  contain  the  following  articles : 

THE  ST.  LOUIS  AS  AN  ARMY  TRANSPORT. 
By  her  Commanding  Officer,  Captain  C.  F.  Goodrich,  U.  S.  Navy. 

THE  LAST  NAVAL  ENGAGEMENT  OF  THE  WAR. 
By  Lieutenant  W.  F.  Halsey,  U.  S.  Navy. 

THE  COAST  SIGNAL  SERVICE. 

By  Lieutenant  F.  B.  Anderson,  New  York  Naval  Militia,  who  was  on  the 

Board  to  organize  the  Service. 

SOME  EXPERIENCES  ON  A  TUG  BOAT  DURING  THE  WAR. 

By  Ensign  W.  S.  Crosley,  U.  S.  Navy. 

SEAVEY'S  ISLAND  PRISON  AND  ITS  ESTABLISHMENT. 

By  Paymaster  J.  P.  Loomis,  U.  S.  Navy,  who  was  the  moving  spirit  in 

establishing  and  maintaining  the  prison  from  the 

Commissar/s  standpoint. 

THE  HYGIENE  OF  THE  NAVY  RATION. 
By  Surgeon  H.  G.  Beyer,  U.  S.  Navy. 

RANGE  OR  DIRECTION  INDICATOR. 
By  Lieutenant  Armistead  Rust,  U.  S.  Navy. 


Beginning  with  the  next  number  the  binding  of  the  In- 
stitute Proceedings  will  be  changed  to  a  more  attractive  form. 

Throughout  the  year  articles  and  discussions  on  the  war 
will  appear,  and  it  is  the  intention  to  get  the  best  papers. 

It  is  the  desire  of  the  Board  of  Control  to  increase  the 
interest  of  the  Service  and  the  public  in  the  Institute  and  its 
work. 

To  this  end  the  aid  of  the  members  and  friends  is  solicited. 
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PROFESSIONAL  NOTES. 


RUSSIAN  VIEWS  OF  OUR  WAR. 

Admiral  Makaroff's  Views  of  the  Lessons  of  Santiago. 

Rely  on  Your  Guns— Nbvbr  Sacrifice  Artillery  to  Armor— The 
Sword  Always  Mightier  Than  the  Shield— A  Victory  Exacts 
THE  Same  Conditions  on  Land  and  Sea. 

(From  the  Si.  Petersburg  KotUne.) 

The  destruction  of  Cervera's  ships  at  Santiago  has  again  brought  to  the 
front  the  question,  Should  the  principal  force  of  a  fleet  consist  in  armored 
or  unarmored  vessels?  If  under  the  name  of  cruisers  are  classed  vessels 
of  light  artillery  intended  to  prey  upon  the  commerce  of  the  enemy,  the 
only  possible  answer  is  that  armored  vessels  are  preferable  to  cruisers. 
An  enemy  never  considers  himself  beaten  because  his  commercial  fleet  is 
captured.  For  each  ton  of  armor  from  four  to  five  tons  displacement 
will  be  necessary.  Consequently  a  ship  carrying  an  armor  of  aooo  tons 
would  require  a  displacement  of  600  or  800  tons  more  than  that  of  an 
unarmored  cruiser  having  the  same  speed  and  radius  of  action.  Conse- 
quently, battleships  must  always  be  large,  while  the  dimensions  of  un- 
armored cruisers  may  vary  all  the  way  down  to  those  of  torpedo  boats. 
There  is  no  advantage  in  making  unarmored  vessels  very  large,  because 
it  is,  of  course,  impossible  to  utilize  all  their  displacement  for  their  artil- 
lery. They  must  have  powerful  machines  and  must  carry  an  enormous 
supply  of  coal.  It  would  not  be  difficult  to  construct  an  unarmored 
vessel  of  5000  tons,  carrying  one  gun  of  25  centimetres  and  five  guns  of 
15  centimetres,  and  having  a  speed  of  twenty-one  or  twenty-two  knots, 
with  the  machinery,  the  boilers  and  the  magazines  sufficientiy  protected. 
But,  if  we  are  asked  which  is  the  more  powerful  as  a  unit  in  combat,  a 
battleship  of  15,000  tons  or  an  unarmored  vessel  of  3000  tons,  the  reply, 
of  course,  must  be  in  favor  of  the  armored  ship.  If,  on  the  other  hand, 
the  question  is  whether  it  is  more  advantageous,  for  a  determined  sum, 
to  build  one  warship  of  15,000  tons  or  four  armored  vessels  of  3000 
tons,  the  answer  can  no  longer  be  in  favor  of  the  battie-ship. 

All  the  writers  who  have  dealt  with  this  question,  with  the  exception 
of  Lieut.  Engleman,  have  pronounced  for  the  battle-ship. 

Now,  let  us  look  at  the  lessons  that  we  can  derive  from  the  battie  of 
Santiago.  We  find  there  that  the  two  adversaries  were  supplied  with 
armor  and  modem  guns  of  both  heavy  and  light  calibre.  In  reality  there 
is  not  a  line  of  demarcation  well  traced  out  between  the  cruiser  and  the 
batUe-ship.  The  Iowa  and  the  other  Armerican  ships  are  called  battie- 
ships,  but  they  possess  only  a  limited  supply  of  armor  plates,  tiie  thick- 
ness of  which  at  the  water-line  is  355  millimetres,  and  a  surkce  protec- 
tion of  186  feet.    Three  of  the  Spanish  craisert,  the  Infamta  Maria  Teresa 
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;{  j  and  two  others  of  the  same  type,  had  armor  of  505  millimetres  in  thi< 

1:  j  ness  at  the  water-line  and  315  feet  of  surface,  but  of  less  width  than  tl 

I;  j  of  the  American  ships.    Upon  these  cruisers  the  barbettes,  armed  w 

ji  <  cannon  of  21  centimetres,  were  protected  by  a  cuirasse  of  255  millimetr 

W  The  Iowa,  with  a  displacement  of  4500  tons  more  than  the  Spanish  cm 

1' I  ers,  also  had  her  guns  protected,  but  by  an  armor  of  only  100  to  200  mil 

•■j!  metres,  an  utterly  insufficient  protection  against  the  projectiles  of  canm 

■  '{■■  of  28  centimetres. 

The  cruiser  Cristobal  Colon  had  an  armor  of  the  recent  type,  protei 
ing  nearly  three-fourths  of  her  surface  and  sheltering  even  her  small  gui 
Her  displacement,  it  is  true,  was  only  7000  tons,  utilized  for  the  most  pi 
by  her  armor;  that  is  to  say,  the  artillery  was  sacrificed  for  the  sake 
the  armor.  Nevertheless,  the  Cristobal  Colon  had  two  Armstrons^  go: 
of  25  centimetres  and  forty  calibres  in  length  and  of  the  most  rece 
type.  Her  projectiles  should  have  pierced  the  armor  of  the  Amerio 
vessels  in  ordinary  conditions  of  combat. 

Each  one  of  the  two  parties  engaged,  therefore,  was  provided  wi 
armor,  and  with  guns  sufficiently  powerful  to  pierce  it  The  extent 
the  unprotected  surfaces  was  g^reater  on  the  American  side.  The  Amei 
cans  had  a  numerical  superiority.  Nevertheless,  the  victory  might  ha^ 
gone  to  the  other  side  or,  at  all  events,  have  been  dearly  bought  by  t 
victor.  If,  in  the  battle  of  Santiago,  the  Spanish  projectiles  did  not  stril 
the  American  fleet,  it  is  not  to  the  armor  that  the  latter  should  attribu 
its  victory,  but  to  the  accuracy  of  its  fire,  and  the  quality  and  order  of  i 
shots. 

We  do  not  know  if  the  Spanish  ships  practiced  firing  much  in  time 
peace,  but  after  all,  that  sort  of  practice  is  nothing  compared  to  what 
had  in  actual  warfare.  The  journals  which  every  day  gave  as  accona 
of  the  bombardment  of  Spanish  forts  by  Admiral  Sampson  and  Comm 
dore  Schley  were  silent  upon  the  operations  of  the  artillery  of  Admii 
Cervera. 

From  a  moral  point  of  view  the  two  fleets  were  diametrically  oppoM 
The  Americans  were  seeking  a  combat  and  had  entire  confidence  in  thi 
artillery.  The  Spaniards,  under  the  pressure  of  orders  from  Madrid,  cai 
out  of  Santiago  with  the  absolute  certainty  of  meeting  the  disaster  tfa 
awaited  them.  In  this  passive  role  they  could  only  count  upon  du 
armor  and  their  speed.  The  speed  did  not  come  up  to  the  power  of  ti 
machines  on  account  of  the  poor  quality  of  the  coal  and  the  growth  tfa 
covered  the  immersed  portions  of  the  vessels,  and,  perhi^M,  also  to  tl 
inexperience  of  the  machinists.  There  remained,  therefore,  on|j  tl 
armor,  which  inspires  so  much  confidence  in  the  minds  of  so  many  peop 
and  is  supposed  to  protect  a  vessel,  leaving  out  all  other  elements,  materi 
or  moral.  There  was  no  reason  why  that  protection  should  not  exist 
the  battle  of  Santiago;  nevertheless  it  was  not  sufficient  for  tfa«  Spaaii 
. '  fleet 

At  Lissa  the  armor  did  not  prevent  the  Re  d'ltalia  from  M«lg««g  < 
the  Palestro  from  blowing  up.    At  the  battle  of  Yalu  it  did  not  save  ti 
Chinese  fleet;  neither  did  it  prevent  the  Chinese  cruisers  from  being  an 
ii  by  the  Japanese  torpedo-boats  at  Wei  Hai  WeL 

We  are,  therefore,  brought  to  the  conclusion  that  in  a  naval  bttde 
is  better  to  rely  upon  the  strength  of  the  weapon  rather  than  npoa  tl 
solidity  of  the  shield.  Put  more  artillery  and  torpedoes  on  board  yo 
battle-ships,  arm  them  with  solid  rams  (ipenms)  and  reject  the  idea  of  pr 
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tecting  them  with  armor,  because  that  does  not  assure  the  victory;  it 
only  retards  the  defeat  Such  a  small  result  does  not  warrant  the  con- 
struction of  vessels  overloaded  with  armor. 

(From  the  Invalide  Russe.) 

In  our  opinion  Admiral  Makaroff  clearly  explains  the  fundamental  cause 
of  the  Spanish  disasters  on  sea  and  presents  sound  views  of  what  should 
be  expected  from  modem  fleets.  It  never  enters  into  the  minds  of  lands- 
men when  dealing  with  a  military  engagement  to  seek  the  causes  of  de- 
feat in  the  thickness  or  the  height  of  the  earthworks  of  one  or  the  other 
of  the  two  adversaries.  We  know  that  the  decisive  attack  is  prepared  by 
an  intense  and  accurate  infantry  and  artillery  fire,  and  that  the  exigencies 
of  victory  require  a  thorough  preparation  for  a  hand-to-hand  fight.  Al- 
though the  armor  of  warships,  sheltering  their  vital  parts,  is  of  far  more 
importance  than  the  intrenchments  of  land  forces,  a  naval  combat  exacts 
the  same  material  means  of  attack  and  the  same  moral  qualities  as  a 
land  battle.  On  land  the  preparation  depends  especially  upon  the  in- 
fantry fire;  on  sea,  of  course,  the  artillery  plays  the  principal  part,  and 
the  intensity  of  the  shock  is  measured  by  the  distance  between  the  fighting 
vessels. 

Consequently  a  powerful  artillery  with  trained  gunners  is  the  principal 
essential,  to  which  must  be  added  sufficient  speed  to  approach  the  enemy 
or  avoid  the  combat.  Of  course  there  should  be  a  reasonable  protection 
against  the  projectiles  of  the  enemy.  To  present  these  conditions  in 
another  order,  that  is  to  say,  to  sacrifice  the  artillery  or  the  speed  to  the 
cuirasse,  is  simply  to  disarm  and  invite  destruction.  Armor  rarely  saved 
a  fleet,  and  it  never  gave  one  a  victory.  The  last  naval  wars  have  proved 
this  conclusively.  The  victory  belongs  to  the  attacking  party  on  sea  as 
on  land. — New  York  Sun. 


LESSONS  FROM  THE  BATTLE  OF  SANTIAGO. 

Since  we  discussed  the  information  received  as  to  the  facts  of  the  de- 
struction of  the  Spanish  cruisers  by  the  American  fleet,  fuller  accounts 
have  come  to  hand.  We  may  especially  mention  the  official  diagrams  of 
hits  made  on  the  Spanish  vessels,  given  in  the  ScientiAc  American  of  Sep- 
tember loth,  and  the  accounts  of  two  correspondents  who  were  eye-wit- 
nesses of  the  fight,  one  from  the  deck  of  the  Brooklyn  and  the  other 
from  that  of  the  New  York,  published  in  McClure's  Magazine  for  Sep- 
tember. These  we  do  not  propose  to  review  in  any  sense,  although 
we  are  making  use  of  information  obtained  from  them  in  forming  the 
conclusions  which  we  think  are  to  be  drawn  from  the  character  and  occur- 
rences of  the  fight. 

First,  a  few  words  as  to  the  actual  conditions  of  action.  The  corre- 
spondent on  board  the  Brooklyn  was  probably  exactly  in  the  best  posi- 
tion to  see  and  report  the  progress  of  the  engagement  We  may  remind 
our  readers  that  the  Spanish  ships  steamed  out  of  the  harbor  towards  the 
west  in  succession,  passing  the  west  end  of  a  line  of  United  States  men- 
of-war  blockading  the  harbor.  The  Brooklyn,  lying  at  the  west  end,  was 
thus  best  placed  to  pursue  the  Spanish  ships,  both  because  she  had  some 
start  as  to  her  position,  and  also  becatise  she  had  the  highest  speed  of 
any  ship  in  both  fleets.  Mr.  Graham's  accoimt  is  spirited  and  graphic, 
54 
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fiiiiifi  jier*  i=.ii  :ier»  nzier  no  iorid  for  proccasiofial  readers.  X< 
=aml  :(Ec:£r  :i:r  ixz^^ie.  i.:ajd  acaepc  :±be  aatrmmt  that  ''the  sitnatioi 
::r  -jie  3r:»:ki7r  -•:'¥  «-=»!  ieifhsraze.'*  hrraTiw  the  Spanish  cniser 

Ti±rt  ^- -'1   ::-¥-irij   •er.     5ie  iiii  ihe  CTcrpowering  strength  of  th4 

'Siizfi  Sdzts  Z'ti^  ■v-.th  '-er     Sbe  iai  ao  doabc  to  aToid  exposing  her- 

5<il:  t:    it*::;^  n •ft  "w'^'ii  iie  ap^antsrly  very  easily  did  by  tnmini 

rer  '-tfad  ::  5iir:»:uLri  «.:  ii  :^  .iircle  r:dd  with  her  stem  towards  them 

S'-i  £r*i    lit   zr-.a, is-.' tst   5r:=:  bsr  jiir:  g::as.  but  she  necessarily   losi 

zzi'zr.i  .-  ft  :■=*  ::  —-t^  'Ji-t  Sjaniii  *c:j^  who  mnst  hare  gained  on  hei 

ii  -.:-•   :-.r:li-i     TirLiir-j  ^e  V^nsri  Scares  neet  got  under  weigh  witl 

11— .n:'.i  ;r;— ^—'•if-    1^=  tt*  =:cic  ;a*4  on  to  oar  discosston  of  the  effect 

::  'I'-t  £-*  Lj  1  •»"*:-'•.  ir-i  r^-t  '.*<s*z^s  tc  ^  drawn  trom  it.    The  cnrion! 

fa~  :i  ::  'z<  z:z:if.i  in  pi«i-^*  zzxi  ihe  Spanish  shq»,  whose  object  waa 

::  iiCa-«*.  ijii  ■«■-:  -minli  certar'y  have  besented  by  smoke  to  concea] 

•±tzz.  -5<-i  *=:k*Iss5  j-nsiir:  while  ihe  United  States  ships,  who  wer« 

i-iiiv  ;r^5  :;  j.;-^  i=.  is  icc^raie  and  rapid  a  ore  as  possible,  were  mocl 

'z.-itrii  rj  :he  fic:  ±it  "iztj  hai  -ot  s=ioke!e2S  powder.    No  donbt  thi 

*t:I  TK:i5  —  :«i;£-*'i  -t  ih*  jpefi  a:  which  the  ships  were  running,  and  il 

i;  J -tar  5  z'zaz   racers  wer*  *«::  alof:  on  board  the  Brooklyn  to  tell  th< 

rz7.r.tri  -J-.e  *=*—  ::  their  *h>:ur:j.     Probably  the  smoke  would  scarce!} 

r*io!-  ZL'.i  he-.fth:  b<::re  ::  wks  left  behind     Yet  the  directions  seem  tc 

h^vt  ':<«ti  c:  a  rtry  general  character,  and  the  statement  that  "  every  shot 

15  it'Mzg,"  while  encciiraging.  was  only  correct  if  it  referred  to  ever) 

5h:t  that  hit.  fir  the  large  nnmber  d:at  we  know  missed  conld  hard!] 

te*l  even  mcral'.j  en  an  enez:y  cha:  was  mcning  from  the  Brooklyn;  mosi 

priperlv  s2  mnning.  :cr  it  is  ibsolnte  nonsense  to  talk  as  if  the  Spanisl 

crr-.iers  ::n'.4  <io  cthcrwise.    When  tmth  forbids  us  from  crediting  then 

Tcizr.  anything  else,  we  znos:  allow  that  the  Spanish  made  a  gallant  at- 

temp:  to  get  their  ships  cnt.  and  gave  their  lives  lavishly  to  effect  it. 

To  ^et  an  idea  o:  the  circumstances  of  the  firing,  we  cannot  do  bctte 
than  fo'.lo'A-  the  account  of  y^r.  Graham,  on  board  the  Brooklyn.  Appar< 
tr.ily  the  enen:y  next  appeared  as  a  dark  mass  through  the  smoke,  and 
after  coming  round,  the  BrookS-n  attacked  first  the  Maria  Teresa  am 
then  the  Vizcaya — generally  from  about  a  mile  and  a  quarter  to  a  mik 
and  three-quaners  range — till  she  turned  in  and  ran  ashore,  and  lastl] 
the  Brooklyn  gave  chase  to  the  Colon,  who  had  managed  to  show  speec 
enough  to  have  gained  a  lead  ot  over  three  miles.  The  Brooklyn  waj 
only  able  to  make  17  knots,  because  she  had  been  unable  to  couple  he] 
:or-Aard  engines,  so  that  the  Colon,  who  had  the  advantage  of  getting  iq 
her  steam  deliberately,  ought  to  have  escaped,  had  she  been  in  fair  order 
To  come,  however,  to  the  gunner>'  of  the  Spanish  ships,  the  Maria  Te 
re=a  and  Oquendo,  with  no  heavy  guns,  and  only  ordinary  S5-hich  guns 
never  had  a  chance  of  successfully  running  the  gauntlet  of  the  hcav] 
battle-ships  Texas.  Iowa,  and  Indiana,  which  fired  on  them,  though  the] 
had  not  the  speed  required  to  follow  the  cruisers  far.  The  Oregon,  in 
deed,  was  able  to  keep  up  well  throughout.  The  Vizcaya  for  a  time  hai 
mainly  the  Brooklyn  to  deal  with  her.  Mr.  Graham  writes  as  if  thf 
\'izcaya  ought  to  have  been  more  than  a  match  for  the  Brooklyn.  Sht 
certainly  had  thicker  armor,  especially  at  her  belt  but  this  conld  no 
prevent  her  other  parts  being  destroyed  by  the  greater  fire  of  the  latter 
Had  all  the  guns  been  complete,  the  Brooklyn's  entire  energy  of  firi 
per  minute  is  about  192,032  foot-tons,  against  179.203  of  the  Viacays 
Probably  the  Brooklyn  could  bring  to  bear  three  of  her  four  8-inch, 
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half  of  her  twelve  quick-fire  5-inch  guns,  giving  an  energy  of  111,012 
foot-tons  per  minute,  against  107,625  foot-tons  delivered  by  the  Vizcaya's 
two  ii-inch  guns,  and  half  of  her  ten  quick-fire  5.5-inch  guns.  We  fear, 
however,  that  the  Vizcaya's  heavy  guns  were  non-existing,  so  she  had 
only  71.580  foot-tons  energy  of  fire,  and,  as  a  matter  of  fact,  seems  to 
have  been  able  to  deliver  very  little  effective  fire  at  all,  partly  from  bad 
gunnery,  and  partly,  perhaps,  owing  to  injuries  received  in  passing  the 
slow  battle-ships.  Under  these  conditions  the  Brooklyn  would  be  able 
to  man  all  her  light  unprotected  quick-fire  g^uns,  which  we  have  not 
taken  into  account  hitherto  because  men  could  hardly  live  at  them  in 
close  action.  Consequently  the  Vizcaya  would  be  subject  to  all  the  Brook- 
lyn could  do,  and  in  about  twelve  minutes  the  Oregon  joined  in  and 
destruction  rapidly  followed,  so  that  in  six  minutes  she  ran  ashore 
hopelessly  on  fire.  She  had  received  five  8-inch,  seven  5-inch,  four  4-inch, 
and  thirteen  6-pounder  shells  in  all.  The  story  of  the  Vizcaya  is  more 
or  less  that  of  all  the  Spanish  cruisers,  except  the  Colon,  whose  6-inch 
plate  protection  to  her  upper  structure  and  general  condition  put  her  in 
a  very  different  position,  and  ought  to  have  secured  her  escape  had  her 
speed  been  kept  up.  Their  vital  parts  were  protected  by  their  belts,  but 
they  were  destroyed  by  fire  and  wholesale  cutting  to  pieces  of  their  sec- 
ondary parts  and  crews.  This  was  effected  mainly  by  the  quick-fire  guns, 
but  few  heavy  gun  projectiles  going  home,  the  above-mentioned  8-inch 
shells  being  the  best  performance.  Apparently,  the  most  important  ele- 
ments for  success  in  a  running  fight,  such  as  took  place,  are,  first,  speed; 
secondly,  gun  power;  thirdly,  power  of  resisting  conflagration.  The  first 
requires  little  comment.  It  is  a  question  of  actual  speed  obtained  in  trial 
and  of  keeping  the  engines  and  bottoms  of  the  ships  in  order.  It  is  well 
to  note  that  the  notorious  Huascar  was  eventually  caught  up  and  dis- 
abled only  by  cleaning  the  bottom  of  the  Cochrane,  and  securing  the 
slight  superiority  in  speed  that  enabled  the  Blanco  and  Cochrane  to  over- 
haul the  Huascar.  We  might  indeed  alter  the  old  proverb,  **  For  want  of 
a  nail  the  shoe  was  lost,  for  want  of  a  shoe  the  horse  was  lost,  and  so 
the  rider  and  kingdom,"  to  read,  for  want  of  a  cleaning  the  three  knots 
were  lost,  for  want  of  three  knots  the  cruisers  were  lost.  On  the  other 
hand,  in  virtue  of  a  clean  bottom  some  years  ago  Captain  Kane  was  just 
able  to  withstand  the  wind  that  drove  other  ships  on  shore,  and  get  his 
vessel  safe  out  of  Samoa  Harbor.  On  the  importance  of  our  first  point, 
then,  namely,  good  engines  and  clean  bottoms,  we  must  all  be  fully  con- 
vinced. 

The  second  point  is  efficient  fire.  This  seems  to  be  best  delivered  in 
the  form  of  heavy  quick  fire;  that  is,  the  fire  of  quick-fire  g^ns  mounted 
behind  medium  armor.  This  we  have  long  insisted  on.  Leaving  the 
question  of  conflagration  till  the  last,  so  far  as  g^n-fire  was  concerned, 
the  Spanish  gunners  might  have  stood  to  their  g^ns  had  they  been  in 
6-inch  casemates,  for  the  American  5-inch  quick-fire  g^uns  could  not  by 
any  possibility  have  perforated  them.  As  to  the  question  of  accurate 
shooting,  whatever  was  the  exact  proportion  of  rounds  that  took  effect, 
it  is  clear  that  the  American  officers  found  that  they  had  considerable 
opportunity  of  testing  their  powers  of  shooting  and  improving  it,  in 
spite  of  some  casualties,  as  they  went  on.  We  read,  for  example,  of 
George  Ellis  deliberately  measuring  and  recording  the  range  in  an  ex- 
posed position,  and  his  head  being  instantly  afterwards  carried  away  by 
a  shot.    The  measure  of  success  attained  may  have  fallen  short  of  what 
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we  should  hope  from  results  of  practice-firing;  but  however  this  may 
it  is  quite  clear  that  accurate  shooting  was  very  desirable,  and  that 
relative  positions  of  any  two  ships  engaged  depended  greatly  on  it 

Lastly,  as  to  the  incendiary  action  of  the  shell,  this  is  a  newer  and  mi 
important  point.  Constructed  as  the  Spanish  cruisers  were,  priou 
attack  of  vitals  was  very  difficult,  and  was  not  attained  at  all,  we  thi 
Secondary  attack  by   quick-fire   common  shells   practically   settled   1 

]|  matter.    How  far  is  this  of  general  application?    Had  the  Spanish  sh 

been  built  like  the  Germans,  without  wood  anywhere,  they  could  1 
have  been  set  on  fire.  Are  not  the  Germans  right,  and  ought  we  1 
follow  the  same  line?    We  specially  have  no  doubt  to  keep  in  view  t 

,;i  habitable  character  of  our  ships;  but  does  not  this  action  show  as  tl 

wood  must  at  all  costs  be  given  up?  It  seems  strange  that  wood  shoi 
burn  as  it  does.  We  might  explode  loose  powder  on  the  floor  of  a  ro< 
without  setting  it  on  fire.  The  fact  is  that  a  bursting  shell  drives  lai 
lumps  of  burning  explosive  into  the  wood,  and  once  there,  water  woi 
probably  fail  to  extinguish  it,  seeing  that  it  has  its  own  oxygen  ino 
porated  in  it  in  a  solid  form,  and  would  bum  freely  under  water.  It  see 
hardly  possible  for  a  ship  containing  much  wood  to  escape  fire,  especii 
..  under  quck-fire  attack,  for  a  6-inch  or  5-inch  shell  would  set  a  vessel 

>  I  fire  nearly  as  well  as  a  larger  projectile.    Are  we  then  to  depend  oi 

on  quick-fire?    We  think  not  altogether,  for  we  can  conceive  die  case 

two  ships  blowing  each  other's  secondary  parts  to  pieces  to  a  great  extc 

and  yet  remaining  intact  as  to  their  vital  or  primary  parts.    Once  i 

'  action  is  pushed  far,  it  is  clear  that  the  vessel  which  perforates  the  othc 

thick  armor  best  is  likely  to  carry  the  day.  Naturally,  however,  differ 
classes  of  ships  have  their  special  functions.  It  is  interesting  to  torn 
existing  types  to  see  how  they  would  have  acquitted  themselves  at  Sa 
tiago.  The  Esmeralda  would,  we  think,  have  found  the  very  work  1 
is  suited  for.  Her  very  high  speed  would  have  carried  her  rapidly  aw 
and  her  tremendous  fire  would  have  made  her  very  ugly  to  approadL  i 
the  other  hand,  we  have  repeatedly  condemned  the  light  pieces  cait 
i  by  the  New  York.    It  is  curious  that  she  should  just  have  missed  1 

i    I  opportunity  of  showing  her  powers. — The  Engineer. 
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THE  LIFE  OF  NAVAL  ORDNANCE. 

Washington,  November  7,  1898.— The  Navy  Department  hat  recdi 
reports  from  nearly  all  the  war  vessels  which  took  active  part  either 
the  battles  or  the  bombardments  of  the  Spanish-American  war.  These  : 
ports  show  in  detail  the  number  of  rounds  fired  from  every  gnn  on  boa 
from  i-pound  rapid-fires  up  to  the  big  z3-inch  rifles,  and  the  Onfaiai 
Bureau  experts  have  examined  them  with  much  interest  to  note  tiie  a 
=  <  dition  of  the  guns  before  and  after  firing  in  order  to  estimate  the  probal 

deterioration  resulting  from  the  war  service.  The  department  oflfid 
are  disposed  to  treat  the  figures  of  the  reports  as  confidential  military 
formation  not  to  be  made  public,  but  Captain  O'Niel,  chief  of  the  Q 
nance  Bureau,  and  Professor  Alger,  ordnance  escpert  and  madwoittki 
have  given  the  correspondent  of  The  Iron  Age  some  intereitiag  iirfon 
tion  concerning  the  condition  of  the  guns  and  the  sererity  of  tfie  ti 
to  which  they  were  put  during  the  war.  In  this  connection  Qtpl 
G'Niel  said: 
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"  Our  reports  show  that  our  ordnance,  from  the  smallest  gfuns  to  the 
largest  calibres,  developed  the  highest  degree  of  efficiency  and  little  if 
any  deterioration.  I  speak  especially  of  the  large  calibre  guns  when  I  say 
that  no  evidence  whatever  has  been  found  that  the  ordnance  has  devel- 
oped any  weakness.  So  far  as  I  am  advised  not  a  single  gun  has  shown 
any  bad  effects  from  the  firing  tests  to  which  so  many  of  them  were  sub- 
jected, and  there  has  not  been  even  a  suggestion  of  drooping  muzzles  or 
other  evidences  of  structural  weakness.  We  have  at  no  time  expected 
that  the  severest  tests  would  cause  the  muzzles  of  our  long  rifles  to  droop, 
as  we  have  had  every  confidence  that  the  guns  were  manufactured  on  cor- 
rect principles.  A  drooping  muzzle  indicates,  to  my  mind,  poor  con- 
struction based  on  a  faulty  principle.  The  British  navy  experienced  some 
difficulty  of  this  sort  several  years  ago  with  a  special  class  of  guns  that 
lacked  the  stiffness  that  should  be  possessed  by  first-class  weapons,  but 
the  drooping  of  the  muzzles  of  the  guns  referred  to  was  due  entirely  to 
poor  construction  and  improper  design,  and  not  to  the  result  of  firing 
more  rounds  than  the  guns  should  properly  stand.  We  are  much  pleased 
with  the  manner  in  which  our  ordnance  behaved,  and  believe  that  a  great 
majority  of  our  guns  came  out  of  the  war  in  as  satisfactory  a  condition 
as  they  entered  it.'* 

Professor  Alger,  who  has  gone  into  the  subject  in  closer  detail  than 
Captain  O'Niel,  sad:  "With  the  exception  of  the  small  rapid-fire  guns, 
our  navy  rifles  were  not  fired  a  sufficient  number  of  rounds  to  weaken 
well-constructed  ordnance.  Even  on  the  ships  which  took  part  in  the 
bombardments  the  big  rifles  were  fired  only  a  few  times,  comparatively, 
and  their  total  service  during  the  war  did  not  constitute  any  great  pro- 
portion of  the  life  of  the  modern  high  power  gun  of  large  calibre.  While 
there  is  considerable  difference  of  opinion  on  the  point,  I  think  it  is  safe 
to  say  that  such  a  weapon  as  a  13-inch  rifle,  as  they  are  constructed  for 
our  navy,  may  be  fired  from  250  to  400  rounds  without  showing  any  de- 
terioration. Even  then  the  g^n  does  not  become  structurally  weak.  The 
first  defect  noted  is  the  effect  of  the  erosion  of  the  tube  near  the  base 
caused  by  the  action  of  the  powder  gases.  Sometimes  this  effect  is  seen 
in  the  erosion  of  a  considerable  area  in  the  tube,  which  ultimately  seri- 
ously affects  the  velocity  and  accuracy.  When  first  developed  at  the  base 
of  the  shell  it  can  be  remedied  by  using  a  larger  metallic  ring  on  the 
shell  to  secure  a  more  accurate  fit  to  the  tube,  but  in  some  cases  the 
erosion  is  so  serious  and  affects  such  an  area  of  the  tube  as  to  make  the 
gun  useless.  Even  then,  it  should  be  remembered,  the  gun  can  be  re- 
tubed,  although  the  process  is  somewhat  difficult  and  expensive.  If  this 
operation  is  resorted  to,  however,  I  do  not  sec  why  the  life  of  the  gun 
cannot  be  prolonged  indefinitely.  I  believe  the  theory  has  been  pre- 
sented in  the  past  that  the  constant  firing  of  a  gun  tended  to  crystallize 
the  metal  composing  it,  thereby  rendering  it  liable  to  burst.  I  do  not 
think  that  modern  ordnance  experts  give  any  serious  consideration  to 
this  theory,  which  seems  to  have  no  basis  in  fact. 

"  With  regard  to  the  small  rapid-fire  guns  which  went  through  the  war, 
I  am  quite  prepared  to  learn  that  a  considerable  number  of  them  are  nearly 
worn  out.  Guns  like  i,  2  and  3-pound  rapid-fires  are  likely  to  show 
serious  erosion  after  firing  2000  rounds,  and  wherever  such  service  has 
been  approximated  we  would  be  disposed  to  examine  the  gun  with  con- 
siderable care.  In  firing  such  a  gun  the  first  serious  effect  of  erosion 
v.'ould  be  noted  in  the  '  tumbling '  of  the  shell,  which  would  be  quite 
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j !  apparent  when  the  giin  was  fired.    The  life  of  a  gun  in  which  nitro-gl} 

ji  ine  powder  was  used  would  be  necessarily  shorter  than  that  in  w 

gun-cotton  was  employed.  We  have  not  yet  received  sufficient  dat 
determine  the  extent  to  which  the  rapid-fire  guns  approximated  the  tl 
retical  limit  of  their  efficiency,  but  I  do  not  think  that  any  very  h 
proportion  of  them  have  suffered  from  the  war  service." 

The  ordnance  experts  are  all  disposed  to  make  light  of  the  sugges 
that  the  Spanish  artillerists  kept  up  frequent  firing  from  the  shon 
the  hope  of  inducing  the  American  commanders  to  *'  wear  out  their  gu 
in  useless  bombardment,  thereby  rendering  them  inefficient  when  brot 
into  play  in  a  naval  engagement.  "The  Spanish/'  said  Captain  O'^ 
**  did  not  have  ammunition  to  waste  in  any  such  experiment  as  that  i 
gested,  and  I  think  it  fair  to  say  they  knew  too  much  of  ordnanci 
believe  that  our  guns  could  be  so  easily  rendered  ineffective.  W.  L.  < 
The  Iran  Age, 

THE  FRENCH  NAVAL  ESTIMATES. 

M.  Lockroy  has  apparently  fallen  in  with  the  views  of  experts  ^ 
argue  that  the  only  way  of  combating  England  with  success  is  to  b 
light  and  swift  cruisers  which  will  be  able  to  wage  war  upon  the  earn 
trade,  and  thus  reduce  this  country  to  inaction  by  destroying  comme 
for  in  the  list  of  new  vessels  which  he  proposes  adding  to  the  Fre 
navy,  he  has  comprised  specimens  which  will  no  doubt  satisfy  ei 
theorist  who  has  his  own  ideas  on  the  matter.  The  list  include  sc 
battle-ships,  thirteen  cruisers,  six  station  cruisers,  two  cruisers  of  a  ] 
type  that  are  evidently  intended  to  serve  as  scouts — the  utility  of  wl 
is  being  severely  criticised  in  some  quarters— one  aviso,  two  gnnbc 
one  transport,  eight  submarine  boats,  twelve  torpedo-destroyers,  one  ! 
going  torpedo-boat,  ten  squadron  torpedo-boats,  thirty-nine  first-c 
torpedo-boats,  and  six  small  torpedo-boats.  Of  these  vessels  thirty-sc 
will  be  built  in  the  State  dock-yards,  and  the  rest  in  private  yards.  I 
teen  of  the  ships  in  the  list  are  either  practically  complete  or  wUl  bi 
the  beginning  of  next  year-^at  is  to  say,  the  battle-ships  Cha 
magne  and  Gaulois,  the  first-class  station  cruiser  Guichen,  the  seco 
class  cruiser  Protet,  the  aviso  Kersaint,  which  has  been  on  the  stoda 
many  years  that  it  is  now  thoroughly  out  of  date;  the  destroyers.  Dm 
and  Durandal,  the  sea-going  torpedo-boat  Cyclone,  which  has  recei 
exceeded  thirty  knots  in  its  trials  at  Cherbourg,  and  nine  first-class  1 
pedo-boats.  Of  the  remaining  seventy-two  vessels,  forty-four  are  cil 
on  the  stocks  or  will  be  by  the  end  of  the  year.  In  his  statement, 
Lockroy  says  that  both  the  Saint-Louis  and  the  D'Entrecasteanx  will 
completed  in  1899;  but,  as  a  matter  of  fact,  the  latter  vessel  is  aire 
completing  its  armament,  and  will  start  for  the  Chinese  seas  vciy  shoi 
The  other  ships  to  be  finished  next  year  are  the  first-class  cruiser  Chati 
renault,  the  third-class  cruisers  D'Estrees  and  Infemet,  eight  destroy 
a  gunboat,  the  submarine  boat  Morse,  seventeen  first-class  torpcdo-bo 
and  six  small  torpedo-boats.  The  vessels  to  be  completed  in  igoD  are 
battle-ships  Henry  IV.  and  the  I6na,  the  first-class  cruiser  Jurien-dc 
Gravierc,  a  gunboat,  a  submarine  boat,  and  six  squadron  torpedo-bo 
In  1901  arc  to  be  terminated  the  battle-ship  Suffren,  the  protected  emu 
Jeanne  d'Arc,  Dupetit-Thouars,  Cond6,  Montcalm,  Denix,  and  Klfl 
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and  in  the  following  year  it  is  announced  that  the  cruisers  Gueydon. 
Gloire,  Dupleix,  and  Sully,  will  be  ready  to  take  the  sea.  The  number  of 
vessels  to  be  put  on  the  stocks  in  1899  is  twenty-eight,  including  a  battle- 
ship, of  which  the  drawings  have  not  even  yet  been  completed,  and  it  is 
doubtful  even  whether  a  definite  type  has  been  decided  upon;  two  pro- 
tected cruisers  of  the  Gloire  and  Sully  class,  two  estafette  cruisers,  two 
destroyers,  six  submarine  boats,  four  squadron  torpedo-boats,  and  eleven 
first-class  torpedo-boats.  The  cruisers  of  the  Gloire  class  will  have  a 
displacement  of  10,014  tons,  with  a  length  over  all  of  138  metres,  and  a 
beam  of  20.20  metres,  and  will  be  propelled  by  three  screws.  The  speed 
is  to  be  21  knots.  Carrying  1590  tons  of  coal,  they  will  have  a  range  of 
action  of  1940  miles  at  the  maximum  speed,  and  of  10,400  miles  at  10 
knots.  They  will  have  two  194-mm.  guns,  eight  of  164.7-mm.,  six  of 
loo-mm..  eighteen  of  47-mm.,  six  of  37-mm.,  and  two  of  65-mra.  The 
estimated  cost  of  these  two  vessels  is  21,715,641^.  and  23,573,500^.,  the 
difference  being  due  apparently  to  the  fact  that  one  will  be  constructed 
in  the  State  yards  and  the  other  by  a  private  firm.  The  two  estafette 
cruisers,  which  are  of  an  entirely  new  type,  will  have  a  length  of  120 
metres,  a  beam  of  13.60  metres,  and  a  displacement  of  4000  tons.  They 
will  have  water-tube  boilers,  and  the  engines  will  develop  15,000  horse- 
power. The  estimated  maximum  speed  is  23  knots.  They  will  have 
eight  guns  of  loo-mm.,  twelve  of  47-mm.,  and  four  of  37-mm.,  all  quick- 
firing.  The  estimated  cost  is  8,766,468/.  and  8,731,518/.  respectively.  It 
will  be  remarked  that  the  submarine  torpedo-boats  of  the  type  of  the 
Nar\'al,  now  building  at  Cherbourg,  figure  prominently  in  the  estimates, 
and  it  appears  as  if  the  French  Marine  have  a  good  deal  of  confidence 
in  the  efficiency  of  this  class  of  vessel.  The  six  boats  to  be  constructed 
will  have  a  displacement  of  106  tons.  They  will  be  propelled  by  engines 
of  217  horse-power,  and  the  estimated  speed  is  12  knots.  They  will  have 
no  other  armament  but  four  torpedo-tubes.  The  cost  of  each  boat  is 
648.050/.  The  grant  M.  Lockroy  has  asked  for  to  cover  the  year  1899  is 
304,078,400/.,  a  matter  of  17,000,000/.  more  than  for  the  present  year. — The 
Engineer. 


SHIPS  OF  WAR. 

[England.] 

H.  M.  S.  Argonaut. 

The  trials  of  H.M.S.  Argonaut,  which  commenced  on  the  25th  of  Nov., 
came  to  a  satisfactory  termination  on  the  8th  inst  The  engines  of  this 
ship  are  similar  to  those  of  H.M.S.  Diadem,  of  which  an  illustration  was 
given  in  a  recent  issue.  The  boilers  are  of  the  Belleville  type,  with 
economizers.  The  full  working  pressure  is  3oa-lb.  per  square  inch  in  the 
boilers,  reduced  to  250-lb.  per  square  inch  at  the  engines.  The  trials  con- 
sisted of  a  series  of  two  of  thirty  hours  at  3600  indicated  horse-power,  one 
of  thirty  hours  at  13.500  indicated  horse-power,  and  one  of  eight  hours 
at  full  power — 18.000  indicated  horse-power.  The  second  thirty-hour 
trial  at  3600  indicated  horse-power  was  run  to  confirm  the  records  ob- 
tained from  the  first  trial.  The  following  is  a  tabulated  statement  of  the 
results  of  the  trials: 
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Fmt  v>  boon  Second  30  hotirs  30  bonni  mt        8  hour«  1 
at  3600I.H.P.    at  3600I.H.P.  i3,sooI.U.P.  i8,oooI.H. 

Draught  of  water; 

Forward  24ft.  3in.  24ft.  3in.  24ft  3111.  24ft  31 

Aft    26ft  3in.  26ft.  3in.  26ft  3in.  26tt.  3i; 

Speed,  knots  12.5  i3-3  'PS  208 

Steam    pressure   in    boilers,    lb. 

per  sq.  in 226  258  Various  293 

Air  pressure  in  stokeholds,   in. 

of  water —  —  —  ^J 

Vacuum : 

Starboard   24.8  25.8  26.7  25.9 

Port    254  262  26.S  25^ 

Revolutions  per  minute: 

Starboard   74A  755  "57  128.8 

Port    74.8  76.3  I16.3  128.0 

Mean  I.H.P.: 

High,  starboard  585  613  2l6p  2891 

High,  port 568  570  2138  2669 

Intermediate,  starboard 470  527  1688  2413 

Intermediate,  port  466  586  1769  2510 

Forward,  low,  starboard 413  379  1482  1988 

Forward,  low.  port 385  3^1  1398  1921 

Aft,  low,  starboard 444  403  1683  2319 

Aft,  low,  port 425  356  1488  1983 

Total  I.H.P 3756  3815  13,81s  18394 

Consumption    of    coal,    lb.    per 

r                                   I.H.P 2.13  2.02  1.6  1.6 

Throughout  the  trials  hand-picked  Welsh  coal  was  used.  Experixnenl 
trials  were  made  throughout  the  scries,  which  showed  the  evaporation  : 
pounds  of  water  per  pound  of  coal  to  vary  frora  10  at  low  power  to  il 
at  full  power.  At  no  portion  of  the  trials  was  there  the  slightest  dif 
culty,  and  the  Fairfield  Company  is  to  be  congratulated  on  the  snccessf 
results  of  the  trials  of  this  powerful  addition  to  the  Royal  Navy. — T 
Engineer. 

H.  M.  S.  Formidable. 

H.M.S.  Formidable,  launched  at  Portsmouth  on  Nov.  17th,  is  a  sist 
ship  to  the  Implacable,  building  at  Devenport,  and  the  Irresistible,  boil 
ing  at  Chatham.  These  vessels,  which  are  described  as  improved  Majc 
tics,  were  designed  by  Sir  William  White,  Director  of  Naval  Constm 
tion.  The  new  ships  are  10  ft.  longer  than  the  Majestic,  which  enabl 
the  draught  to  be  reduced  by  9  inches  without  affecting  the  fighting  qnal 
ties;  the  displacement,  indeed,  is  15.000  tons  instead  of  14,900  tons.  Tl 
leading  dimensions  are  as  follows:  Length  between  perpendiculars,  41 
ft.;  beam,  75  ft.;  displacement,  15.000  tons;  mean  draught,  26  ft  9  in.;  ii 
dicated  horse-power.  15,000;  coal  capacity,  2100  tons:  speed,  x8  knot 
armament,  four  12-in.  guns,  twelve  6-in.  quick-firers,  sixteen  i2>poundi 
quick-firers,  two  12-pounder  8-cwt.  (boat  guns),  twelve  3-ponnder  quic 
fircrs,  eight  Maxims.  On  a  less  draught  the  Formidable  carries  a  great 
store  of  coal,  2100  tons  against  1850  tons,  and  though  there  is  no  diff< 
ence  in  the  weight  of  armament  many  improvements  in  rapidity  of  fi 
will  be  introduced.    The  Formidable  will  be  propelled  by  twin  screv 
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each  screw  being  actuated  by  a  set  of  triple-expansion  engines  of  7500  in- 
dicated horse-power.  Steam  will  be  supplied  by  20  Belleville  water-tube 
boilers,  working  at  a  pressure  of  300  lbs.  to  the  square  inch,  but  the  pres- 
sure will  be  reduced  at  the  engines  to  250  lbs.  At  the  prescribed  draught 
the  ship  will  carry  only  900  tons  of  coal,  but  a  special  feature  of  this  type 
of  vessel,  according  to  the  TimeSy  is  that  the  lower  bunkers  can  be  coaled 
independently  of  the  upper  bunkers.  The  side  armor,  which  is  treated  by 
the  improved  Harveyed  process,  will  be  9  in.  in  thickness,  15  ft.  in  depth, 
and  216  ft.  in  length,  thus  providing  a  belt  for  54  per  cent,  of  the  ship's 
side.  The  armor  bulkheads,  varying  in  thickness  from  9  in.  to  12  in., 
will  be  so  fitted  as  to  join  the  ends  of  the  side  armor,  forming  a  com- 
plete belt  round  the  vital  parts  of  the  ship.  There  are  two  protective 
decks,  the  principal  one  being  of  the  turtle-back  shape,  and  the  armor  will 
rest  upon  it  at  its  connection  in  the  shell-plating.  It  will  be  2-in.  plating 
on  the  flat  portion,  and  3-in.  on  the  slopes  and  at  the  after  end.  The 
i2-in.  guns  will  be  protected  by  an  8-in.  shield,  and  the  machinery  for 
working  the  guns  will  be  protected  by  a  12-in.  circular  armored  redoubt 
For  the  auxiliary  armament  the  Vickers  6-in.  quick-firing  gun  has  been 
adopted,  eight  being  mounted  on  the  main  deck  and  four  on  the  upper 
deck.  Four  of  these  can  be  fired  right  forward  and  four  right  aft.  Each 
6-in.  gun  will  be  enclosed  in  a  casemate  of  Harveyed  steel,  and  the  am- 
munition will  be  sent  up  through  an  armored  tube,  being  thus  under  pro- 
tection from  the  time  it  leaves  the  magazine.  Eight  of  the  12-pounder 
quick-firing  guns  will  be  carried  on  the  main  deck,  and  the  other  eight 
on  the  upper  deck,  the  3-pounders  being  carried  in  the  fighting  tops. 
There  will  be  four  i8-in.  submerged  torpedo-tubes,  two  being  fitted  for- 
ward and  two  aft.  In  order  to  obviate  any  serious  injury  arising  from  the 
use  of  the  ram,  which  is  a  steel  casting  weighing  more  than  30  tons,  the 
sides  forward  are  partly  covered  with  a  2-in.  nickel  plating  in  addition  to 
the  ordinary  skin  plating,  this  stiffening  extending  from  the  ram  to  the 
belt.  If  employed  as  a  flagship  the  Formidable  will  have  a  complement 
of  789  officers  and  men.  She  will  be  fitted  with  two  steel  masts,  each  with 
a  military  or  fighting  top,  and  with  a  searchlight  platform  on  the  main 
top-mast.  A  long-distance  semaphore  for  signalling  at  sea  will  be  fitted, 
the  semaphore  being  about  160  ft.  above  the  level  of  water-line.  The 
masts  are  provided  with  three  derricks,  two  forward  and  one  on  the  main- 
mast, and  these  derricks,  which  are  primarily  for  hoisting  out  the  boats, 
will  be  of  great  utility  when  coaling.  The  boats  include  four  steamboats 
— two  56  ft.  in  length,  and  two  40  ft.  in  length — ^and  14  sailing  and  row- 
ing boats,  ranging  from  a  42- ft.  sailing  launch  to  a  small  dinghy.  The 
two  larger  boats  are  capable  of  steaming  about  13.5  knots,  and  are  fitted 
with  torpedo-dropping  apparatus.  They  can  also  act  as  scouts  whilst  the 
parent  ship  is  in  harbor.  Three  independent  sets  of  dynamos  and  en- 
gines are  required  to  light  the  ship,  work  the  electric  motor  fans,  and  for 
the  searchlights.  Every  compartment  except  the  double  bottom  will  be 
efficiently  lighted  by  incandescent  lamps,  and  Colomb's  lights  will  be 
fitted  for  use  when  the  dynamos  are  not  running.  Ventilation  will  be 
secured  by  the  use  of  motor  fans  outside  the  engine  and  boiler-room 
spaces  and  by  steam  fans  in  these  rooms.  There  will  also  be  a  complete 
installation  of  electric  bells,  voice  pipes,  and  loud-speaking  telephones  at 
important  places.  She  will  be  engined  by  Earle's  Shipbuilding  Com- 
pany. Though  a  15,000-ton  ship,  the  Formidable  will  displace  only  4500 
tons  when  launched. — Engineering. 
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Bramble. 

The  gunboat  Bramble  was  launched  on  the  26th  of  Nov.  from  the  jra 
of  Messrs.  W.  H.  Potter  and  Sons  at  Liverpool.  She  is  one  of  four  n 
sels  of  the  Thistle  class,  two  of  which  are  being  built  by  Messrs.  Potti 
and  two  on  the  Clyde,  the  first  of  which  was  described  fully  on  p^ 
563  atUe.  The  Bramble's  length  between  perpendiculars  is  180  ft,  a 
over  all  187  ft.  6  in.,  with  33  ft  beam.  At  loaded  draught  of  8  ft  she  w 
have  a  displacement  of  710  tons.  She  is  armed  with  two  4-in.  quick-f 
ing  guns,  one  on  the  forecastle,  and  the  other  on  the  main  deck  aft;  t\ 
i2-pounder  quick-firing  guns,  one  on  each  bow,  under  the  forecastle,  a: 
a  similar  gun  on  each  side  amidships.  She  is  also  fitted  with  ten  .45-i 
Maxims,  three  on  each  side  of  the  vessel  on  the  main  deck  and  two 
each  of  the  two  military  fighting  tops.  Accommodation  is  provided  i 
officers  and  crew  of  7a  She  has  two  sets  of  triple-expansion  engines  wi 
an  indicated  horse-power  of  1300. — Engineering. 

[France.] 
French  Battleship  "Charles  Martel.*' 

P  We  publish  on  page  556  a  general  view  of  the  first-class  French  batt 

ship  Charles  Martel,  and  on  our  two-page  plate  a  section  of  her  nu 
engines,  which  were  constructed  by  Messrs.  Schneider  and  Co.,  of  Cn 
sot.  Further  views  will  be  given  in  a  future  issue.  The  Charles  Mar 
was  built  in  1893,  and  the  following  are  some  particulars  of  this  fi 
vessel : 

Length  I20  m.  (393  ft  7  in.) 

Beam   22m.(  72  ft  a  in.) 

Draught  (aft) 8.40  m.(  27  ft  6  in.) 

Displacement  11,882  tons. 

Indicated  horse-power  I3»500 

Speed 18  knots. 

Number  of  screws 2 

Coal  storage    800  tons. 

Armor: 

Belt    450  mm.  (17.72  in.) 

Turrets   370  mm.  (14.57  »»•) 

Deck   70  mm.  (  2.76  in.) 

Armament: 

Two  305  mm.  (12.01  in.);  two  274  mm.  (10.78  in.);  eight  14  cent 
(5.51  in.)  q.-f.;  four  65  mm.  (2.56  in.)  q.-f.;  sixteen  47  mm.  (i^S 
in.)  q.-f.;  eight  37  mm.  (146  in.)  q.-f. 

The  main  engines  of  the  Charles  Martel  are  illustrated  by  our  two-pa 
plate;  they  are  vertical,  with  three  cylinders,  triple-expansion,  of  eqt 
power,  driving  twin  screws.    The  principal  dimensions  of  the  engines  i 

the  following: 

Diameter  of  high-pressure  cylinder 1. 130  metre  (  44H  in.) 

Diameter  of  mean-pressure  cylinder 1.700  metre  (  66\i  in.) 

Diameter  of  low-pressure  cylinder 2.680  metre  (iQS^  in.) 

Stroke i.ioo  metre  (  43A  in.) 
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Each  engine  is  provided  with  a  condensing  plant,  consisting  of  a 
wrought-brass  tubular  condenser,  three  vertical  single-acting  air  pumps, 
and  one  centrifugal  circulating  pump.  The  pumps  are  worked  by  a  sepa- 
rate engine.  The  high-pressure  slide  valves  are  cylindrical,  the  mean  and 
low-pressure  ones  are  of  the  flat  type  and  are  balanced.  All  the  slide 
valves  are  governed  by  link  motion.  The  reversing  gear  can  be  worked 
by  hand  or  steam-power.  The  pistons  are  of  cast  steel  and  are  conical  in 
shape.  The  foundation  plates  which  carry  the  crankshaft  bearings  are 
of  cast  steel;  the  columns  on  which  the  cylinders  are  supported  are  of 
forged  steel.  All  the  crankshafts,  intermediate,  and  propeller  shafts  are 
hollow,  and  of  forged  steel;  the  propellers  are  of  special  bronze,  with 
blades  fitted  on«  Each  engine-room  is  provided  with  two  ventilators,  one 
for  delivering  fresh  air  in  the  engine-room,  and  one  for  exhausting  the 
hot  air.  The  condensed  water  delivered  by  the  air  pumps  of  each  engine 
is  collected  in  a  tank  provided  with  filters,  whence  it  is  delivered  again 
into  the  boilers.  Special  evaporators  serve  for  producing  fresh  water  to 
make  good  the  loss.  There  are  24  boilers  of  the  Lagrafel  and  d'Allest 
type,  as  prescribed  for  this  battle-ship,  placed  in  four  stokeholds;  the 
boilers  being  connected  with  two  funnels. 

Registered  steam  pressure 15  kilos.  (213.3.1b. 

per  sq.  in.) 

Total  grate  area 95*^K)  sq.  m.(i024.8  sq.ft.) 

Total  heating  surface  including  that  not  cov- 
ered by  water 3000  sq.  m.  (32,292  sq.  ft.) 

The  boilers  are  fed  by  eight  Thirion  pumps,  worked  by  separate  en- 
gines. The  ventilation  of  the  stokeholds  and  the  forced  draught  are  pro- 
vided for  by  eight  fans. 

The  maximum  total  power  prescribed  was  13,500  horse-power,  at  95 
revolutions,  with  a  maximum  steam  pressure  of  12  kilogrammes  (170.7 
lb.  per  square  inch)  in  the  steam  chest  The  trials  gave  the  following 
results : 

Duration  of  trial,  hours 6            6            4  24            6 

Number  of  engines  working 222  22 

Number  of  boilers  working 8           16          24  24          24 

Average  revolutions   52.4        70.$        97  87.5        92.7 

Total  horse-power  2186       5545      14,931  9800      12,^ 

Coal  consumption  per  horse-power 

per  hour,  kilogs  0.762      0.624       0.796  0.753        0.736 

Coal  consumption  per  horse-power 

per  hour,  lb 1.68        1.38          1.76  1.67          1.63 

— Engineering. 

The  French  Battle-ship  Bouvet. 

The  Bouvet,  which  is  an  improved  Charles  Martel,  which  again  is  an 
improved  Jaureguiberry,  is  the  largest  and  finest  ironclad  at  present  in 
the  French  navy.  She  was  laid  down  in  January,  1893,  launched  in  April, 
1896.  and  completed  for  sea  early  in  this  present  year. 

The  armament  comprises  two  12-in.  guns  in  turrets  for  and  aft; 
two  27-centimetre — 10.8- in.  exactly — in  turrets,  one  on  cither  beam; 
eight  6-in.  quick-firers,  in  eight  separate  turrets;  eight  4-in.  quick- 
firers,  disposed  upon  the  upper  deck  behind  shields  of  hardened 
steel;  twelve  3-pounder  quick-firers;  and  twenty  i-pounder  quick-firers. 
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There  are  three  above-water  and  two  submerged  torpedo-tube s^-one  of 
the  former  in  the  stern.  The  i2-in.  guns  are  40  calibres  long  and  46 
tons  in  weight.  The  velocity  is  very  high,  2625  both  for  these  and  for 
the  27-centimetre  guns,  consequently  excellent  shooting  is  made  with 
them.  The  27-centimetre  guns  are  45  calibres  in  length.  The  nominal 
muzzle  energies  are  respectively  30»750  foot-tons  and  22.750  foot-tons. 
Both  sorts  are  in  the  first  rank  of  armor-piercing  guns,  and  have  a  pene- 
tration equal  to  most  armor  afloat  at  near  range.  Roughly,  the  actual 
service  penetrations  at  2000  yards  may  be  put  at  24-in.  and  i8-in.  of  iron 
respectively.  We  have  in  the  plan  adopted  the  naval  war  game  system  of 
gun  and  armor  notation.  By  this  all  guns  and  armor  are  reduced  to  a 
single-lettered  approximation  based  on  what,  roughly,  the  gun  can  pene- 
trate with  armor-piercing  shot  at  2000  yards,  the  index  letter  to  the  armor 
signifying  that  it  is  proof  against  any  gun  of  an  inferior  letter.  Thus  b  ar- 
mor must  be  attacked  by  a  B  or  A  gun.  For  hasty  reference  this  system 
is  convenient,  and  presumably  approaches  the  actual  sufficiently  nearly 
for  practical  purposes. 

The  armor  of  the  Bouvet  is  distributed  as  follows:  A  complete  belt, 
the  top  of  which  is  on  the  water-line  i6-in.  to  8-in.  Creusot  steel,  which 
is  equivalent  to  Harvey  armor  in  resisting  power.  Behind  this  belt  is  a 
3j/2-in.  deck,  curved  like  that  of  the  Majestic,  which  gives  a  further  re- 
sisting value  equal  to  about  12-in.  vertical  iron  armor.  Consequently  the 
engines  have  a  protection  altogether  equivalent  to  vertical  iron  armor 
44-in.  thick  or  more.  Even  the  gun  tables  allow  this  as  muzzle  penetra- 
tion to  very  few  guns,  in  actual  practice  we  may  safely  say  nothing 
could  possibly  get  through  it.  Fairly  safelj',  too,  we  may  call  this  exces- 
sive protection  a  waste  of  armor  that  could  better  have  been  placed  else- 
where. Below,  again,  is  a  splinter  deck.  Above  this  thick  belt,  covering 
up  to  the  base  of  the  main  deck  forward  and  to  a  similar  height  under 
the  amidship  turret  nest,  elsewhere  about  3  ft.  above  the  water-line,  on  a 
level  with  the  top  of  the  armor-deck,  is  a  thin  belt  4-in.  thick.  This  belt 
is  incomplete,  stopping  some  50-ft.  from  the  stern  in  the  Bouvet.  though 
the  other  ships  of  the  class  have  it  complete. 

The  big  gun  turrets  have  14^2-in.  armor.  Their  bases  are  unprotected, 
but  the  hoists  are  about  4-in.  thick — the  exact  thickness  of  these  is  doubt- 
ful. The  turrets  revolve  around  these  hoists.  The  weak  point  of  the 
design  is  the  havoc  a  big  shell  would  wreak  bursting  anywhere  under 
these  turrets.  The  small  turrets  and  their  hoists  are  all  4-in.  thick — sus- 
ceptible to  6-in.  solid  shot — a  weak  point  again.  The  shields  for  the  4-in. 
guns  arc  about  2-in.  thick  of  special  hardened  steel.  There  are  three  con- 
ning' towers,  one  at  the  base  of  each  mast  and  one  abaft  the  after  funnel; 
all  have  about  lo-in.  of  armor.  Melenite  shell  are  carried  for  all  guns 
of  4-in.  and  over  in  the  Bouvet. 

The  target  she  oflfers  is  very  big.  It  is  very  problematical  how  the 
4-in.  guns  would  fare  in  action.  The  illustrations  indicate  clearly  the 
position-  of  the  p;uns.  A  weak  point  in  the  Bouvet,  which  French  critics 
draw  attention  to.  is  the  amidship  west  of  turrets.  There  seems  a  strong 
chance  that  one  single  shell,  of  no  very  large  calibre,  bursting  under  the 
central  turret  would  jam  all  three.  On  the  other  hand,  the  ship's  fighting 
position  is  at  an  angle,  and  in  such  case  the  base  of  the  big  upper  turret 
is  well  enough  protected  by  its  smaller  companions. 

The  Bouvet  has  three  sets  rif  triple-expansion  engines,  each  actuating 
a  screw.     The  boilers  arc  of  the  Belleville  type.     The  ship  has  done  so 
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many  trials  that  it  is  difficult  to  select  any  one  result  as  her  "  trial  speed/' 
a  mean  of  18  knots  has  been  frequently  obtained.  The  twenty-four  hours* 
trial,  at  sea  with  the  ship  at  her  proper  displacement,  produced  from  17 
to  17.5  knots.  This  is  very  good,  indeed.  Our  only  battle-ship  able  to 
equal  it  is  the  Renown,  which  has  lately  been  cruising  at  17  knots;  but  the 
Renown,  with  her  inferior  big  guns,  would  not  stand  a  very  good  chance 
against  the  Bouvet:  she  would  be  powerless,  that  is,  against  the  French- 
man's armor,  while  her  own  would  be  liable  to  penetration  at  4000  or 
even  5000  yards.  On  the  other  hand,  the  Bouvet  is  ill-adapted  to  stand 
shell  fire.  Like  nearly  all  French  ships,  the  Bouvet  could  not  be  sunk 
by  gun-fire,  but  shell  might  wreck  her  all  to  pieces.  Ours  are  in  more 
danger,  speaking  generally,  of  being  sunk  than  wrecked  by  gun-fire. 
There  is  a  suggestive  proverb  about  this  in  our  service;  bdt  at  the  present 
time  of  heated  sentiment  it  need  not  be  repeated.  It  suggests  reflection, 
however. — The  Engineer. 

The  French  Battleship   Massena. 

The  Massena  carries  an  armament  identical  with  that  of  the  Bouvet, 
fully  described  last  week — two  12-in.,  two  io.8-in.,  eight  5.9-in.  quick- 
firers,  and  eight  4-in.  quick-firers.  The  latter  guns  are,  however,  carried 
quite  differently,  and  possibly  better  placed.  Having  the  large  French 
ram  bow,  the  Massena  differs  a  good  deal  from  the  Bouvet  in  general 
appearance,  and  her  design  having  been  worked  out  independently  of  that 
ship  there  are  other  differences  of  details  also.  The  boilers  are  Lagrufel 
D'AIIest — the  Bouvet  has  Belleville.  The  funnels  of  the  two  ships  are 
very  differently  placed,  and  the  Massena  has  a  large  number  of  big  cowls, 
the  Dupuy  de  Lome  being  the  only  ship  that  approaches  her  in  this 
respect.  On  trial  the  Massena  made  very  near  18  knots,  but  the  enor- 
mous bow  wave  caused  trouble.  She  has,  however,  run  17  knots  con- 
tinuously at  sea.  The  armor  of  the  Massena  is  identical  with  that  of  the 
Bouvet,  save  in  one  particular — the  belt  aft  is  incomplete. 

[Russia.] 
General  Admiral  Apraksin. 

The  second  trial  of  the  engines  of  the  Russian  coast  defence  battle-ship 
General  Admiral  Apraksin  has  taken  place  with  good  results.  The  war- 
ship made  four  runs  on  the  measured  mile,  and  the  mean  speed  realized 
was  15.07  knots.  During  a  seven  hours'  continuous  run  of  the  engines 
at  full  power,  no  interruption  in  the  regularity  of  the  working  was  ob- 
served. During  the  trial  nine  sets  of  diagrams  were  taken,  and  these  in- 
dicate that  the  engines  on  this  occasion  realized  more  than  the  5000  horse- 
power required  by  the  contract.  The  indicated  horse-power,  as  shown  by 
the  ninth  sets  of  diagram  was  as  follows:  Port  engine,  high-pressure 
cylinder,  806.17;  intermediate,  997.80;  low,  1028.60;  total,  2832.57.  Star- 
board engine,  high-pressure  cylinder,  817.63;  intermediate,  1006.78;  low, 
1080.42;  total,  2924.83.  The  number  of  revolutions  of  the  port  engine  was 
123,  and  the  pressure  of  steam  1284  lb.;  of  the  starboard  engine,  revolu- 
tions, 124;  pressure  of  steam,  133.2  lb.  The  grand  total  indicated  horse- 
power was  5757.40.  At  the  first  trial  the  indicated  horse-power  fell  short 
of  that  contracted  for,  and  the  contractors  at  the  Franco-Russian  works 
became  subject  to  a  fine  of  2920/.    The  makers  attribute  the  deficiency  of 
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Teoria  Veroyatnostie  e  Premenenia  ea  k'Strelbe  e  Prestrelbb. 

Theory  of  Probabilities  and  its  Application  to  Firing  and  Regu- 
lation OF  Aim,  by  Colonel  N.  Zaboudski,  Permanent  Member  of  the 
Artillery  Committee,  Professor  in  Ordinary  at  the  Michaelovsk  Artillery 
School,  Pub.  Saint  Petersburg,  Press  of  the  Imperial  Academy  of  Science, 
1898. 

This  work  constitutes  the  second  half  of  Colonel  Zaboudski's  treatise 
upon  Exterior  Ballistics,  the  first  portion  of  which  appeared  in  print 
about  a  year  ago.  In  an  octavo  volume  of  400  pages,  are  discussed  at 
length  those  theorems  in  probabilities  applicable  to  the  classification 
and  evaluation  of  groups  of  experimental  data  obtained  as  the  results  of 
gun-firing.  The  scope  and  nature  of  Colonel  Zaboudski's  treatise  are 
clearly  set  forth  in  its  preface,  a  translation  of  which  is  hereto  appended, 
as  illustrating  the  character  of  the  work. 

"  The  theory  of  probabilities  and  its  application  to  firing  and  to  the 
regulation  of  aim  constitute  the  2nd  section  of  the  course  taught 
by  me  at  the  Michaelovsk  Artillery  Academy.  The  subject  is  here  de- 
veloped to  such  an  extent  as  to  afford  artillerists  a  means  of  acquaintance 
with  the  fundamental  principles  of  the  theory  of  probabilities,  through  the 
method  of  least  squares,  and  by  processes  convenient  for  the  investiga- 
tion of  results  of  firing  and  pointing." 

*'  The  work  is  subdivided  into  five  chapters  and  five  appendices." 

"  In  Chapter  I  the  fundamental  principles  of  the  theory  of  probabilities 
are  stated;  my  exposition  of  them  is  based  in  the  main  upon  notes  made 
by  me  at  the  lectures  of  the  Academician  P.  L.  Tchebishev,  which  I  at- 
tended in  1880-81,  at  the  St.  Petersburg  University." 

"  Chapter  II  discusses  the  method  of  least  squares;  in  preparing  it  I 
have  utilized  General  Maievski's  work,  '  Exposition  of  the  Method  of 
Least  Squares/  1881.  supplemented  by  a  few  theorems.  The  proof  of  the 
principle  of  the  arithmetical  mean  for  a  very  great  number  of  observations, 
is  based  upon  Tchebishev's  theorem,  while  a  second  proof  of  this  principle 
is  also  deduced,  based  upon  the  determination  of  the  probability,  that  the 
sum  of  the  observed  values  lies  between  given  limits;  by  this  it  is  shown 
that  the  most  probable  value  of  the  unknown  quantity  is  the  arithmetical 
mean  of  the  observed  values." 

"The  proof  of  the  principle  of  the  arithmetical  mean  for  a  very  great 
number  of  observations  is  independent  of  the  form  of  the  function  ex- 
pressing the  probability  of  error  of  observation.  The  form  of  this  func- 
tion is  determined  on  the  assumption  of  Gauss,  that  the  most  probable 
hypothesis  relating  to  the  quantity  under  measurement  corresponds  to  the 
arithmetical  mean  of  its  observed  values.  Upon  this  assumption  is  based 
the  solution  of  various  problems  related  to  the  method  of  least  squares.' 
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*'  The  Chapter  concludes  with  the  presentation  of  explanatory  numer 
examples,  one  of  which  is  connected  with  ordnance  investigation,  nam 
the  preparation  of  the  data  resulting  from  firing  the  4.2  gun  provided  v 
side  pressure  gauges  for  measuring  pressures  developed  by  smoke! 
powder  gases  at  various  sections  of  the  bore." 

"  In  Chapter  III  the  theory  of  probabilities  is  employed  for  the  stud} 
results,  from  firing  solid  shot  and  shrapnel." 

"The  chance  of  deviation  of  a  projectile  from  the  centre  of  grouping  uj 
a  plane  and  in  space,  is  deduced  in  accordance  with  the  assumption  of  E 
vais  and  Schols,*  that  the  causes  producing  the  deviation  of  a  projec 
from  the  center  of  grouping  are  very  many,  and  that  all  may  prodi 
deviation  indiscriminately  in  any  direction.  Such  a  method  of  determ 
ing  the  chance  of  deviation  of  a  shell  was  followed  by  the  Italian  Ma 
of  Artillery  (now  Senator)  Siacci,  and  the  French  General  of  Artill 
Pioutz  in  investigating  the  results  of  firing.!' 

*'  In  order  that  deductions  based  upon  the  principle  of  the  arithmeti 
mean  may  be  applied  to  correcting  results  of  observations  it  is  necess; 
to  equate  directly  results  from  practice  with  those  deduced  theoretica 
Examples  are  adduced  from  various  authors  illustrating  the  possibil 
of  applying  the  method  of  least  squares  to  the  investigation  of  the  resi 
of  firing;  in  addition  thereto  I  have  presented  my  own  study,  in  acco 
ance  with  this  method,  of  data  obtained  from  firing  the  l2-cm.  (4.72-i 
heavy  siege  gun  at  the  Krupp  works,  Dec.  1880.  The  tables  of 
French  artillerist  Lardillon,  are  employed  for  determining  the  number 
hits  resulting  from  firing  a  group  of  shrapnel." 

**  Chapter  IV  treats  of  the  employment  of  the  theory  of  probabilities 
investigating  problems  for  the  regulation  of  firing.    This  chapter  is  a 
arrangement  of  lithographed  notes  prepared  by  me  in  1880  for  use  at  1 
Michaelovsk  Artillery  Academy,  in  compiling  which  I  utilized  the  invei 
gations  of  the  French  artillerist  Persain.  the  Belgian  artillerist  Mang 
and  articles  by  Lieut. -Gen'l  Shklarevitch." 

"  In  the  solution  of  problems  relating  to  the  correction  of  fire  the  ca 
of  shell  with  percussion  fuses  and  of  shrapnel  arc  both  considered." 

**  The  correction  of  aim  can  only  be  based  in  most  cases  upon  the  kno 
edge  of  the  direction  of  deviation  of  the  shell  from  the  target,  but 
fortress  and  siege  firing,  cases  may  be  met  where  the  correction  of  aim 
based  upon  actual  measurement  of  such  deviation.  Two  methods  of  c 
rcction  are  therefore  to  be  considered:  (i)  that  based  upon  measuremei 
of  deviation,  (2)  that  based  upon  the  ratio  of  shorts  to  overs.  Persj 
and  Mangon's  method  is  employed  for  the  investigation  of  the  latter  ca 
Mangon's  method  is  also  applied  to  the  case  where  the  firing  is  correct 
by  measuring  the  deviation  of  one  group  of  shots,  and  by  determining  t 
ratio  of  shorts  to  overs  for  another." 

"  KriDrs  in   observation   are   taken    into   account   in   the   correction 
firing;  and  the  chances  of  firing  short  and  over  are  discussed  for  the  c; 
where  such  an  error  is  recognized.'* 

*'  For  illustrating  the  application  for  theoretical  method  to  the  correcti 
of  aim,  some  of  tlie  rules  adopted  by  us  for  firing  at  a  moving  target  2 
discussed." 

*•  Chapter  V  presents  Tchel)ishev*s  formulae  for  interpolation  by  t 
method  ot"  least  squares  as  applied  to   the  solution   of  normal  equatic 

*VTorc%<or  at  thi^   Delft.   Polytechnic  School.     Note   upon    Probability  in    Firing.      Rr 
d'Artillcrie,  Feb.,  1884. 
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by  the  aid  of  indeterminate  coefficients,  followed  by  examples  taken  from 
the  French  artillerist  Jouffr^.** 

"Appendix  I  presents  the  development  sin  x  in  infinite  series  in  x*  " 

** Appendix  II  gives  the  integration  of  the  expression  representing  the  de- 
gree of  accuracy  of  observations  in  terms  of  the  fith  degree  of  the  errors." 

"  In  Appendix  III  is  presented  Laplace's  corollary,  that  for  a  very  great 
number  of  observations  the  most  probable  value  of  the  unknown  quantity, 
expressed  in  equations  is  determined  by  the  method  of  least  squares,  inde- 
pendently of  the  form  of  the  function  expressing  the  chance  of  error  in 
observation,  and  based  upon  the  two  first  theorems  of  the  theory  of  proba- 
bilities— summation  and  multiplication." 

*' Appendix  IV  contains  deductions  based  upon  the  rule  of  mean  value. 
In  consequence  of  the  investigations  of  the  French  artillerist  Etienne, 
articles  have  appeared  in  our  ordnance  literature  that  do  not  elucidate  this 
rule  with  sufficient  clearness;  I  therefore  discussed  Etienne's  work,  and 
expounded  those  scientific  deductions  relating  thereto." 

"  The  rule  of  mean  value  has  long  been  known,  but  its  employment 
ceased  upon  the  discovery  of  the  method  of  least  squares,  in  view  of  the 
indisputable  superiority  of  the  latter  method.'* 

*' Appendix  V  consists  of  tables." 

•8la«.(l-«^)(l.^)(l-j-).... 
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GaU  Leu  Han  ONE  CENT  •  C^ 

Baron  von  Liebig,  one  of  the  best- 
nown  wrilcra  on  dietetics,  My* : — 


"  It  is  a  perfect  food,  a; 
tlicious,  a  beneficent  rcBtorer  of  exhausted 
power;  butitsqualitymust  be  good,  and  it  roust 
he  carefully  prepared.   It  is  highly  nourishing 
srid  easily  digested  and  is  fitted  to  repairwasted 
strength,  preserve  health,  and  prolong  life.   It 
agi«es  with  dry  temperaments  and  convales- 
Ejnta;  with  motherswbonuise  theirchUdKn; 
ilh  those  whose  occupations  oblige  them  to 
undergo   severe  mental  strains;    with  pub- 
lic speakers,  and  with  all  those  who  giye 
to  work  a  portion  of  the  time  needed  for 
I  sleep.   It  soothes  both  stomach  and  bnia, 
■  and  for  this  reason,  as  wdlasforothers,  it 
is  the  best  friend  of  those  engaged  in  lit- 
erary pursuits. 

'•  Walter  Baker  &  Company,  of  Dorchester,  Mass.,  U,  S.  A.,  have 
given  years  of  study  to  the  skilful  preparation  of  cocoa  and  diocolate, 
and  have  devised  machinery  and  systems  peculiar  to  their  metbods 
of  treatment,  whereby  the  purity,  palatability,  and  highest  nntiieBt 
characteristics  are  reuined.  Their  preparations  are  known  the  woild 
over  and  have  received  the  highest  endorsements  from  the  medical 
practitioner,  the  nurse,  and  the  intelligent  housekeeper  and  caterer," — 
Dietetic  and  Hygienic  Gazette. 

Be  Sure  »wt  the  Package  Bears  our  Trade-M«4. 

WALTER  BAKER  &.  CO.  Limited, 

DORCHESTER,   MASS. 
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[American.] 
CASSIER'S  MAGAZINE. 

November,  1898.  Mechanical  Draught  for  Steam  Boilers. 
Compressed  Air  on  Warships.  The  Distilling  Ship  Iris  for  the 
United  States  Fleet 

December.  High  Explosives  in  Naval  Warfare.  Early  Ma- 
rine Engine  Construction  and  Steam  Navigation  in  the  United 
States. 

January,  1899.    Engine  Room  Experience  in  War  Times. 

THE  IRON  AGE. 

November  3,  1898.     Armor  Plate  Matters. 

November  10.  A  Powerful  Japanese  Battle-ship.  The  Life 
of  Naval  Ordnance. 

November  17.     War  Vessels  Under  Construction. 
December  i.    The  New  Monitors. 
December  8.     Material  for  Naval  Machinery. 

December  15.  America  at  the  Paris  Elxposition.  Corru- 
gated Steel  Sheets  in  the  United  States  Navy. 

January  12,  1899.    Time  of  Testing  Steel. 

JOURNAL  OF  THE  UNITED  STATES  ARTILLERY. 

July  and  August,  1898.  The  Reduction  of  Impedimenta  of 
Troops  in  Campaign.  The  Artillery  in  Battle.  Night  Combats. 
Introduction  to  the  Study  of  the  War  Between  Turkey  and 
Greece.  Howitzers  and  Mortars  for  Field  Artillery,  to  Supply  a 
Need  of  Curved  Fire. 

September  and  October.  The  Work  of  the  Engineers  in 
the  Santiago  Campaign.  Report  on  the  French  Grand  Manoeu- 
vres of  1897. 

JOURNAL  OF  THE  MILITARY  SERVICE  JOURNAL. 

November,  1898.  Are  We  a  Military  People?  The  Navy  in 
Sea-coast  Defense.  The  French  Active  Army.  Reorganization 
of  State  Troops.    Geniuses.    Transportation  of  Troops  by  Sea. 

January,  18^.  Uses  of  Machine  Guns.  The  Defense  of  a 
Free  People.  Small  Arms  and  Ammunition.  The  Engineers  of 
Fifth  Army  Corps. 
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JOURNAL  OF  THE  AMERICAN  SOCIETY  OF  NAVAL  ENG 

NEERS. 

November,  1898.  Reminiscences  of  Early  Marine  Steam  Ei 
gine  Construction  and  Steam  Navigation  in  the  United  States  < 
America  from  1807  to  1850.  Electrical  Propulsion  for  Torped< 
boats.  Brittleness  Produced  in  Soft  Steel  by  Annealing.  Wate 
tube  Boilers  a  Necessity.  A  War  Lesson.  What  is  the  Efficienc 
of  an  Air  Compressor.  Coal  Economy  of  Battle-ships  Engage 
in  Blockade  Duty.  High  Pressure  at  Sea  with  some  Consider 
tions  of  Types  of  Boilers.  A  New  High-duty  Record  for  Pum] 
ing  Engines. 


SCIENTIFIC  AMERICAN. 

October  29,  1898.     Is  the  Thirteen-inch  Naval  Gun  Obsolet 
Work  of  the  Naval  Bureau  of  Ordnance.     The  Havana  Floatir 
■*  Dry  Dock.     The  Alabama  Class  of  Battle-ships. 

November  5.     American-built  Warships  for  the  Russian  Nav 

J  The  New  High-powered  Guns  of  the  Vickers'  Sons  and  Maxi 

Company. 

}'  ^  November  19.     The  Observatory  of  Paris. 

'  '■  November  26.     The  Navies  of  the  World. 

[  December  3.     The  Proposed  New  Monitors.    The  First-cla 

!  Battle-ship  Maine. 

December  10.     The  Proposed  Additions  to  the  Navy.     Se 
retary  Long's  Report.     The  Navies  of  the  World. 

December  17.     Forthcoming  Improvements  in  United  Stat 
Ordnance.     Guns  Recovered  from  the  Spanish  Cruisers. 

";  December  31.     Comparative  Strength  of  the  World's  Navic 

i  [Foreign.] 

i  ANNALEN    DER    HYDROGRAPHIE    UND    MARITIMEN    M 

TEOROLOGIE. 

;  Annual  Series,  1898,  Vol.  X.     Extracts  from  the  Cruise  R 

j  ports  of  German   Men-of-War.     Sailing  Directions  for  Certa; 

Harbors.  Buenos  Aires,  Jacmel,  Haiti,  St  Thomas,  W. 
Ik'via.  Anchorages  in  Subig  Bay,  Manila.  Sailing  Rou 
from  the  Indian  Ocean  to  Japan  During  the  N.  E.  Monsoon.  Tl 
Currents  on  the  Coast  of  Chile.  Samarang  and  Bulu,  Ja\ 
and  a  Voyage  from  the  latter  Port  to  the  Indian  Ocean  throug 
Lombok  Straits.  The  Gulf  of  Nicova  and  the  Gulf  of  Dulc 
Central  America.  Notes  on  the  Port  of  Comoxatiba,  Braz 
Current  Chart  of  the  World.  Squalls  and  Storms  in  the  Midd 
Latitudes  of  the  South  Atlantic  Ocean.  Remarks  on  Tides 
the  Channel  and  the  S.  W.  Part  of  the  North  Sea.  On  the  Dcpi 
C'f  Water  in   the   St.    Lawrence   River  between   Montreal   at 
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Quebec.     An  Expedition  to  Hudson  Bay  and  Straits,  also  to 
Cumberland  Sound.     Hydrographic  Notices. 

Vol.  XII.  Extracts  from  the  Cruise  Reports  of  German  Men- 
of-War.  Sailing  Directions  for  Certain  Harbors.  Melbourne, 
Santa  Cruz  and  Teneriffe,  Canary  Islands.  Tangier,  Morocco. 
Supplement  to  the  Report  on  the  Great  Easterly  Gale  in  the 
North  Sea  from  the  15th  to  20th  of  October,  1898.  The  Voyage 
of  the  Potosi  from  Hamburg  to  the  West  Coast  of  South  America 
and  Return  during  the  Summer  and  Fall  of  1898.  The  Storm  on 
the  East  Coast  of  Prussia  during  the  Night  of  September  19-20, 
1898.  Directions  for  Crossing  the  Equator  from  North  to  South 
during  April  in  the  Atlantic  Ocean.  Eighteen  Voyages  of  Cap- 
tain R.  Hilgendorf  between  Hamburg  and  South  America.  Un- 
der-currents  in  the  Straits  of  Bab-el-Mandeb. 

JOURNAL  OF  THE  ROYAL  UNITED  SERVICE  INSTITUTION. 

October,  1898.  Italian  First-class  Battle-ship  Lepanto.  Per- 
sonal Reminiscences  of  the  Evolution  of  Small  Arms  and  Machine 
Guns  from  the  Year  1863  up  to  the  Present  Date.  The  Working 
of  the  Roentgen  Ray  in  Warfare.     Northwest  Frontier  Warfare. 

November.  Chilian  First-class  Armored  Cruiser  General 
O'Higgins.  Wireless  Telegraphy.  Economical  Army  Reform. 
Abyssinia  as  a  Factor  to  be  Considered  Both  in  the  Resettlement 
of  the  Soudan  and  in  the  Future  of  the  Red  Sea.  The  Necessity 
for  and  Practicability  of  a  Federal  Australian  Army. 

December.  Two  Photographs  Taken  by  an  Officer  after  the 
Battle  of  Khartum.  Manoeuvres  in  France  of  Two  Divisions  of 
Cavalry  and  of  an  Army  Corps  in  September,  1897.  A  Sug- 
gested Correction  of  the  Accepted  Theory  of  the  Tides.  The 
State  Defences  of  Russia.  Smokeless  Powders  of  Nitro-glycerine 
Type. 

ENGINEERING. 

October  21,  1898.  The  French  Naval  Manoeuvres  of  1898. 
The  Electro  Deposition  of  Copper. 

October  28.  French  Battle-ship  Charles  Martel.  New 
British  Gunboats  Dwarf  and  Thistle.  Submarine  Telegraph  En- 
terprise. 

November  4.  Submarine  Cable  Grapnels.  H.  M.  S.  Hya- 
cinth,    Launch  of  H.  I.  J.  M.  S.  Shikishima. 

November  ii.     Submarine  Cable  Grapnels. 

November  18.     The  French  Battle-ship  Charles  Martel. 

December  23.  Steam  Trials  of  H.  M.  S.  Argonaut  British 
Naval  Progress. 

December  16.     Naval  Expenditure. 
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December  30.  Shipbuildine  and  Marine  Engineering  m  189 
The  Torpedo-boat  Destroyer  Ikadsochi  for  the  Imperial  Japane 

Navy.    British  Naval  Progress. 

MARINE  RUNDSCHAU. 

October,  1898.  A  Voyage  to  Jerusalem  Four  Hundred  Yeai 
A^o.  Herring  Fishing  as  a  Branch  of  Steam  Sea  Fishery.  Tl 
Distillation  and  Purification  of  Sea  Water  (continuadom.  Tl 
Development  of  the  Ocean  Passage  Steamer.  Statistical  Sanitai 
Report  of  the  Austrian  Navy  for  1896  and  1897.  Statistical  San 
tary  Report  of  the  Japanese  Navy  for  i8k.  Modem  Breec 
Mechanism  for  Rapid-fire  Guns.  Sketch  of  the  Sgmisb-Amcr 
can  War  (operations  in  Cuba  and  Puerto  Rico).  Charts  naed  i 
the  Early  Navigation  of  Marshall  Islands,  with  some  General  Ri 
marks  on  the  Navigation  of  these  Islands.    Naval  Notes. 

November.  The  Duration  of  the  Common  Copper  A 
lovs  in  Sea  Water.  The  Distillation  and  Purification  of  & 
Water  (continuation).  The  Origin  of  Napoleon's  Ejq>edition  I 
Egypt  in  1798.  Recent  Devdopments  in  Ordnance.  We 
India  Hurricanes.  Instances  of  ^>anish-American  War.  NaT 
Notes. 

December.  Recent  Developments  in  Ordnance  (oonchinon 
The  Distillation  and  Purification  of  Sea  Water  (condosioa).  Tl 
Origin  of  Napoleon's  Expedition  to  ^EgyP^  in  1798  (coodorioa 
West  India  Hurricanes  (conclusion).  The  Development  of  tl 
Hamburg  Merchant  Fleet.  Modem  Breech  Medianism  i 
Rapid-fire  Guns  (continuation).    Naval  Notes. 

MITTHEILUNGEN  AUS  DEM  GEBIETE  DES  SEEWESEII& 

Vol.  XXVI,  No.  12.  The  Naval  Battle  of  Camperdoiw 
Obry's  Torpedo  Director.  Official  Report  on  the  ^aaniah  SM| 
Destroyed  off  Santiago.  The  Torpedo-boat  Boa.  Naval  Note 
England,  France,  Germany,  Italy,  Russia,  Spain,  Sweden,  Noi 
way,  Denmark,  Bulgaria,  United  States,  Japan.  Captain  Sve 
drup's  Polar  Expedition. 

Vol.  XXVII,  No.  i.  Technical  Development  of  Ae  Anstrla 
Navy  During  the  Last  Fifty  Years.  Mirage.  Coal  Supply  an 
the  Coaling  of  Ships.  Successful  Gun-fire  at  Sea*  unphic 
Determination  of  the  Local  Time.  A  New  Distributian  of  tk 
Needles  on  the  Compass  Card.  Naval  Notes:  ^^g^ftHj  Fvano 
Germany,  Italy,  Russia,  Spain,  Sweden,  HoQandp  Denmaik,  Ba 
garia,  United  States,  Brazil,  Japan,  China.  New  Torpedchboal 
for  the  German  Navy.  The  Development  of  Ship's  Afinor.  Tl 
Annual  Report  of  the  Chief  of  Bureau  of  Ordnance,  United  Stall 
Navy. 

Vol.  XXVI,  No.  11.  Navigation  Laws  and  R^giilatiQn 
An  Instrument  for  Taking  Bearings  at  Night    Obienrataoil  i 
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Refractive  Changes  in  the  Torpedo  Outfit  of  Ships-of-War.  The 
Spanish-American  War,  with  Particular  Consideration  of  the 
Naval  Operations  (conclusion).  The  Latest  Steam  Trials  of  the 
British  Cruiser  Diadem.  Holland's  Latest  Submarine  Torpedo- 
boat.  Naval  Notes:  England,  France,  Germany,  Italy,  Russia, 
Spain,  Nor^\'ay,  United  States,  Japan,  China. 

MORSKOI  SBORNIK. 

No.  10,  October.  Defense  of  Great  Britain  and  Her  Col- 
onies (translation  from  Brassey).  Naval  Carrier-pigeon  Service. 
American  Torpedo-boats  (translation  of  lecture  by  Naval  Con- 
structor Gillmor).  The  Building  of  Ice-boats.  Application  of 
the  Steam  Turbine  to  Electric  Installations  on  Shipboard.  Sketch 
of  the  Development  of  the  Compass  for  Use  Afloat.  Abstract 
from  the  Journal  of  Admiral  Kuznetzov  (conclusion). 

Notes:  Spanish-American  War.  Condition  of  the  Spanish 
Armored  Cruisers  Cristobal  Colon,  Infanta  Maria  Teresa,  Viz- 
caya  and  Almirante  Oquendo  after  the  Battle  of  Santiago  dc 
Cuba  (from  Scientific  American).  Prizes  taken  by  American 
Vessels. 

French  Manoeuvres,  1897.  (i)  Manoeuvres  in  the  Atlantic; 
(2)  Manoeuvres  in  the  Mediterranean  and  Lessons  of  the  Manoeu- 
vres; (3)  Faeynbouie's  Comparison  as  to  Kinds  of  Ships  of  the 
Navies  of  Great  Britain,  France  and  Russia.  Trial  of  the  Dia- 
dem. Proposed  Changes  in  the  Composition  of  French  Fleets. 
New  Regulations  for  Filling  Commands  of  Ships  of  French 
Fleets.  New  Classification  of  Ships.  (German  Navy.  New 
Ships,  United  States  Navy.     New  Moroccan  Gunboat. 

No.  12.  December,  1898.  Questions  in  Naval  Strategy.  The 
Personnel  of  the  British  Navy.  Approximate  Formula  for  De- 
termining the  Submerged  Surface  of  Ships.  Marine  Water  Tubu- 
lar Boilers.  Notes  in  Metallurgy.  Sumner's  Method  as  the 
Basis  of  Methods  for  Determining  the  Ship's  Position  at  Sea. 

Notes:  British  Manoeuvres,  1897.  Operations  of  the  Channel 
Fleet.  Foreign  Navies.  H)rpothetical  Ocean  Race  of  War- 
ships. Launches  of  Ocean  and  Psyche.  Trials  of  the  British 
Torpedo  Destroyers  Conflict,  Cheerful  and  Mermaid.  The 
French  Cruiser  Chateaurenault  Launch  of  the  French  Torpedo- 
boat  Destroyer  La  Hire.  Italian  Ships  Building.  Launch  of 
the  Italian  Cruiser  Puglia.  Launch  of  the  Spanish  Cruiser  Rio 
de  la  Plata.  Launch  of  the  Austro-Hungarian  Cruiser  Kaiser 
Carl  VI.  Launch  of  the  Austro-Hungarian  Torpedo-boat 
Cobra.  Launch  of  the  Portuguese  Cruisers  Dom  Carlos  I,  Sad 
Gabriel  and  Sao  Rafael.  Ships  Building  for  the  Chinese  Navy. 
Trial  of  the  Chinese  Torpedo-boat  Destroyer  Hai-Lung.  Elec- 
tric Devices  for  Measuring  Depth. 
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THE  ENGINEER. 

October  21,  1898.    Torpedo-boat  Destroyers  for  the  Unit 

States. 

November  4.  Krupp  Armor,  Its  Application  to  Defeat  Sh 
Fire  in  Warships.     The  French  Battle-ship  Bouvet. 

November  ii.  Cammeirs  Krupp  Process  Plate.  The  Fren 
Battle-ship  Massena. 

November  18.  The  Dutch  Cruiser  Friesland.  Modem  Hig 
speed  Engines  for  Electrical  Work.  Launch  of  the  First-cla 
Battleship  Formidable.     Champion  12-inch  Krupp  Plates. 

November  25.  Beardmore  Process  Armor  Plate.  Hig 
speed  Vertical  Engine. 

December  2.  The  French  Naval  Budget.  Bethlehem  Kru] 
Process  Plate. 

December  9.  Torpedo-boats  for  the  United  States  Na-v 
Our  New  Quick-fire  Gun. 

December  16.  The  Jane  Naval  War  Game.  Torpedo-boj 
for  the  United  States  Navy.     H.  M.  S.  Argonaut 

December  23.     The  Japanese  Destroyer  Ikadsuchi.     The  Gs 

lit  Buoys  of  the  Clyde. 

I  December  30.     H.  M.  S.  Diadem. 

January  6,  1899.    Japanese  Destroyer  Ikadsuchi. 

THE  STEAMSHIP. 

November,  1898.  Marine  Boiler  Explosions.  The  New  Ja 
anese  Battle-ship  Shikishima.  The  Indicator  and  its  Uses  i 
Board  Ship.  The  Torpedo-boat  of  the  Future.  Launch  of  ] 
M.  S.  Hyacinth. 

December.  Launch  of  a  British  Battle-ship.  The  Machine 
of  a  New  U.  S.  Revenue  Cutter.  Launch  of  a  New  British  Gu 
boat.  A  Change  in  the  U.  S.  Monitors.  Distilling  Machine 
for  Naval  Vessels. 

TRANSACTIONS  OF  THE  NORTHEAST  COAST  INSTITUTIC 
OF  ENGINEERS  AND  SHIPBUILDERS. 

Volume  XIV,  1897-1898.  The  Comparison  and  Constructs 
of  Ships*  Lines.  The  Tlieory  of  the  Centrifugal  Pump  and  Fa 
Water  Ballasting  of  Steamers.  Some  Considerations  in  Connc 
tion  with  the  Transverse  Framing  of  Ships.  An  Instrument  f 
Gauging  the  Circularity  of  Boiler  Furnaces  and  Cylinders  ai 
Producing  a  Diagram.  Some  Points  of  Interest  in  the  Desig 
ing  of  Cargo  Steamers.  Cylinder  Ratios.  The  Effects  of  D 
ferent  Arrangements  of  Crank  Angles  upon  the  Economy 
Quadruple  Expansion  Engines.  A  Reliable  Method  of  Obtai 
ing  the  Necessary  Displacement  and  Centre  of  Buoyancy 
Ships. 
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PROCEEDINGS  OF  THE  ROYAL  ARTILLERY  INSTITUTION. 

November,  1898.  The  Services  of  Lieutenant-Colonel  Francis 
Downman,  R.  A.,  in  France,  Nordi  America  and  the  West  Indies 
between  the  Years  1758  and  1784.  On  Failures  at  Practice  with 
the  Time  and  Percussion  Fuse.  Roentgen  Rays  up  to  Date.  The 
Development  of  Armor  During  the  Years  1893-98.  Marching 
through  Jungle  Across  India. 

December.  Reconnaissance  by  Artillery.  The  Development 
of  Armor  During  the  Years  1893-1898.  Who  Invented  the 
Leather  Guns? 

UNITED  SERVICE  GAZETTE. 

October  15,  1898.  The  New  Naval  Programme.  Krupp 
Armor  Hates.     Gun  and  Torpedo.     Quick-firing  Field  Artillery. 

October   29.    The    Recent   Development   of  Armor   Plate. 
Officering  the  Fleet 
November  5.    The  Military  Trend  of  the  Navy. 
November  12.    The  Subsidized  American  Liners. 
November  19.    The  United  States  Naval  Reports. 
November  26.     Our  New  Cruisers. 

December  10.  Naval  Expenditure,  1896-97.  The  Gun- 
power  of  our  Warships.     The  Evolution  of  Naval  Discipline. 

December  17.  Operations  in  the  Soudan.  New  British  Bat- 
tle-ships. 

December  24.  Shipbuilding  in  the  Royal  Dockyards.  Effects 
of  Shell  Fire  at  Santiago.    Our  Dependence  on  the  Navy. 


REVIEWERS  AND  TRANSLATORS. 

Lieut.  Hugo  Osterhaus.  U.  S.  Navy.     Dcut.  J.  B.  Bbrnadou,  U.  S.  Navy. 

Lieut.  Geo.  F.  Cooper.  U.  S.  Navy. 
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OFFICERS  OF  THE  INSTITUTE. 


President 
Rear-admiral  WILLIAM  T.  SAMPSON,  U.  S.  Navy. 


Vice-President. 
Rear.Admiral  F.  V.  McNAIR,  U.  S.  Navy. 


Secretary  and  Treasurer, 
Lieutenant  GEORGE  F.  COOPER,  U.  S.  Navy. 


Board  of  Control, 

Lieut-Commander  RICHARD  WAINWRIGHT,  U.  S.  Navy. 

Lieutenant  AUSTIN  M.  KNIGHT,  U.  S.  Navy. 

Lieutenant  WILLIAM  F.  FULLAM,  U.  S.  Navy. 

Lieutenant  HARRY  P.  HUSE,  U.  S.  Navy. 

Ensign  RICHARD  H.  JACKSON,  U.  S.  Navy. 

Professor  N.  M.  TERRY,  A.  M.,  Ph.  D. 

Lieutenant  GEORGE  F.  COOPER,  U.  S.  Navy  (ex-offido). 
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SPECIAL  NOTICE. 


HhVKL  INSTITUTE  PRIZE  ESSAY,  1009. 


A  prize  of  one  hundred  dollars,  with  a  gold  medal,  b  oflFered 

Naval  Institute  for  the  best  essay  presented  on  any  subject  per 

to  the  naval  profession,  subject  to  the  following  rules: 

I.  The  award  for  the  prize  shall  be  made  by  the  Board  of  C 

2;-.  voting  by  ballot  and  without  knowledge  of  the  names  of  the  comp 

\U  '  '  2.  Each  competitor  to  send  his  essay  in  a  sealed  envelope  to  the 

tary  and  Treasurer  on  or  before  January  i,  1899.  The  name  of  the 
shall  not  be  given  in  this  envelope,  but  instead  thereof  a  motto.  > 
panying  the  essay  a  separate  sealed  envelope  will  be  sent  to  the  Se 
and  Treasurer,  with  the  motto  on  the  outside  and  writer's  nan 
motto  inside.  This  envelope  is  not  to  be  opened  until  after  the  d 
of  the  Board. 

3.  The  successful  essay  to  be  published  in  the  Proceedinga  of  t 
stitute;  and  the  essays  of  other  competitors,  receiving  honorable  mi 
to  be  published  also,  at  the  discretion  of  the  Board  of  Control;  1 
change  shall  be  made  in  the  text  of  any  competitive  etsaj,  publis 
the  Proceedings  of  the  Institute,  after  it  leaves  the  hands  of  the 

4.  Any  essay  not  having  received  honorable  mention^  may  1m 
lished  also,  at  the  discretion  of  the  Board  of  Control,  bnt  only  ir 
consent  of  the  author. 

5.  The  essay  is  limited  to  fifty  (50)  printed  pages  of  the  Prowedi 
the  Institute. 

6.  All  essays  submitted  must  be  either  type-written  or  copied 
clear  and  legible  hand. 

\\  7'  The  successful  competitor  will  be  made  a  Life  Member  of  the 

.  i  tute. 

I  j  8.  In  the  event  of  the  Prize  being  awarded  to  the  winner  of  a  pf 

\\  year,  a  gold  clasp,  suitably  engraved,  will  be  given  ni  Hen  of  { 


medal. 


By  direction  of  the  Board  of  Control. 


Geo.  F.  C00PBR9 
LffN^.,  U.  5*.  AT.,  Secuiary  and  Trmum 


,  •  Annapolis,  Md.,  January  /,  1898. 
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PROCEEDINGS 


UNITED   STATE.S 


NAVAL  INSTITUTE. 


VOLUME  XXIV. 


I'Uni.ISlli:D  gLWHTEKLV  UY  TJIE  INSTITUTE. 


1 

F.xperiments  and 
Tests 

made  by  scientists  of  the  highest  re 
pute  show  that  the  cheap  alum  baking 
powders  are  unfit  for  use  in   bumai 
food.     They  produce  dyspepsia  ant 
heart  trouble;  doctors  agree  about  thia 

Experiments   and    tests    made  h) 
scientists,    by  the   Government,  anc 
by  Boards  of  Health,  show  that  Royall 
Baking-Powder  is  pure  and  healthful 
that  it  adds  anti-dyspeptic   qualities 
to  the  biscuit,  bread,  and  cake.  Docton 
and  housekeepers  agree  about  this. 

What  folly  to  permit  the   use  ii 
your  food  of  any  baking-powder  bu 
Royal. 

B^ 

J 

MORISON  PROTECTOR  FIRE  FRONTS 
AND  DOORS 


LAND   AND   MARINE 


THE  CONTINENTAL  IRON  WORKS, 

«Mt  ■■«  Omlft  Sts.,  NEW  YORK. 


S«nd  for  CireuUr. 
Near  tOth  and  23rd  St.  Ferriei 


Borough  of  Brooklyn. 


LIDGERWOOD  MFG.  CO. 


UFACTURKIIB    01 


HOISTING  ENGINF5 


CONTRACTORS, 
PILE  DRIVING, 
BRIOGEudDOCK 
BUILDING, 
EXCAVATING,  &c. 


80  LIBERTY  STREET,  NEW  YORK.  Old  IUmj  luiUiafc  Yu  Iv«  ul  tMiton  Umti,  OkiwL 

n  1  H  nni  liima.  FinboTE.  «  R  IM  tMK  Aitliirf,  Oiu,  If?  Oiutm  IbM,  lalM. 

li  I.  Ttk  sni,  PkiUUihU.  H  ud  n  frwoal  IDM,  lu  Auua.  m  J.  <ii  IBw,  K  LhIl 


l*frCT^|V|    STANDARD  PORTABIE 

AMMETERS, 
WATTMETERS. 


■btcU)  Hlgh.Brida.        Racognlicd  M  SUnd 

Weston  Electrical  Instrument  Co. 

I  i4-iaO  WILLIAM  STRCCT,  HBWARK,  H.  J. 


GENERAL  ELECTBIC  COMPANY. 

COMPLEXES 

Electmc  bight  and  Pouier  Plan 

FOR 

WAR  VESSELS,  STEAMSHIPS,  YACHTS 

DOCKS,  WHARVES,  &c. 

Our  Marine  Generating  Set  with  Engine  and  Dynamo  on  the  Si 
Base  is  the  most  Compact  and  Perfect  Marine 
Electric  Light  and  Power  Plant. 

Search  Lights,  Dock  Hoists,  Fans,  Ventilators, 
Incandescent  Lights,  Arc  Lamps,  etc. 

AIN  OFFICE,    -    -    SCHENECTADY,  N. 

SALES  OFFICES  IN  ALL  LARGE  CITIES  IN  THE  UNITED  STATES. 


GEO.  K.  mm  &  GO. 


♦   IMPORTERS. 


GROCERIES,  WINES  &  CIGARS. 

Having  had  a  long  experience  in  furnishing  Supplies  to 
Army  and  Navy,  the  Commissary  and  Officers  at  the  Naval  Ac 
amy,  the  Light  House  Engineers  and  Inspectors,  as  well  as  h 
vessels  fitting  out  for  sea,  we  are  prepared  to  supply  the  very  I 

goods  at  very  low  prices. 

220  AND  222  N.  CHARLES  STREET, 

(OPPOSITE   MASONIC  TEMPLE.)  BALTIMORE,    h 


^EE  Hydfx>-Pneumatic  Ash  Ejector.    Piston  with  Adjustable 
Shoe.    Air  and  Qrease  Extractor.    Evaporator  and  Peed 
Water  Heater.    Water  Tube  Boiler. 

1.  Hydro-Pneumatic  Ash  Ejector. 

Avoids  dust  and  noise.  Saves  coal.  Lightens  labor.  Prevents  injury  to  paint.  More 
than  400  now  fitted  and  ordered.  Fitted  with  or  without  automatic  attachment.  Taylor's 
supplementary  jet  in  use  on  steamer  "Cumberland/*  &c. 

2.  Piston  with  Adjustable  Shoe  and  Follower. 

Applicable  to  horizontal  and  other  engines.  Takes  the  wear  at  proper  point  and  guides 
without  tail  rod.  In  use  on  U.  S.  Cruisers  *'  Baltimore,"  "  Newark/'  "  Philadelphia/' 
steamer  "  Connecticut/'  &c.  % 

8.   Air  and  Grease  Eitractor. 

Prevents  grease  in  boiler.  Does  not  reduce  temperature  of  feed  water.  Can  be  quickly 
cleaned.     In  use  on  S.  S.  "  El  Rio/'  *'  Morgan  City/'  &c. 

4.   Evaporator  and   Feed   Water  Heater. 

Rapid  in  its  work.  No  pump  required.  Coils  readily  shed  all  deposit.  Of  light  weight. 
In  use  on  S.  S.  "  El  Norte/'  "  Louisiana/'  Yacht  "Almy/'  &c. 

6.   Water  Tube  Boiler. 

Straight  sub-vertical  tubes  of  small  diameter.  Safe,  light  and  durable.  No  cast  metal. 
Combined  induced  and  forced  draft.     In  use  on  Yacht  "  Electra/' 

All  patented  in  the  United  States.     The  Ash  Ejector,  Boiler  and 

Evaporator  patented  abroad. 

In  order  to  avoid  infringement  apply  to 


No.  One  Broadway,       •       •       NB^W  YORK. 

Orford  Copper  Co. 

ROBT.  M.  THOMPSON.  PRESIDENT. 
J7  WALL  ST..  NEW  YORK. 


COPPER  INGOTS, 
WIRE  BARS  AND  CAKES. 


Nickel  and  Nickel  Oxides 

FOR  USE  IN  PREPARING  NICKEL  STEEL 

FOR  ARMOR  PLATES 


SCOVILL  MANUFACTURING  C 


1B¥AT£RBURY,  CONN. 

U.  S.  A. 


SiiKKT  Brass,  Copper,  and  Nickel  Silver, 
FOR  Cartridge  Shells  and  Bullet  Cc 


C(>rrKR  and  German  Silver  Wire  for  Elect 

Purposes. 


Gilt  Buttons  for  the  Army  and  Navi 
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F.  J.  HEIBERGER, 


ARMY  AND  NAVY 


ISsss] 


535  FIFTEENTH  STREET. 


OPPOSITE  U.  S.  TREASURY, 


WASHINGTON,  I 


Rice  &  Duva 


u 


TAILORS, 


MODERATE  PRICES. 


^pm\j  anb  P\a'^^  (^nifcrm*  anb  f®a*hlon( 

.  .  .  ©i^ilian  <^pe»».  .  .  , 

231  Broadway,  -  -   New  Yc 


OPPOSITE  N.  Y.  POST  OFFICE. 


I      William  H.  Horstmann  Company      J 

I  FUtb  ud  Cterrr  Stnels  PHILADELPHIA   I 

[        Military  Equipments         | 


M  ■■  avMr  detail 
K  tbM«|h  kaawMsa  ol  tb*  RafnlMtoaj 
aad  Raqalnawti  of  tba  Mrvka 


eDW.B.BRueE&eo. 

303,  305  &  307  Exchange  Place, 

BALTIMORE.  MD. 


^ifines  and  Spirits. 


BOLE  PROPHIETORB  OF  THE 

OLD  RESERVE  i860  AND  SOMERSET  CLUB 
MARYLAND  RYE  WHISKY. 

Our  Brands  are  used  with  satisfaction  by  the  Naval  Academy 
Club  of  Annapolis. 

THE  WILLIAMSON  CO., 

liiilfiilm, 

Arundel  Building.     -    -     -    ANNAPOLIS,  MD. 


EUROPEAN  OFFICE, 

25  STOWE  ROAD,  SHEPHERD'S  BUSH,  W.,  LONDON. 

T.  Qaorea  BanliB,  Agant 
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The  Friedenwald  CoMPA^ 


BALTIMORE.  MD. 


Printers,  Lithograpl" 
and  Bookbinders  . 


GOOD  WORK 

PROMPT  SERVICE 

MODERATE  PF 

An  Absolute  Protection  for  Iron  from  Ri 


Harrisons*.... 

ANTOXIDE 


Impervious  t 

Water 
Vapors 
Sulphurou 
Other  •♦  Harrison"  Products 

WHITE  LEAD 

RED  LEAD 

COLORS 

PAINTS 

ALUM 

CHEMICALS 

Harrison  Bros.  &  Co.,  Incorpor 

PHILADELPHIA 
NEW  YORK 
CHICAGO 


STURTEYANT   FANS 


B.  F.  STURTEVANT  CO., 


Boston,  Mass. 


fUP  Y  A1irni7P  ^^^  many  years  in  Naval  and  Army  cii 
vlilili  Aiiril/JjUj  cles  well  known  as  a  reliable  wholesa! 
WINE  riERCHANT.  Of  Peter  Domccq's  Sherries  he  is  tl 
privileged  sole  direct  distributor  D.  C  at  first-hand  prices  in  cas 
and  bottle.  His  9  kinds  of  Va.  Clarets  and  Ports,  vintages  sine 
1891,  are  his  own  pressings.  Of  California  Wines  he  holds  2 
kinds,  none  of  later  than  1891  crop.  Of  the  19  standard  Whiskie 
many  of  them  veritable  treasures  for  age,  stored  in  his  warehouse 
Chr.  Xander's  Old  Reserve  Rye  (over  8  years),  $4.00  per  galloi 
$1.00  per  quart,  has  in  the  tropics  proved  a  true  restorative  whei 
good  Scotch  whisky  had  done  harm. 


909  7th  Street,  N.  W.,     Washington,  D.  C 


EUROPEAN   PLAN.    -    -    -    ^T^W-^      f^ -*  I  .**.  S  U.  W        ACCESSIBLE  TO  ALL    - 


\)e  l^alei^l?, 


MODERN  CONSTRUCTION.        •«  V  ^f'--  POINTS  OF  INTEREf 


ABSOLUTELY  FIRE-PROOF.       I         U/aSblnOtOD    D.  Q.        IN  THE  CITY.     -    -    - 

PENNSYLVANIA  AVENDB,  COR.  12th  STREET,  I.  W. 

Opposite  New  City  Post  Office. 

T.  J.    TALTY,  Manager 

ALTAMONT  AND  ELKTON  BOUQUEl 

10£  CIGAR.  ; 

Handled  for  years  by  the  NAVAL  ACADEHY  CLUB. 

Your  Patronage  Solicited. 

^ichard  Bond  &  Co.,       Baltimore,  Md 

XIAKERS. 


BETTER    THAN     1/\Q     pipAD        EQUAL  TO 
BEST.  IU=     LrlljAri.     IMPORTED. 


A  SCIENTIFIC   PREPARATION. 

TABASCO  PEPPER  SAUCE 

OR  Liquid  Pepper. 


INDISPENSABLE 

FOR 

THE  MESS. 


KEEPS  IN 

ANY 
CLIMATE, 


ALWAYS  PURE 

AND 

WHOLESOME. 


A  NECESSITY  • 

IN 
THE  GALLEY, 


A  LUXURY 

FOR 
THE  TABLE. 


UNEQUALED   IN 
STRENGTH 
AND  FLAVOR, 


MANUFACTURED  ONLY  BY 


McILHENNY'S  SON, 


NEW   IBERIA,   LA., 


I 

I  ■ 


^ii 


UNION  IRON  WORK 


SAN   FRANCISCO.  CALIFORNIA. 


BUILDERS  OF  CRUISERS 


SAN    FRANCISC 
OLYMPIA. 


Coast    Defense    Vessel    MONTERI 


Battle-Ship   OREGON 


THE  STRATTON  STEAM  SEPARATOR 

Insures  the  engine  absolutely  dry  steam. 

A  safeguard  against  priming. 

Avoids  strains  of  water  hammer  on  piping  and 
the  wrecking  of  engines. 

Adopted  by  U.  S.  Navy  and  Light  House  Depart- 
ment. 

THE  GOUBERT   MANUFACTURING  CO., 
14  ft  16  Church  St.,  New  York. 

ALw>UAHUF.cTiiititi»orTH>GOUSERT  FEED  WATER  HEATER. 


Fountaingrove  Vineyard  Co. 

8AKTA  ROSA,  CAI^ 

Special  Inducement!  to  Army  uid  Nftvy  Offlcen.  Cliibi  «fld  MoMi. 
Besides   a  large  number  of  Post  Exchanges  and   War 
Vessels,  we  have  also  supplied  ihe  Kaval  Academy 
Club  with  o 


"/-EB«/*rt'| 

IFUDEL- ' 

OUR  WINES            J^MA 

jfc^          NATIVE   WINES 

^^p^ 

TAKE   THE  PLACE    Jg '^g 

W  si             DIRECT 

HI 

OF   IMPORTED         «e^ 

■iLjjr      FROM    OUR   OWN 

III 

BRANDS.                ^9^ 

raHfv              VINEYARDS. 

Eastern  Depot,  58  Vesey  St.,  New  York  City. 


i 

HlHff 

HI  III'     " 

^■llli 

Anerican  Ordnance  Company, 

SOLE  MANUFACTURERS  OP 

HOTCHKISS.     .     .     . 


DRIGGS-SCHROEDER. 


FLETCHER.  DASHIELL 


Bapidfirihb  euNS 


FOR  NAVAL    .    .     . 
COAST.  FIELD  and 
MOUNTAIN  SERVICE. 


■ALSO  OP 


Hotchkiss  Revolving  Cannon, 

Accles  Machine  Guns, 


Howell  Automobile  Torpedoes. 


ADVICE    AND    ESTIMATES    FURNISHED    FOR    EQUIPMENT 
OF  NAVAL  VESSELS.  LAND  FORCES  AND  FORTIFICATIONS. 


Gun  Factory,  Bridgeport,  Conn,  Projectile  Factory,  Lynn,  Mass. 


<')KKICKI 


702  17th  Street,  Washington,  D.  C. 


h 


XOTICE, 

Tbt  U.  a.  Naval  tnatlttite  wb.9  eatalillsheil  In  isn.  bavInK  tor  Ita  ntija 
tup  sdvsnciiment  of  prfifcaMonttl  and  BclenURo  hnnwleils*  Iw  Iho  NaT 
It  niiw  EnterH  uiion  Hn  twertj-aiitth  year  ot  E»l3lein5e.  IruHtlns  »■  b** 
■orore  for  ItB  supuurt  to  the  oRIoers  and  frlvulB  of  the  Navy.  Th«  tnec 
bera  iit  the  Board  of  Control  cordially  invite  the  oc>-c[i«ratli>n  and  aid  i 
tbeir  brother  oincerB  and  others  Interested  la  the  Navy.  In  rurtbenni 
Of  the  atme  ot  tbe  Institute,  by  the  coDtrlbutton  of  papem  and  conun 
nlcatlona  upon  aubjecle  ot  Interest  to  the  naval  profession.  a«  well  sa  1 
peraoiial  eupport  and  Influence. 

On  the  subject  of  membership  the  Constitution  reads  sa  loltows: 

ARTICLE  vn. 

Sec.  I.  The  Institute  shall  couslat  of  regular,  life,  honorary  ktid  aat 
Plate  mem  tiers, 

Sec.  t.  OfDcers  of  the  Navy.  Iitarlne  Corps,  and  ail  ctvll  oRlotra  i 
lached  to  the  Naval  Service,  shall  be  entitled  to  become  regular  or  U 
memtiere,  without  ballot,  on  payment  ot  dues  or  fee  to  the  8«cr*tk| 
and  Treasurer,  or  to  the  Corresponding  Secretary  of  a  BraDcIi.  Ms 
bera  who  resign  from  the  Navy  subsequent  to  jolntnE  the  Inatltulc  i 
be  regarded  as  belonging  to  (he  class  described  In  this  SecUoiv. 

Sec.  3.  The  Prize  Essayist  of  each  year  sh&U  b«  a  Ufa  member  wlttM 

Sec.  4.  Honorary  members  shall  lie  selected  tram  dlstInKul*I)«d  Nav 
end  Military  Officers,  and  from  eminent  men  of  loarnln«  la  olvtl  I 
The  Secretary  of  the  Navy  shall  be,  ea  o/ZicIo,  an  honorary  menvt 
Their  number  shall  not  exceed  thirty  (30).  Nomination*  (or  bmion 
members  must  be  favorably  reported  tiy  the  Board  of  Control,  aaA 
vole  equal  to  one-bal(  tbe  number  of  regular  and  life  momii«nt.  iflvi 
by  proxy  or  presence,  shall  be  cast,  a  majority  electing. 

Sec.  B.  Associate  members  ehall  be  elected  from  olRceni  of  tb«  Arn) 
Itevenue  Marine,  foreign  oOlcers  ot  the  Naval  and  Ullltary  proCesalM 
and  from  persons  In  civil  life  who  mny  be  Interested  In  lbs  purpoas*  i 
the  Instiiute. 

Sec.  6,  Those  entitled  to  become  associate  iiiem)>«n)  may  be  elected  n 
members,   provided   that  tbe  number  not  oHlclBlly  connected   irltb 
Navy  and  Marine  Corps  sliall  not  at  any  time  exceed  one  huoilred  (I 

Sec.  7.  Associate  members  and  life  membitrs,  •yttiln-  than  thuoe  enlll 
to  regular  membership,  shall  be  elected  as  follows;  Nominations  shall  1 
made  In  writing  to  the  Secretary  and  Treasurer,  with  the  nainn  <i(  t 
member  making  them,  and  such  nomlntitions  shall  be  submitted  to  I 
Board  of  Control,  and.  if  th«4r  report  be  favorable,  the  Secretary  m 
Treasurer  shall  make  known  th«  result  at  the  next  meeting  of  lbs  Inti 
tute,  and  a  vote  shall  then  b«  taken,  «  majority  of  votes  oast  by  Ri<n 
bern  present  electing. 

The  Proceedings  are  published  Quarterly,  and  may  Im  otitalnnil  1 
non-members  upoD  application  to  tbe  Secretary  and  TrsaaurKT  at  A 
napollB,  Md.  Inventors  of  articles  connected  nitb  tbe  naval  prvlwaali 
win  be  alTorded  an  opportunity  of  exhibiting  and  explaining  their  lnv« 
lions,  A  description  of  such  Inventions  as  may  b*  deemsd  by  the  Baa 
of  Control  of  use  to  the  service  will  be  publtBlied  In  the  l>roc«.-4lnKS. 

Single  copies  of  tbe  Proceedings,  fLOO.  Back  numbers  and  ootopH 
•eta  can  be  obtained  by  applying  to  the  Secretary  and  Treaaursr,  Jl 
napoHs.  Md.  • 

Annual  subacriptlons  for  non-members.  tXU.  Annual  doos  fof  mi«| 
l.ers  and  associate  members.  ta.OO.    Ufe  maoabaratup  fea,  fSMO.  ^ 

All  letters  should  be  addressed  to  Svcreiary  aoil  Treosursr,  tl.  8.  Mm 
Insiitute.  AnnapoUs,  Md.,  and  all  cheda.  <lr«fl*  nnd  mourns  vrina  «1 
bf  hibJl'  payable  to  his  order,  without  uatnc  the  nvne  of  that  sflioe 


NOTICK. 

The  U.  S.  Naval  Institute  was  eataWlsbed  In  1S7J.  bavtnf  for  Its  ol 
the  advancement  of  prnfesaional  and  sclentlflc  knon)oitv<>  In  th>  Si 
It  now  entire  upon  Its  twenty-eixtli  year  of  exl8leni:e.  Iruflllns  as  A 
tofore  for  lla  support  to  the  olflcerB  and  fiienda  of  the  Narjr.  The  n 
bera  □(  the  Board  ot  Control  cordially  Invtl*  the  cOH>par«tlon  and  ttl 
their  brother  officers  and  others  Interested  In  th«  NitTy.  In  furthers 
of  the  alma  of  the  Institute,  by  the  contribution  of  i)ftp«rB  and  com 
nicatlona  upon  Bubjecta  of  Interest  to  the  naval  [irofcBElnn.  bj  well  lU 
personal  Bupport  and  InRuence. 

On  the  euhjeet  of  membership  the  Constitution  rs&ds  tta  tMltW*: 

ARTICLE  VJI. 

Bee.  1.  The  Institute  shall  vonalet  of  resuUr,  life,  baaor^rs  mtti  4 
ft  ate  Riembera. 

Bee  t.  Officers  ol  the  Navy,  M)trlii«  Corps,  nni)  all  olvU  oflloera 
laohed  to  the  Naval  Bervlce.  ebotl  be  entitled  lo  become  reKiilor  or 
membei-B,  without  ballot,  on  pa.yiiieol  of  dues  or  fee  to  the  Seerei 
nnd  Treasurer,  or  to  the  CorresDondlnK  Secretary  of  a  Uranelu  3J 
bera  who  resign  from  the  Navy  subaeiiuent  to  Jolplns  ih>  Instltutv 
be  regarded  us  belonging  to  tbe  class  described  In  thts  SMillon. 

Sec.  3.  The  Prize  Essayist  of  each  year  shall  be  ft  Ule  n 

Sec.  i.  IIoDorsry  members  shall  be  seleoted  troin  dlatlOKulshed  Hi;^ 
and  Military  Offlcers,  and  from  eminent  men  of  IcJimlnR'  In  elvll  it 
The  Secretary  of  the  Navy  shall  be.  riF  oUtvio,  ma  tionurary 
Tfaeir  number  aball  not  exceed  thirty  (3Q).  Numlnatlons  For 
members  must  be  favorably  reported  by  Uie  llonrd  of  Cnnirol, 
vote  equal  to  one-half  the  number  of  regular  iintl  llf*  nsinbedi. 
by  proxy  or  presence,  shall  be  cast,  n  luajurlty  eleotlnc. 

Sec.  G.  AeaoclBte  members  ehall  be  elected  trou  olltcera  of  the 
Kevenue  Marine,  foreign  olTlcera  of  the  Navul  and  UlUtary  pmr« 
and  from  peraooB  in  civil  lite  wbo 
the  Institute. 

Sec.  6.  Those  entitled  to  beu 
members,  provided  that  the 
Navy  and  Marine  Corpa  ahi 


IT  be  Intcrala4  In  the  punxM 


memben  may  be  ntMIvd 
,  ulTlcIidly  ooniiviUail  wltk 
time  eaiM4-<l  iine  liundrv<l  C 


;o.  7.  Associate  members  and  life  membera.  oiber  Uian  tboea  entl 
lo  regular  membertlilp,  shall  be  elected  aa  fulUiira:  Ki>i>ilfi»Uans  ai 
made  hi  writing  lo  the  Secretary  and  Treasurvr,  vllb  Ibe  nun* 
member  muklns  tliem.  and  such  nominations  shall  l>o  lubrnltted  la 
Board  of  Control,  and,  If  their  report  be  rnvonUi)*,  lltr  Sevreury 
TreasurtT  shall  malte  known  the  result  at  tbe  n«st  meettas  at  tli«  t) 
tute,  and  A  vole  Bball  tlien  be  taken,  b  aUortty  at  vcit*«  i 
hers  present  elecllng. 

The  Prooeediiiga  tire  publlaheit  quarterly,  anil  muy  be  nbtAloMl 
non-membcre  upon  application  to  the  SccrctBry  ai»l  Trraaurvr  ■■ 
napnlla,  Md.  Invent<irB  of  articles  coonected  itllli  the  naval  pnifpfl 
will  bo  aiTurded  an  opportunity  oCexhlbltlnn  and  e:K)ilalnlnir  tboir  In 
tlons.  A  deeerlptlon  o(  such  inventions  aa  may  bo  dMmvil  lir  Ibe  B' 
of  Control  of  use  to  the  service  nlll  be  published  In  11m  t*Tuce9>dInn 

Blnglo  copies  of  the  Prooeedln(s,  $1.00.  back  numbers  and  eaai| 
Bt'ta  can  be  obtained  by  applylns  lo  the  Spcreiiwy  and  Tri»««ut»r. 
napnlla,  Aid,  • 

AniiiiHl  subscriptions  for  non-membera,  |3,6(L    Annual  dnee  tor 
bcrti  tind  asBociate  members,  13.00,    Life  membenihlp  tr*.  HULIM. 

All  letters  should  be  addressed  to  SeGr«t>iy  and  Tnamurtr,  V.  8.  3 
instliutn,  Annapolla,  Hd.,  itnA  an  cbecka,  drafia  aai]  moner  «rd«n  si 
he  mnde  payable  lo  tats  nrttsr.  wlth»ut  uelng  tlie  naa>i>  or  that  q 
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